Inter-American  Foundation 

An  Independent  Agency  of  the  U.S.  Government 


Austin  Evers 
American  Oversight 
1030  IS'*'  Street NW 
Suite  B255 

Washington,  D.C.  20005 
September  27, 201 8 
Re:  FOIA  IAF-201 8-008 

Dear  Mr.  Evers: 

This  letter  and  the  enclosed  CD  are  in  response  to  your  Freedom  of  Information  Act  (FOIA)  email 
inquiry,  received  on  March  30, 2018.  In  that  email  you  submitted  the  following  request  for  responsive 
records  from  January  20,  2017,  to  the  date  the  search  is  conducted: 

1 .  All  records  reflecting  any  actual  or  projected  expenditures  for  renovations  (including  repairs, 
remodeling,  changes  to  decor,  furniture  purchases,  or  other  construction)  for  any  part  of  the 
office  spaces  (including  foyers,  waiting  rooms,  conference  rooms,  adjacent  hallways,  or  other 
common  areas)  for  any  members  of  lAF’s  Leadership  Team. 

2.  All  communications  relating  to  any  actual  or  potential  renovations  (including  repairs, 
remodeling,  changes  to  decor,  furniture  purchases,  or  other  construction)  for  any  part  of  the 
office  spaces  (including  foyers,  waiting  rooms,  conference  rooms,  adjacent  hallways,  or  other 
common  areas)  for  any  members  of  lAF’s  Leadership  Team. 

3.  Records  describing  the  processing  of  this  request,  including  records  sufficient  to  identify  search 
terms  used  and  locations  and  custodians  searched  and  any  tracking  sheets  used  to  track  the 
processing  of  this  request. 

We  have  assigned  your  request  as  IAF-201 8-008.  Please  reference  this  number  on  all  future 
communications.  A  search  was  completed  and  documents  responsive  to  your  request  were  found. 

The  enclosed  CD  contains  73  files  we  are  producing  to  you  with  certain  marked  redactions  made 
under  Exemptions  2  and  6  of  the  FOIA. 

Exemption  2  allows  an  agency  to  withhold  records  that  are  “related  solely  to  the  internal  personnel 
rules  and  practices  of  an  agency.”  5  U.S.C.  §  552(b)(2).  In  order  for  records  to  be  withheld  under  this 
exemption  the  information  must:  1)  be  related  to  “personnel”  rules  and  practices;  2)  be  related  “solely” 
to  those  personnel  rules  and  practices;  and  3)  be  “internal”  to  the  agency. 


FOIA  Response  IAF-20 1 8-008 


The  information  that  has  been  withheld  under  Exemption  2  relates  solely  to  the  agency’s  personnel  rules 
and  is  information  that  is  typically  kept  within  the  agency.  Additionally,  we  have  determined  that  the 
information  regarding  this  particular  position  is  not  of  any  genuine  public  interest.  For  these  reasons  we 
are  withholding  this  information  under  Exemption  2. 

Exemption  6  allows  an  agency  to  withhold  “persormel  and  medical  files  and  similar  files  the  disclosure 
of  which  would  constitute  a  clearly  unwarranted  invasion  of  personal  privacy.”  5  U.S.C.  §  552(b)(6). 

The  phrase  “similar  files”  covers  any  agency  records  containing  information  about  a  particular 
individual  that  can  be  identified  as  applying  to  that  individual.  To  determine  whether  releasing  records 
containing  information  about  a  particular  individual  would  constitute  a  clearly  unwarranted  invasion  of 
personal  privacy,  we  are  required  to  balance  the  privacy  interest  that  would  be  affected  by  disclosure 
against  any  public  interest  in  the  information. 

The  information  that  has  been  withheld  under  Exemption  6  consists  of  personal  information  such  as 
email  addresses,  home  addresses,  phone  numbers,  medical  history  and  similar  material.  We  have 
determined  that  the  individuals  to  whom  this  information  pertains  have  a  substantial  privacy  interest  in 
withholding  it.  Additionally,  we  have  determined  that  the  disclosure  of  this  information  would  shed  little 
or  no  light  on  the  performance  of  the  agency’s  statutory  duties.  Because  the  harm  to  personal  privacy  is 
greater  than  whatever  public  interest  may  be  served  by  disclosure,  release  of  the  information  would 
constitute  a  clearly  unwarranted  invasion  of  privacy,  and  it  is  being  withheld  under  Exemption  6. 

Furthermore,  we  have  assessed  whetlier,  even  though  covered  by  FOIA  exemptions,  the  redacted 
information  should  be  disclosed  under  the  presumption  of  openness  and  foreseeable  harm  standard 
under  the  FOIA  Improvement  Act  of  2016.  See  5  U.S.C.  §  552(a)(8)(A).  We  have  concluded  that,  in  this 
case,  non-disclosure  is  warranted  because  there  is  a  foreseeable  harm  that  the  release  of  this  information 
would  violate  the  privacy  interests  of  the  individuals  involved,  including  privacy  rights  protected  by  the 
Privacy  Act.  5  U.S.C.  §  552a. 

Please  note  that  you  have  the  right  to  file  an  administrative  appeal  within  90  days  of  the  date  of  this 
letter.  By  filing  an  appeal,  you  preserve  your  rights  under  the  FOIA  and  give  the  lAF  a  chance  to 
review  and  reconsider  your  request  and  the  agency's  decision. 

If  you  would  like  to  discuss  our  response  before  filing  an  appeal  to  attempt  to  resolve  your  dispute 
without  going  through  the  appeals  process,  you  may  contact  me  or  our  FOIA  Public  Liaison,  Ms. 
Lesley  Duncan  for  assistance  at  the  below  listed  mailing  address  or  at  lduncan@,iaf. gov  or  (202) 
688-3047. 

If  you  are  unable  to  resolve  your  FOIA  dispute  through  our  FOIA  Public  Liaison,  the  Office  of 
Government  Information  Services  (OGIS),  the  Federal  FOIA  Ombudsman's  office,  offers 
mediation  services  to  help  resolve  disputes  between  FOIA  requesters  and  Federal  agencies. 


1331  Pennsylvania  Ave.,  N.W.  |  Suite  1200  North  |  Washington,  D.C.  20004  |  Tel;  (202)  360-4530  |  Fax:(202)803-6124  |  vwifw.iaf.gov 
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The  contact  information  for  OGIS  is: 

National  Archives  and  Records  Administration 

Office  of  Government  Information  Services 

8601  Adelphi  Road-  OGIS 

College  Park,  MD  20740-6001 

ogis@nara.gov 

202-741-5770 


AM 


1331  Pennsylvania  Ave.,  N.W.  | 


PVERSIGHT 


Suite  1200  North  |  Washington,  D.C.  20004  |  Tel:  (202)360-4530  |  Fax:  (202)  803-6124  |  www.iaf.gov 


4/10/2018 


Inter-American  Foundation  Maii  -  FOiA  Request:  iAF-1 8-0224 


FO  lA  <foia@iaf.gov> 


FOIA  Request:  IAF-1 8-0224 


Lesley  Duncan  <lduncan@iaf.gov>  Mon,  Apr  9,  201 8  at  3:43  PM 

To:  lAF  FOIA  <foia@iaf.gov>,  Natalia  Mandrus  <nmandrus@iaf.gov>,  Paul  Zimmerman  <pzimmerman@iaf.gov> 

Co:  Kara  Rogers  <krogers@iaf.gov>,  Rajiv  Jain  <rjain@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

The  responsive  documents  for  IAF-18-0224  have  been  placed  in  the  I  drive  folder,  so  you  can  move  to  GC 
folder. 

For  the  IT  pull,  the  final  search  terms  were:  "CEO  wall"  OR  "glass  wall"  OR  "status  update"  OR 
"construction"  OR  "president  wall"  OR  "president  wall  construction"  OR  repairs  OR  modeling  OR  decor  OR 
furniture  OR  "conference  table"  OR  "acuario"  OR  "pocket  door"  OR  "standing  desk"  OR  "cubicle 
configuration" 

There  are  some  procurement  sensitive  documents  in  this  folder,  thanks  for  reviewing  carefully.  Lesley 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Mon,  Apr  9,  2018  at  12:25  PM,  lAF  FOIA  <foia@iaf.gov>  wrote: 

Hi  All, 

Yes  I  created  a  l:\For  Natalia  that  I  shared  with  Kara.  I  can  then  move  this  folder  to  the  G  drive  later  today  or  tomorrow 
morning/ when  all  the  documents  have  been  placed  in  the  folder. 

Here's  the  link  again: 
l:\For  Natalia 


- Forwarded  message - 

From:  American  Oversight  FOIA  <foia@americanoversight.org> 
Date:  Fri,  Mar  30,  2018  at  3:35  PM 
Subject:  FOIA  Request:  IAF-18-0224 
To:  foia@iaf.gov 


Dear  FOIA  Officer: 

Please  find  attached  a  request  for  records  under  the  Freedom 
of  Information  Act. 


Sincerely, 


Sara  Kaiser  Creighton 
Counsel 

American  Oversight 

foia@americanoversight.org  |  202.869.5245 
www.americanoversight.org  |  @weareoversight 

FOIA:  IAF-18-0224 


IAF-1 8-0224-A-000001 


https://mail.google.com/mail/u/2/?ui=2&ik=9531aae335&jsver=LcPASTiusm8.en.&view=pt&msg=162abef612e4f5cd&search=inbox&siml=162abef612e4f5cd 


4/10/2018 


Inter-American  Foundation  Maii  -  FOiA  Request:  IAF-1 8-0224 


AMERICAN 


IAF-18-0224-A-000002 


o 

https://maiI.google.com/mail/u/2/?ui=2&ik=9531aae335&jsver=LcPASTiusm8.en.&view=pt&msg=162abef612e4f5cd&search=inbox&siml=162abef612e4f5cd 


9/20/2018 


Inter-American  Foundation  Mail  -  Re:  FOIA  Request:  IAF-18-0224;  who  was  included  in  IT  pull  {April  2018)? 


Paul  Zimmerman  <pzimmerman@iaf.gov> 


Re:  FOIA  Request:  IAF-18-0224;  who  was  included  in  IT  pull  (April  2018)? 

1  message 


Lesley  Duncan  <lduncan@iaf.gov>  Thu,  Sep  20,  2018  at  2:49  PM 

To:  Lucas  Rivera  <irivera@iaf.gov>.  Paul  Zimmerman  <pzimmerman@iaf.gov> 

Cc:  Danny  Glenn  <dglenn@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thanks  for  the  quick  turn  around  Lucas! 

Paul  -  see  below.  PAA  and  Karen  (Shayla,  Kara  and  I)  were  included  in  original  search.  I  don't  believe 
anyone  else  would  have  been  involved. 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Thu,  Sep  20,  2018  at  2:44  PM,  Lucas  Rivera  <lrivera@iaf.gov>  wrote: 
The  search  was  only  done  for  a  subset,  as  listed  in  the  screenshot  below: 


IAF-18-0224-A-000003 


https;//mail.google.com/mail/u/0?ik=be003e1 52e&view=pt&search=all&perm1hid=thread-f%3A1 61 21 52233033603746%7Cmsg-f%3A1 61 21 5351 5135...  1/4 


9/20/2018 


Inter-American  Foundation  Mail  -  Re:  FOIA  Request:  IAF-16-0224;  who  was  Included  in  IT  pull  {April  2018)? 


FOIA_office  furniture  upgracle_Apr6 


Mail  ▼  Alt  Data  ▼  Specific  Accounts  ▼ 

Accounts 

lduncan@iaf.gov,  padamsallen@iaf.gov.  krogers@iaf.gov.  kvargas@iaf.gov. 
ssummerhill@iaf.gov 


Sent  date 

201 7  Jan  20  E]  to  2018  Apr  2  E] 

Time  zone  for  this  search;  0 
GMT-05:00  ▼ 

Terms  0 

"CEO  wall"  OR  "glass  wall"  OR  "status  update"  OR  "construction"  OR  "president  wair 
OR  "president  wall  construction"  OR  repairs  OR  modeling  OR  decor  OR  furniture  OR 
"conference  table"  OR  "acuano"  OR  "pocket  door"  OR  "standing  desk"  OR  "cubicle 
configuration" 




✓  Exclude  drafts 


Search 


Count  Export 


The  search  was  defined  for  Lesley,  Paloma,  Kara,  Karen  and  Shayla. 

Let  me  know  if  I  can  assist  further. 

Thanks 

On  Thu,  Sep  20,  2018  at  2:31  PM,  Lesley  Duncan  <lduncan@iaf.gov>  wrote: 

Realizing  you're  probably  the  one  that  did  the  pull,  see  below.  Thanks  for  letting  us  now  the 
parameters  of  the  search,  as  per  my  question  in  red. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 

On  Mon,  Apr  9,  2018  at  1:43  PM,  Lucas  Rivera  <lrivera@iaf.gov>  wrote: 

The  completed  search  has  exported  and  the  files  have  been  extracted  and  placed  under  folders  for  each  involved 
user's  e-mail  account  at  T:\FOIA_April_6_2018_Furniture. 

Please  note,  instructions  have  also  been  placed  explaining  how  to  open  Outlook  and  then  open  the  PSTs  within 
Outlook. 

Let  me  know  if  I  can  assist  further. 

Thanks,  in  advance. 

- Forwarded  message -  IAF-1 8-0224-A-000004 


hRps://mail.google.Com/mail/u/0?ik=be003d1  S2e&view=pt&search=all&permthid=thread-f%3A1 61 21 52233033603746%7Cmsg-f%3A1 61215351 5135...  2/4 


9/20/2018 


Inter-American  Foundation  Mail  -  Re;  FOIA  Request;  IAF-1 8-0224;  who  was  included  in  IT  pull  (April  2018)? 

From:  Lesley  Duncan  <lduncan@iaf.gov> 

Date;  Thu.  Sep  20, 2018  at  2:29  PM 

Subject:  Re:  FOIA  Request:  IAF-1 8-0224;  who  was  included  in  IT  pull  (April  2018)? 

To:  Danny  Glenn  <dglenn@iaf.gov> 

Cc:  Rajiv  Jain  <rjain@iaf.gov>,  Paul  Zimmerman  <pzimmerman@iaf.gov> 


Hi  Danny  -  please  confirm  if  the  IT  pull  for  this  FOIA  request  (done  in  April  2018)  was  for  all  lAF  staff, 
or  only  a  subset.  And  if  not  all-IAF  staff,  please  let  us  know  whose  email  was  specifically  queried. 

Would  love  to  have  this  information  soonest.  Thank  you. 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Mon,  Apr  9.  2018  at  3:43  PM,  Lesley  Duncan  <lduncan(giaf.gov>  wrote: 

The  responsive  documents  for  IAF-18-0224  have  been  placed  In  the  I  drive  folder,  so  you  can  move  to 
GC  folder. 


For  the  IT  pull,  the  final  search  terms  were:  "CEO  wall"  OR  “glass  wall"  OR  "status  update"  OR 
"construction"  OR  "president  wall"  OR  "president  wall  construction"  OR  repairs  OR  modeling  OR  decor 
OR  furniture  OR  "conference  table"  OR  "acuario"  OR  "pocket  door"  OR  "standing  desk"  OR  "cubicle 
configuration" 

There  are  some  procurement  sensitive  documents  in  this  folder,  thanks  for  reviewing  carefully.  Lesley 

Lesley  Duncan 


Chief  Operating  Officer,  Inter-American  Foundation 


On  Mon,  Apr  9,  2018  at  12:25  PM,  lAF  FOIA  <foia@iaf.gov>  wrote: 
Hi  All. 


Yes  I  created  a  l;\For  Natalia  that  I  shared  with  Kara.  I  can  then  move  this  folder  to  the  G  drive  later  today  or 
tomorrow  morning/  when  all  the  documents  have  been  placed  in  the  folder. 

Here's  the  link  again: 
l:\For  Natalia 


- Forwarded  message - 

From:  American  Oversight  FOIA  <foia@americanoversight.org> 
Date:  Fri,  Mar  30.  2018  at  3:35  PM 
Subject:  FOIA  Request:  lAF-1 8-0224 
To:  foia@iaf.gov 


Dear  FOIA  Officer; 


IAF-1 8-0224-A-000005 

I  Please  find  attached  a  request  for  records  under  the 

https://mail.google.com/mail/u/0?ik=be003e1 52e&view=pt&search=allApemilhid=thread-f%3A1 61 21 52233033603746%7Cmsg-f%3A1 61 21 5351 51 35. , 


3/4 


9/20/2018 


Inter-American  Foundation  Mail  -  Re:  FOIA  Request:  I AF-1 8-0224;  who  was  included  in  IT  pull  (April  2018)? 
Freedom  of  Information  Act. 

! 

Sincerely, 

!  Sara  Kaiser  Creighton 
Counsel 

American  Oversight 

foia(@americanoversight.org  |  202.869.5245 
[  www.americanoversight.org  |  @weareoversight 

FOIA:  lAF-1 8-0224 


IAF-18-0224-A-000006 


https://mail.google.com/mail/u/0?ik=be003e  1 52e&view»pt&search=all&permthid=lhread-f%3A1 6121 52233033603746%7Cmsg-f%3A1 61 21 535 15135...  4/4 


4/2/2018 


Inter-American  Foundation  Mail  -  Fwd:  FOIA  Request:  IAF-18-0224 


FO  lA  <foia@iaf.gov> 


Fwd:  FOIA  Request:  IAF-18-0224 


lAF  FOIA  <foia@iaf.gov>  Mon,  Apr  2,  201 8  at  9:09  AM 

To:  Paul  Zimmerman  <pzimmerman@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Good  Morning, 

We  received  a  FOIA  request  asking  for  the  following  documents  within  the  time  frame  of  January  20,  201 7  through  today: 
Requested  Records  American  Oversight  requests  that  lAF  produce  the  foitowing  within  twenty  business  days: 

1)  Aii  records  refiecting  any  actuai  or  projected  expenditures  for  renovations  (inciuding  repairs,  remodeiing,  changes  to 
decor,  furniture  purchases,  or  other  construction)  for  any  part  of  the  office  spaces  (inciuding  foyers,  waiting  rooms, 
conference  rooms,  adjacent  haiiways,  or  other  common  areas)  for  any  members  of  lAF’s  Leadership  Team,  as  described 
at  lAF’s  website  here:  https://iaf.gov/aboutthe-iaf/our-peopte/teadership-team. 

2)  Ait  communications  rotating  to  any  actuai  or  potentiat  renovations  (inciuding  repairs,  remodeiing,  changes  to  decor, 
furniture  purchases,  or  other  construction)  for  any  part  of  the  office  spaces  (inciuding  foyers,  waiting  rooms,  conference 
rooms,  adjacent  haiiways,  or  other  common  areas)  for  any  members  of  lAF’s  Leadership  Team,  as  described  at  lAF’s 
website  here:  https://iaf.gov/about-the-iaf/ourpeople/leadership-team. 

Please  let  me  know  if  I  should  reach  out  to  anyone  else  for  the  documents.  I  will  be  sending  an  email  to  the  requester 
now  acknowledging  the  request. 

Thank  you, 

Natalia 


- Forwarded  message - 

From:  American  Oversight  FOIA  <foia@americanoversight.org> 
Date:  Fri,  Mar  30,  201 8  at  3:35  PM 
Subject:  FOIA  Request:  IAF-18-0224 
To:  foia@iaf.gov 


Dear  FOIA  Officer: 

Please  find  attached  a  request  for  records  under  the  Freedom  of  Information  Act. 
Sincerely, 

Sara  Kaiser  Creighton 
Counsel 

American  Oversight 

foia@americanoversight.org  |  202.869.5245 
www.americanoversight.org  |  @weareoversight 

FOIA:  IAF-18-0224 


IAF-18-0224-A-000007 


https://mail. google. com/mail/u/2/?ui=2&ik=9531aae335&jsver=Z-grDj2gpow.en.&view=pt&msg=1628679c4c24d157&search=trash&siml=1628679c4c24d1 57 


4/2/2018 


Inter-American  Foundation  Mail  -  Fwd:  FOIA  Request:  IAF-18-0224 


IAF-18-0224.pdf 

392K 


IAF-18-0224-A-000008 


https://mail. google. com/mail/u/2/?ui=2&ik=9531aae335&jsver=Z-grDj2gpow.en.&view=pt&msg=1628679c4c24d157&search=trash&siml=1628679c4c24d1 57 


9/26/2018 


Inter-American  Foundation  Mail  -  PDF  email  attachments  for  the  FOIA  request 


Nicole  Stinson  <nstinson@iaf.gov> 


PDF  email  attachments  for  the  FOIA  request 

12  messages 


Natalia  Mandrus  <nmandrus@iaf.gov>  Tue,  Sep  25,  2018  at  12:01  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Nicole  Stinson  <nstinson@iaf.gov> 

Hi  Shayla, 

Hope  all  is  well.  A  little  while  ago  I  sent  you  a  shared  link  to  review  an  excel  goggle  doc.  This  doc  contains  attachments  to  your  emails  that  we  are  missing.  If  you  have  a  chance  today, 
could  you  try  to  find  them  in  your  email?  I  can  create  a  folder  in  the  I  drive  for  you  to  dump  them  or  you  can  send  it  to  us,  whichever  you  prefer. 

Let  me  know. 

Thank  you 

Natalia 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Sep  25,  2018  at  12:10  PM 

To:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Cc:  Nicole  Stinson  <nstinson@iaf.gov> 

Hi  Natalia, 

Apologies  I  don't  remember  receiving  that.  I  am  out  the  office  today  but  will  chek  on  that  tomorrow  morning. 

[Quoted  text  hidden] 


Natalia  Mandrus  <nmandrus@iaf.gov>  Tue,  Sep  25,  2018  at  12:11  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Nicole  Stinson  <nstinson@iaf.gov> 

Hi  Shayla, 

No  worries.  I  converted  the  google  doc  into  a  microsoft  file  and  attached  it.  Enjoy  your  day  off  and  we  will  touch  base  tomorrow. 

Thanks! 

[Quoted  text  hidden] 


^  Missing  Attachments  from  Shayla  Emails.xisx 
6K 


Nicole  Stinson  <nstinson@iaf.gov>  Wed,  Sep  26,  2018  at  9:46  AM 

To:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  morning  Shayla, 

I'm  checking  in  to  see  if  you  are  able  to  search  for  these  attachments  this  morning.  Natalia  is  out  today  but  I  am  available  if  you  have  any  questions. 

Thanks  so  much! 

Nicole 

[Quoted  text  hidden] 


©Nicole  J.  Stinson 

Associate  General  Counsel 
Inter-American  Foundation 

202 .683 . 7117  WWW.  iaf .g  ov 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  26,  2018  at  9:51  AM 

To:  Nicole  Stinson  <nstinson@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Hi  Nicole, 

Just  got  in  and  will  look  for  them  now. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Nicole  Stinson  <nstinson@iaf.gov>  IAF-1 8-0224W-S§CR9C®i® 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 


https://mail. google. com/mail/u/0?ik=a40e5cec57&view=pt&search=all&permthid=thread-f%3A1 61 2595926422633426&simpl=msg-f%3A1 6125959264...  1/2 


9/26/2018 


Inter-American  Foundation  Mail  -  PDF  email  attachments  for  the  FOIA  request 


Great,  thanks! 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  26,  2018  at  10:51  AM 

To:  Nicole  Stinson  <nstinson@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

I  believe  I  have  add  all  the  requested  attachments.  I've  added  them  to  Shared  (I  drive)>  For  Natalia 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Nicole  Stinson  <nstinson@iaf.gov>  Wed,  Sep  26,  2018  at  10:54  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Great,  thanks  so  much  Shayla.  I  will  review  them  now  and  let  you  know  if  I  have  any  follow  up  questions. 

Best, 

Nicole 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  26,  2018  at  10:56  AM 

To:  Nicole  Stinson  <nstinson@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Great,  thanks! 

[Quoted  text  hidden] 


Nicole  Stinson  <nstinson@iaf.gov>  Wed,  Sep  26,  2018  at  12:1: 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Hi  Shayla,  there  are  2  documents  that  I  don't  see  in  the  folder.  Can  you  see  if  you  have  these? 


Thu,  Jun  22,  2017  at  10:15  AM 

Inter-American  Foundation  -  Office  Glass  Wall  Proposal 

CCG  -  lAF  Proposal  02.pdf 

December  01 , 2017  4:43 

PM 

RE:  lAF  Office  Glass  Wall  System 

lAF  Slider  Handle.pdf 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  26,  2018  at  12:20  PM 

To:  Nicole  Stinson  <nstinson@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

They've  been  added  to  the  folder. 

-Shayla 

[Quoted  text  hidden] 


Nicole  Stinson  <nstinson@iaf.gov>  Wed,  Sep  26,  2018  at  12:24  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Natalia  Mandrus  <nmandrus@iaf.gov> 

Thanks  so  much! 

[Quoted  text  hidden] 


IAF-18-0224-A-000010 


https://mail. google. com/mail/u/0?ik=a40e5cec57&view=pt&search=all&permthid=thread-f%3A1 61 2595926422633426&simpl=msg-f%3A1 6125959264... 


2/2 


Date  &  Time 
12/26/17  at  9:01  AM 
H/2Slr7  at  4:58  PM 

01/04/18  at  11:46  AM  or  11/28/17  at  3:28 

01/03/18  at  8:09  AM 

01/24/18  at  4:08  PM 

10/03/17  at  9:25  AM 

02/01/18  at  12:31PM 

10/31/17  at  11:24  AM 

11/28/17  at  4:10  PM 

Thu,  Jun  29,  2017  at  11:49  PM 

FrI,  May  19,  2017  at  9:03  AM 
Tue,  May  9,  2017  at  1:43  PM 
May  3,  2017,  at  10:43  AM 
5/1/2017  at  5:28  PM 
Aug  25,  2017,  at  4:07  PM 

Friday,  DGComber  15,  2017  12: 
Jan  15,  2018  at  4:44  PM 
Jan  15,  2018  at  4:44  PM 
Thu,  Jun  22,  2017  at  10:15  AM 
Tue,  Nov  14,  2017  at  8:58  AM 

12/12/2017  4: 

Dec  7,  2017  at  3:32  PM 

December  06,  2017  1: 
December  01, 20174:43PM 


Email  Subject 

7102-33  lAF  Glass  Partition  Project 
7102-33  lAF  Glass  Partition  Project 

PM  7102-33  lAF  Glass  Partition  Project  -  New  Dorma  System  or  lAF-EDD  Revised  Proposal 
Adcock's  Systems  LLC  -  Credit  Card  Receipt 
Conference  table  quotes 
COI  for  lAF  Glass  Door 

National  Business  Furniture  Quote  B  QM432280 

lAF  EDD  Proposal  for  Glass  Wall  Office 

lAF  Office  Glass  Wall  System 
lAF  Glass  Door  Quote 
Subject:  Re:  Quote  request 
Subject:  Quote  request 
Subject:  Quote  request 
Subject:  Quote  request 
Quote  Request 
10  PM  Re:  Project  Follow  Up 

Fwd:  President's  Office  Construction  and  Invoices 
Fwd:  President's  Office  Construction  and  Invoices 
Inter-American  Foundation  -  Office  Glass  Wall  Proposal 
Inter-American  Foundation  -  Glass  Wall  Project  -  Invoice 
12  PM  lAF  Project  -  RFI  01 

RE:  lAF  Office  Glass  Wall  System 
31  PM  RE:  lAF  Office  Glass  Wall  System 
RE:  lAF  Office  Glass  Wall  System 


Attachment  Name 
CCGRFI  02 -Pocket  Door 

08050-01  Doors;  08050-04  Schedule  for  Finish  Hardwar2.15.12;  08050-05-01  Schedule  for  Doors  and  Frames2.15.12 
IAF_Ntl  Place  12th;  Flr_proposal_11.28.17  R2 
2062570  Credit  Card  Receipt 
Tune  Square  (1)  quote 

National-Place-Lease_Capital-Con5truction_17-18-Master_10-3-2017_1145081983 

QM'133280 

IAF_Ntl  Place  12th;  Flr_proposal_10.31.17 

08400-03-01  Modernus  Glass  Shop  Drawings  Revised  2  10  12 

CCG  lAF  Proposal  03.pdf 

2016  -  Sample  COI  -  Service  and  Structural  -  National  Place  Offices.pdf 

Reveal_A&D_6-12_lo.pdf 

lAF  Layout  Location.pdf;  Office  Ceiling  Plans.pdf 

lnteriorWaliSystems_2-13Jo.pdf;  DORMA  lnterior_Prive  System.pdf;  lAF  floor  plan.pdf 
Davis  options.pdf 

Building  Rules  and  Rogulations.pdf 

lnter-American_17053Jnter-American_  Approved  _01-23-2018.pdf 
Inter  American  R;_17053_lnter'Amorkan-Fo-2017366_01'26'2018.pdf 

ManualSlidingDoorHardware_6-21-17.pdf;  CCG  -  lAF  Proposal  02.pdf 
710233-1  PAYAPP.PDF 

CCG  RFI  01  -  EDD  Response  12.15.17  with  sketches.pdf 

E001  ELECTRICAL  COVER  SHEET  AND  PLAN-30x42.pdf;  M001  MECHANICAL  COVER  SHEET  AND  PLAN.pdf 
lAF  Pricing  Set12-06-17.pdf 
lAF  Slider  Handle.pdf 


IAF-18-0224-A-000011 


Kara  Rogers  <krogers@iaf.gov> 


7102-33  -  lAF  Project  -  Levolor  Blinds 

21  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jan  30,  2018  at  3:23  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Good  afternoon  Shayla, 


Levolor  representative  reach  out  confirming  a  supplier  around  my  area. 


Please  see  the  attached  documents.  Also,  how  will  the  payment  to  CCG  be  made? 


Note:  CCG  account  gets  charged  interest  (.06024)  every  day.  Please  include  this  interest  when  you  send  us  a  check. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  oriL y  jiroruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


Scanned  from  a  Xerox  Multifunction  Device.pdf 

^  204K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  30,  2018  at  3:28  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 


Jonathan, 


IAF-18-0224-A-000012 


CCG  is  paid  through  the  IPP  payment  system  we  do  not  use  checks.  This  was  how  the  first  invoice  was  paid  and  how  all 
payments  will  be  made.  I'm  not  sure  how  or  what  interest  you're  being  charged.  But  as  for  payment  we  pay  the  among  on 
the  invoice  that  is  provided  to  us  through  IPP. 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Jan  31 ,  201 8  at  9:54  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


After  reviewing  the  IIP  Collector  site  I  notice  that  PO  #IAF-20343118P00001  has  not  been  revised.  CCG  invoices  show 
the  revised  cost. 


Also,  regarding  the  purchase  made  yesterday  please  update  IPP  showing  the  additional  cost  for  the  blinds.  In  the 
previous  email  I  attached  Home  depot  order  receipt.  CCG  gets  charged  interest  when  purchased  with  company  home 
depot  card. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  January  30,  2018  3:28  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


[Quoted  text  hidden] 


IAF-18-0224-A-000013 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
Cc:  Kara  Rogers  <krogers@iaf.gov> 


Wed,  Jan  31 ,  201 8  at  9:58  AM 


Hi  Kara,  do  we  contact  the  co  do  update  the  contract  cost  or  is  this  something  they  need  to  do? 

And  even  if  they  update  it,  do  we  receive  the  updated  invoice  right  away  or  does  it  take  some  time  to  get  through  the 
system? 


Thanks, 

Shayla 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Wed,  Jan  31, 2018  at  11:30  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

If  you're  adding  funds  to  the  PO  that  needs  to  be  a  RFM  in  PRISM.  Is  the  price  increasing  due  to  the  home  depot 
expense? 

Once  the  modification  is  done,  then  the  contractor  can  submit  an  invoice  in  IPP. 

Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31, 2018  at  11:41  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Okay  well  I  don't  have  access  to  any  of  that.  It  shouldn't  be  but  I  will  need  to  heck.  They  submitted  something  in  prism,  I 
saw  from  an  email.  I  guess  if  that  is  approved  then  they  should  be  able  to  use  that  money.  Not  sure  what  he  means  about 
the  p.o.  has  not  been  revised. 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31 , 201 8  at  1 1 :50  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Reginald  Herndon  (COG)"  <rherndon@ccg-wdc.com> 

Jonathan,  was  this  amount  included  in  the  invoice  that  was  submitted  on  Jan  30  for  $15k? 


[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Wed,  Jan  31 , 201 8  at  1 1 :50  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Where's  the  file  with  the  contract?  I'll  take  a  look  and  see  if  this  increase  is  allowable. 


©Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

IAF-18-0224-A-000014 

[Quoted  text  hidden] 


IS/0J 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31, 2018  at  12:02  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Kara  Rogers  <krogers@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 

Jonathan,  can  you  forward  me  the  most  recent  proposal  with  itimized  costs.  Thanks 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31, 2018  at  12:04  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov> 

Not  sure  if  you  can  resend  the  invoice  with  that  amount  added  or  not.  Or  submit  another  invoice  with  that  charge. 

I'm  Not  in  the  office  therefore  I  don't  have  access  to  everything.  Also  please  copy  Kara  on  all  emails. 

On  Jan  31,  2018  7:02  PM,  "Jonathan  Perez"  <jperez@ccg-wdc.com>  wrote: 

Shayla  -  Invoice  #3  did  not  have  the  blind  charge.  I  can  add  in  the  next  invoice  as  CO  #1 .  Please  advise 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  oi^L y  j^roruise. . .  We  deliver  I 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  January  31 , 201 8  1 1 :51  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31, 2018  at  12:09  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Kara,  I  can  give  you  a  call  tomorrow  about  this  if  that  will  help  any.  Just  let  me  know  when  yt34jfreii8i-t)^4fflse600015 


On  Jan  31,  2018  6:31  PM,  "Kara  Rogers"  <krogers@iaf.gov>  wrote: 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Wed,  Jan  31, 2018  at  12:11  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Cool!  It's  a  firm  fixed  price  contract  which  means  we  cannot  Increase  the  contract  value.  Any  unforeseen  costs  such  as 
the  home  depot  should  be  covered  by  the  contractor. 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Jan  31, 2018  at  12:11  PM 

To:  Shayla  Summerhill  <ssummerhlll@laf.gov> 

Cc:  Kara  Rogers  <krogers@laf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 


Shayla  -  I  attached  the  revised  cost  R05  and  AIA  Invoice  #3. 


IPP:  PC  #IAF-20343118P00001  still  shows  proposal  revision  R04. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhlll@laf.gov] 
Sent:  Wednesday,  January  31 , 2018  12:03  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


IAF-18-0224-A-000016 


Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 

[Quoted  text  hidden] 


2  attachments 

CCG  -  lAF  Revised  Price  R05.pdf 

145K 

AIA  Invoice  No.3  G702-G703.pdf 

^  551K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31, 2018  at  12:15  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Ok,  thanks.  And  I  'll  call  in  the  am  to  discuss  more 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Wed,  Jan  31, 2018  at  12:31  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 

Hi  Jonathan, 

I'm  chiming  in  here  in  Shayla's  absence,  I  reviewed  the  contract  and  this  is  a  Firm-Fixed-Price  contract  in  the  amount  of 
$44,345.00.  A  Firm-Fixed-Price  contract  provides  a  price  that  is  not  subject  to  any  adjustment  on  the  basis  of  the 
contractor's  cost  experience  in  performing  the  contract. 

Please  adjust  the  budget  to  reflect  the  signed  contract  amount  of  $44,345.00.  The  contract  has  been  billed  against  for  a 
total  of  $20,811 .00  as  of  today. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Q 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Jan  31, 2018  at  12:41  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 


Kara  -  please  give  me  until  tomorrow  to  send  you  additional  cost  from  the  contract  price  and  speak  with  my  accountant. 


Thank  you, 

Jonathan  Perez 

IAF-18-0224-A-000017 


Assistant  Project  Manager 


Our  oia,L y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


□  0 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Wednesday,  January  31 , 2018  12:32  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Feb  2,  2018  at  2:47  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com> 


Good  afternoon  Kara, 


Please  review  the  attached  documents. 

1 .  CCG  -  lAF  Proposal  -  R4.pdf 

2.  CCG  -  lAF  Revised  Price  R05.pdf 

3.  lAF  01  Compensable  Delay  02  02  2018.pdf 


CCG  proposal  R4  was  used  to  create  the  contract.  Contract  order  number  #203431 18P00001  was  signed  by  CCG 
General  Manager  Reginald  Herndon  on  October  17,  2017  and  by  Contracting  Officer  Brandon  D.  Burnworth  October  18, 
2017.  In  November  Shayla  mention  that  an  architect  will  get  involved  with  this  project  and  provided  plans  as  requested  by 
building  owner.  CCG  revised  proposal  R4  and  re-submitted  cost  change  R5  to  Shayla  according  to  plans  dated 
12/06/2017.  Please  see  the  attached  file  (CCG  -  lAF  Revised  Price  R05). 


Please  review  both  files:  R4  price  and  new  cost  (R05)  according  to  the  drawings  from  EDD  Architect  &  bluemoon 
Engineering. 

1.  Division  8  increased  in  file  R05. 

2.  Division  1 3:  Fire  alarm  cost  deleted  in  file  R4.  They  building  had  a  prefer  fire  alarm  company  to  perform  the  work. 

3.  Division  15:  Sprinkler  work  removed  in  R05. 

IAF-18-0224-A-000018 

•  HVAC  work  cost  added  in  file  R05.  New  plans  as  to  perform  ductwork  and  test  and  balance  the  new  space. 


4.  Division  16:  Price  increased  in  file  R05.  Additional  electrical  work  was  added  on  the  plans  dated  12/06/2017. 


Also,  please  see  the  attached  document  letter  for  Project  time  extension. 


If  you  have  questions  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


□  0 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Wednesday,  January  31 , 2018  12:32  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


3  attachments 

CCG  -  lAF  Proposal  -  R4.pdf 

^  728K 

CCG  -  lAF  Revised  Price  R05.pdf 

^  145K 

lAF  01  Compensable  Delay  02  02  2018.pdf 

^  229K 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  2,  2018  at  3:00  PM 

To:  "Jacob  W.  Jackson"  <Jacob. Jackson@fiscal.treasury.gov> 

Hi  Jacob, 


IAF-18-0224-A-000019 


I  need  advice  here  with  this  vendor.  They  are  trying  to  add  money  to  a  FPP  contract.  The  additional  work  he  outlines 
below  was  not  done  through  him  and  was  handled  through  a  PCard  purchase. 

I'm  available  to  chat  as  well  if  talking  this  out  is  easier.  They  are  planning,  I  hope,  to  be  here  as  promised  on  Monday  but 
now  have  requested  an  extension. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message  - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Fri,  Feb  2,  2018  at  2:47  PM 

Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 

[Quoted  text  hidden] 


3  attachments 

CCG  -  lAF  Proposal  -  R4.pdf 

728K 

CCG  -  lAF  Revised  Price  R05.pdf 

145K 

lAF  01  Compensable  Delay  02  02  2018.pdf 

229K 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  2,  2018  at  4:14  PM 

To:  "Jacob  W.  Jackson"  <Jacob. Jackson@fiscal.treasury.gov> 

FYI 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Mar  12,  2018  at  10:51  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

FYI,  this  is  all  I  have  regarding  the  blinds. 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000020 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


- —  Forwarded  message  ■ 
From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Tue,  Jan  30,  2018  at  3:23  PM 
Subject:  7102-33  -  lAF  Project  -  Levolor  Blinds 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

[Quoted  text  hidden] 


Scanned  from  a  Xerox  Multifunction  Device.pdf 

204K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  10:53  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Okay,  thanks. 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000021 


Kara  Rogers  <krogers@iaf.gov> 


7102-33  lAF  -#203431 18P00001 

1  message 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Feb  6,  2018  at  10:54  AM 

To:  robert.randolph@fiscal.treasury.gov 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg- 
wdc.com> 


Good  morning, 


Per  our  conversation  this  morning,  please  see  the  requested  email. 


If  you  have  any  questions  please  call  me  or  email  me.  I’ll  be  available  to  speak  after  1  P.M.  today. 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  oriL y  jiroruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


□  0 


- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  '"Shayla  Summerhill'"  <ssummerhill@iaf.gov> 

Cc: 

Bcc: 

Date:  Fri,  15  Dec  201 7  14:06:12-0500 

Subject:  RE:  lAF  Project  -  RFI  01  -  Revised  Price  R05 

Shayla, 


No  it  does  not.  The  amount  you  already  paid  will  show  in  our  next  invoice. 


IAF-18-0224-A-000022 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  December  15,  2017  1:29  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01  -  Revised  Price  R05 


Also,  The  total  amount  listed  on  the  summary  does  that  exclude  the  amount  we  have  already  paid? 


On  Fri,  Dec  15,  2017  at  1 :24  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thanks  Jonathan. 

Yes,  I  spoke  with  them  and  they  have  your  contact  number.  They  have  not  yet  assigned  someone  for  this  work.  But  I 
asked  that  they  get  in  contact  with  you  for  scheduling. 

-Shayla 

On  Fri,  Dec  15,  2017  at  1:12  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla  &  Kara, 


We  will  be  onsite  Monday  morning  at  9:00  A.M. 


IAF-18-0224-A-000023 


Regarding  the  revised  the  price,  please  the  attached  file.  We  haven’t  heard  from  FR  International  regarding  the 
handle.  I  added  an  allowance  for  the  handle  hardware  in  the  revised  price. 


Regarding  your  question  below,  the  supplier  has  a  standard  2  weeks  lead  time.  Once  the  order  is  placed  they 
provide  us  with  an  exact  date.  Our  goal  for  mobilization  next  week  is  place  an  order  in  the  beginning  of  week  and 
start  on  mechanical  and  lighting  work.  Did  you  speak  with  the  fire  alarm  company? 


Have  a  wonderful  weekend. 


Jonathan  Perez 


Assistant  Project  Manager 


Our  ot^Ly  ■proruLse. . .  We  eteLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


mm 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  December  15,  2017  9:44  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01 


Good  morning  Jonathan, 


Were  we  supposed  to  meet  yesterday?  Or  did  you  mean  next  Thursday?  Also  any  news  on  the  updated  proposal 
plan  and  amounts? 


Thanks, 

Shayla 


On  Tue,  Dec  12,  2017  at  4:52  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Hi  Jonathan, 


IAF-18-0224-A-000024 


Tomorrow  is  fine  and  I  am  available  on  Thursday  between  those  times.  As  for  the  door  frame  and  glass  would 
that  be  two  weeks  each  or  two  weeks  total  and  they  come  in  at  the  same  time? 


Also,  I  am  adding  another  POC  my  colleague  Kara  Rogers,  her  direct  number  is  202.683.7182  and  her  email  is 
krogers@iaf.gov.  As  I  will  be  out  on  leave  starting  Thursday,  December,  21-  January  1 .  She  will  be  available  to  let 
you  all  in  the  office  space  starting  around  7:30am.  However,  I  will  still  be  available  by  email  if  there  are  any  issues 
or  questions. 


-Shayla 


On  Tue,  Dec  12,  2017  at  4:12  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla  &  Lisa, 


I  know  I  mention  early  today  that  I  would  send  you  a  revised  price,  but  I  need  until  tomorrow.  I  have  several 
question  I  need  answer  before  submitting  a  revised  price. 


Dorma  frame  have  a  2  week  guarantee  lead  time.  Are  you  available  Thursday  afternoon  between  1  P.M.  and  3 
P.M.?  Glass  company  and  I  will  be  onsite  to  get  an  accurate  measurement  and  order  the  Dorma  equipment. 

Dorma  Glass  have  also  a  2  week  lead 


Please  allow  us  with  a  clear  access  to  get  an  accurate  measurement. 


Please  call  me  if  you  have  any  questions. 


Lisa:  Please  see  the  attached  RFI  file. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  oi^Ly  -proruise. . .  We  deLiverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000025 


Kara  Rogers  <krogers@iaf.gov> 


7102-33  lAF  -  Stencil  Approval 

11  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Mar  6,  2018  at  3:22  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Robert  L.  Randolph  IN"  <Robert. Randolph@flscal.treasury.gov> 


Good  afternoon  Shayla, 


Good  to  hear  from  you  this  afternoon.  Please  see  the  attached  stencil  artwork.  If  you  approve  please  sign  and  return  the 
document  to  me. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


□  0 


lntAmerFoun218.jpg 

66K 


Shayla  Summerhill  <ssummerhlll@laf.gov>  Mon,  Mar  12,  2018  at  10:02  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Kara  Rogers  <krogers@laf.gov>,  "Robert  L.  Randolph  IN" 
<Robert.Randolph@flscal.treasury.gov> 

Jonathan, 

Were  you  not  coming  up  with  the  glass  crew  today?  I  wanted  to  confirm  who  Is  coming  to  replace  the  base  boards  and 
when  that  will  done. 

-Shayla 


On  Fri,  Mar  9,  2018  at  2:04  PM,  Shayla  Summerhill  <ssummerhlll@laf.gov>  wrote: 


IAF-18-0224-A-000026 


Was  there  a  reason  both  pieces  were  not  brought  at  the  same  time?  Or  why  all  of  the  materials  were  not  brought  that 
one  day  instead  of  breaking  it  up  into  several  days? 

On  Fri,  Mar  9,  2018  at  2:03  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

I  spoke  with  the  management  office  and  that  is  something  that  they  are  not  supposed  to  do,  so  the  guy  just  did  us  a 
favor  that  time.  That  is  not  a  guarantee  for  Monday  so  other  arrangements  will  need  to  be  made  in  case  he  is  not 
here  that  day. 

that  office  closes  at  4:30pm. 

On  Fri,  Mar  9,  2018  at  1:57  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Shayla  -  The  management  crew  said  they  need  an  advance  notice  to  remove  the  tile  in  the  freight  elevator  to 
transport  the  metal  cover. 


I  spoke  with  the  crew  and  they  recommend  not  cutting  the  piece.  Do  you  have  a  direct  number  to  the  management 
office? 


Also,  what  time  do  they  close  the  office? 


Thank  you, 

Jonathan  Perez 

Project  Manager 


Our  oi^L y  promise. . .  We  deLuverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


[^twitter_logo_resized 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Sent:  Friday,  March  09,  2018  1:42  PM 


To:  Jonathan  Perez  <jperez@ccg-wdc.com> 
Subject:  Re:  7102-33  lAF  -  Stencil  Approval 


No,  what  was  I  supposed  to  speak  with  them  about? 


IAF-18-0224-A-000027 


On  Fri,  Mar  9,  2018  at  1:35  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla, 

I  appreciate  you  meeting  with  Mr.  Armstrong. 

Did  you  get  a  chance  to  speak  with  the  building  engineer  or  building  management? 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oriLy  ■proruLse. . .  We  eteLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


□  la 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Sent:  Friday,  March  09,  2018  1:32  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 
Subject:  Re:  7102-33  lAF  -  Stencil  Approval 


Jonathan, 


I  have  reviewed  the  stencil  drawing  with  Mr.  Armstrong  and  signed  the  approval. 


Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000028 


01331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  10:05  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Kara  Rogers  <krogers@iaf.gov>,  "Robert  L.  Randolph  IN" 
<Robert.Randolph@fiscal.treasury.gov> 

Jonathan-  also  when  are  the  new  blinds  being  installed? 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Mon,  Mar  12,  2018  at  10:14  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov>,  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


I’m  in  building  near  a  network  connection. 


IAF-18-0224-A-000029 


Baseboard:  I  will  be  providing  schedule  soon. 


Blinds:  I’ve  purchase  the  blinds  already  and  are  in  my  office.  I  will  bring  this  materials  when  my  crew  is  installing  the 
baseboard.  In  our  Assumptions  and  Clarifications,  we  excluded  purchasing  and  installing  the  blinds. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Monday,  March  12,  2018  10:03  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>;  Kara  Rogers  <krogers@iaf.gov>;  Robert  L.  Randolph  III 
<Robert.  Randolph@fiscal.treasury.gov> 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  10:33  AM 

Cc:  Kara  Rogers  <krogers@iaf.gov> 

Kara, 

Looking  through  the  emails  and  documents  but  I  guess  I'm  overlooking  where  it  mentions  changes  in  the 
purchasing/installing  the  blinds.  Do  you  remember  what  email/attachment  that  is  in? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  11:04  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov>,  Kara  Rogers  <krogers(^M^^g'lc§rQ,2^4gtn9fiPlQ§Ridon 
<rherndon@ccg-wdc.com> 


Please  forward  me  the  email/document  regarding  the  purchasing/installation  of  the  blinds  for  my  records. 

Also,  please  confirm  today  when  the  baseboards  will  be  installed.  I  was  under  the  impression  that  all  of  that  work  was 
getting  done  today. 

-Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Mar  13,  2018  at  9:51  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov>,  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


Per  your  request,  please  see  the  attached  document.  Page  4  note  #14. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oriL y  jiroruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Monday,  March  12,  2018  11:04  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon 
<rherndon@ccg-wdc.com> 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


IAF-18-0224-A-000031 


^  CCG  -  lAF  Revised  Price  R05.pdf 

145K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Mar  14,  2018  at  7:34  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  "Robert  L.  Randolph  IN"  <Robert.Randolph@flscal.treasury.gov>,  Kara  Rogers  <krogers@laf.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 

Good  morning  Johnathan, 

Any  updates  on  when  you  are  coming  out  to  do  the  baseboards  and  touch  up  paint?  We  are  hoping  to  have  them  done 
before  the  CEO  Is  back  In  the  office  on  Friday. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Mar  14,  2018  at  8:35  AM 

To:  Shayla  Summerhill  <ssummerhlll@laf.gov> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@flscal.treasury.gov>,  Kara  Rogers  <krogers@laf.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


I  have  crew  schedule  to  return  at  8:00  A.M.  Thursday  March  15,  2018. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  <ssummerhlll@laf.gov> 
Sent:  Wednesday,  March  14,  2018  7:34  AM 


[Quoted  text  hidden] 


IAF-18-0224-A-000032 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Mar  14,  2018  at  9:24  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  "Robert  L.  Randolph  IN"  <Robert.Randolph@flscal.treasury.gov>,  Kara  Rogers  <krogers@laf.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 

Great,  thanks  for  letting  me  know.  I  will  see  you  then. 

-Shayla 

[Quoted  text  hidden] 


Jperez@ccg-wdc.com  <jperez@ccg-wdc.com>  Thu,  Mar  1 5,  201 8  at  7:59  AM 

To:  Shayla  Summerhill  <ssummerhlll@laf.gov> 

Co:  Kara  Rogers  <krogers@laf.gov>,  "Robert  L.  Randolph  IN"  <Robert.Randolph@flscal.treasury.gov>,  Reginald  Herndon 
<rherndon@ccg-wdc.com> 

Good  morning  Shayla, 

We  will  be  arriving  around  8:20  A.M. 

Jonathan  Perez 

[Quoted  text  hidden] 


IAF-18-0224-A-000033 


Kara  Rogers  <krogers@iaf.gov> 


203431 18P00001  CCG  Mod  0002  RE:  Fwd:  Operating  Status  Update 

1  message 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Fri,  Mar  23,  2018  at  11:06  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Reginald  Herndon  <rherndon@ccg-wdc.com>,  Kara  Rogers  <krogers@iaf.gov>,  Shayla  Summerhill 
<ssummerhill@iaf.gov> 


Hi  Jonathan! 


Please  find  the  attached  for  your  records. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 

BUREAU  OF  THE 

Fiscal  Service 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Friday,  March  23,  2018  10:17  AM 

To:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 
Cc:  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 

Subject:  RE:  Fwd:  Operating  Status  Update 


Good  morning  Rob, 


Thank  you  for  answering  my  question.  Please  see  the  attached  document. 


Have  a  great  weekend, 
Jonathan  Perez 


Project  Manager 


IAF-18-0224-A-000034 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


From:  Robert  L.  Randolph  III  <Robert. Randolph@flscal.treasury.gov> 
Sent:  Thursday,  March  22,  2018  4:20  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 

Subject:  RE:  Fwd:  Operating  Status  Update 


HI  Jonathan! 


Great  question.  Are  you  referring  to  CLIN  0002  that  address  the  one-time  Request  for  Equitable  Adjustment  (REA)?  If  so. 
It’s  not  like  It  Is  gone.  I  had  to  adjust  CLIN  0001  because  It  had  the  period  of  performance  associated  with  It  In  the  contract 
writing  system. 


Overall  the  period  of  performance  was  adjusted  which  covers  both  CLINs.  No  funds  or  CLINs  were  removed. 


I’ve  Included  CLIN  0002  as  I  get  the  notion  you  feel  strongly  about  Its  Inclusion  on  the  SF30.  Please  see  the  attached. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 


BUREAU  OF  THE 


t  S  1  1  Ml  .N  I  <>l  nil  IRl  .\St'R’> 


IAF-18-0224-A-000035 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Thursday,  March  22,  2018  3:54  PM 

To:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 
Cc:  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 

Subject:  RE:  Fwd:  Operating  Status  Update 


Good  afternoon  Robert, 


Reviewing  mod  #2  document  and  notice  it’s  missing  item  No.  (A)  0002.  Should  this  information  be  included  in  the  mod  #2 
(P00002)  document? 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


From:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 

Sent:  Thursday,  March  22,  2018  12:55  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com>;  'Shayla  Summerhill' 
<ssummerhill@iaf.gov> 

Subject:  RE:  Fwd:  Operating  Status  Update 


Hi  Jonathan! 


Hope  all  is  well.  Please  see  the  attached  modification  to  add  time  for  the  door  and  hardware  install.  The  April  30**^  date 
allows  for  contingency  and  scheduling  around  the  President’s  calendar,  but  we  look  forward  to  wrapping  this  up  as  soon 
as  possible.  Additionally,  this  allows  lAF  time  to  inspect  and  CCG  to  provide  a  final  invoice  if  all  is  well. 


IAF-18-0224-A-000036 


I  also  want  to  inquire  about  the  status  of  the  stencil  and  CCG’s  oversight  of  seeing  this  task  accomplished.  It  is  my 
understanding  this  is  not  finalized  yet.  Please  let  me  know  what  CCG’s  involvement  is  at  this  point  and  plans  to  finish  the 
stencil. 


Please  let  me  know  if  there  are  any  questions  or  concerns  on  the  above. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 


BUREAU  OF  THE 


Fiscal  Service 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Tuesday,  March  20,  2018  12:59  PM 
To:  'Shayla  Summerhill'  <ssummerhill@iaf.gov> 

Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald 
Flerndon'  <rherndon@ccg-wdc.com> 

Subject:  RE:  Fwd:  Operating  Status  Update 


Good  afternoon  Shayla, 


Flope  all  is  well. 


I  just  got  off  the  phone  with  both  supplier  companies,  hangers  will  be  arriving  Monday  April  2,  201 5  and  special  door  order 
the  last  week  of  April.  The  door  company  is  trying  to  expedite  the  shipment  and  will  confirm  new  arrival  date  April  13, 

2018. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


IAF-18-0224-A-000037 


Cell:  202.407.3692 


i  I- 


Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


□  0 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Tuesday,  March  20,  2018  9:08  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Kara  Rogers  <krogers@iaf.gov> 
Subject:  Re:  Fwd:  Operating  Status  Update 


Good  morning  Jonathan, 


Please  provide  an  update  on  the  shipping  status  of  the  door  hangers.  As  the  CEO  will  be  out  of  the  office  starting  next 
Tuesday,  March  27th  we  are  hoping  the  work  can  be  completed  during  that  time  to  minimize  any  more  disruption  of  her 
space. 


Thanks, 

Shayla 

On  Thu,  Mar  8,  2018  at  11:02  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Jonathan, 

Thanks  for  confirming  that  the  crew  will  be  in  the  office  on  Monday,  March  12th  at  8am  to  complete  the  glass  wall 
installation. 

I  will  see  you  and  the  stencil  company  tomorrow  afternoon  to  review  the  work  and  approve  the  design  and  location. 

-Shayla 

On  Thu,  Mar  8,  2018  at  8:59  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Jonathan, 

Are  we  confirmed  to  resume  work  on  Monday,  March  12th?  And  is  there  any  clarificati(p^jP_r:jg]^^^_^[(g^0^gut  the 
stencil  work? 


Thanks, 

Shayla 


On  Wed,  Mar  7,  2018  at  11:26  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

I  have  reviewed  the  stencil  sample  and  want  to  confirm  that  the  stencil  is  in  the  frosted  sparkle  for  the  logo  and 
the  strip  for  both  the  CEO  office  space  and  the  conference  room.  Not  sure  if  the  etchmark  vinyl  is  different  from 
the  frosted  sparkle  as  they  should  be  the  same  material. 


Thanks, 

Shayla 


On  Wed,  Mar  7,  2018  at  11:13  AM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Good  morning  Shayla, 

Did  you  get  a  chance  to  approve  the  stencil  sample  sent  yesterday? 

Sealant  smell:  There’s  only  a  small  section  that  needs  sealant.  Sealant  will  be  applied  before  9:00  A.M.  Please 
relocate  the  assistant  for  couple  of  hours  after  the  sealant  is  applied. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oiA,Ly  -proruLse. . .  we  eteLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


IAF-18-0224-A-000039 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  March  07,  2018  10:37  AM 


To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Kara  Rogers  <krogers@iaf.gov> 
Subject:  Re:  Fwd:  Operating  Status  Update 


Jonathan  we  would  like  to  schedule  the  work  to  be  completed  on  Monday,  March  12th  at  Sam.  I  was  also 
informed  that  the  smell  from  the  sealant  was  a  problem  for  that  side  of  the  office.  Is  there  something  that  can 
be  done  to  minimize  or  help  the  ventilation? 


-Shayla 


On  Tue,  Mar  6,  2018  at  4:03  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Shayla  -  New  hangers  has  a  lead  time  of  3-4  weeks  from  today.  Once  I  receive  the  tracking  number.  I’ll 
update  everybody. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oiA,Ly  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin=http://www. ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  March  06,  2018  3:56  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Kara  Rogers  <krogers@iaf.gov> 


Subject:  Re:  Fwd:  Operating  Status  Update 


Jonathan-  we  are  still  waiting  to  hear  back  from  the  assistant  and  will  confirm  i|fAlFfigi^i^)^i^Ki®(0i(^^ 
another  date. 


So  the  materials  for  the  wooden  pocket  door  will  not  be  shipped  until  March  26th  or  we  should  we  receive  it 
by  March  26th?  We  were  under  the  impression  that  everything  to  repair  the  wooden  door  was  already 
ordered  as  the  issues  regarding  the  door  were  known  several  weeks  ago.  It  is  also  my  understanding  that 
all  work  must  be  completed  by  March  31st. 


-Shayla 


On  Tue,  Mar  6,  2018  at  3:42  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla, 


Per  our  brief  conversation  this  afternoon,  I  will  confirm  with  you  this  evening  regarding  our  schedule 
Thursday  March  8,  2018.  If  you  have  additional  dates  please  advise.  Final  cleaning  will  be  done  after  we 
finish  the  remaining  glass  wall  system  work. 


Pocket  Door:  We  ordered  the  hangers  today.  It  has  a  3  to  4  week  lead  time.  I  will  check  on  the  shipping 
status  March  26,  2018. 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our oi^Ly  -proM-ise...  We 
deUver! 

3321  12th  Street,  NE  | 
Suite  3 

Washington,  DC  20017- 
4008 

Office:  202.526.3420 
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IAF-18-0224-A-000041 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  March  06,  2018  3:26  PM 
To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com>;  Robert  L.  Randolph  III  <Robert.Randolph@fiscal. 
treasury.gov> 

Subject:  Re:  Fwd:  Operating  Status  Update 


Jonathan, 


As,  I  am  back  in  the  office  I  will  be  working  with  you  to  move  this  project  forward.  Per  our  conversation 
today  the  work  will  need  to  be  rescheduled  as  the  streets  to  the  building  and  the  loading  dock  area  will  be 
closed  for  half  a  day  to  accommodate  a  VIP  visit  to  the  building.  Also,  the  building  staff  will  not  be 
available  to  assist  with  bringing  in  materials. 


Once  we  have  confirmed  a  date  with  the  President's  assistant  to  finish  the  work,  it  is  my  understanding 
that  we  are  completing  all  work  needed  for  the  wooden  pocket  door  and  glass  wall  system  that  day. 
Including:  installing  the  metal  piece  on  the  outside  of  glass  wall,  the  door  handle,  glass  piece  between 
door  and  conference  room,  all  stencil  work  for  the  glass  door,  sealing  in  between  glass  pieces,  and 
adding  the  white  base  board.  As  well  as  any  final  cleaning  of  the  glass  and  office  space. 


Thanks, 

Shayla 

On  Tue,  Mar  6,  2018  at  2:33  PM,  Kara  Rogers  <krogers@iaf.gov>  wrote: 

Hi  Jonathan, 

Tomorrow  is  not  going  to  work  as  the  building  is  closing  the  dock  most  of  the  day  tomorrow. 

I  am  requesting  the  President's  assistant  give  us  options  for  alternative  dates  that  would  work. 

What  did  we  need  from  the  building  engineer? 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


IAF-18-0224-A-000042 


202.683.7182 


QJSQ 


On  Tue,  Mar  6,  2018  at  1:39  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 
Thank  you  Kara. 


Did  you  speak  with  the  building  engineer? 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  oi^L y  j^roruise. . .  We  deliver  I 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 
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From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Tuesday,  March  06,  2018  1 :22  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>;  Robert  L.  Randolph  III  <Robert.Randolph@fiscal. 
treasury.gov> 


Subject:  Re:  Fwd:  Operating  Status  Update 


Hi  Jonathan  -  I'm  confirming  with  the  President's  assistant  if  tomorrow  will  work.  I'll  give  you  an 
answer  by  COB  today. 


Thanks, 

Kara 


IAF-18-0224-A-000043 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


AM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 


Good  morning  Kara, 


Please  confirm  if  Wednesday  March  7,  2018  at  8:00  A.M.  works.  If  not,  please  provide  us  with 
dates  available. 


Also,  we  will  need  onsite  coordination  complete  before  entering  the  building: 


•  Inform  the  loading  dock  security  guard  we  will  need  access  to  unload  materials. 

•  Speak  with  the  building  engineer  to  transport  metal  cover.  Option  1 :  See  if  the  company 
working  on  the  freight  elevator  will  take  our  material  to  the  12^*^  floor.  Option  2:  Can  the 
building  engineer  remove  once  ceiling  tile  in  the  current  temporary  freight  elevator  (back 
left  tile  or  right  tile).  We  will  be  onsite  7:30  A.M.  ready  to  transport  the  material. 

•  We  will  need  access  to  office  space  at  8:00  A.M. 


Thank  you, 
Jonathan  Perez 


Project  Manager 
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From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Sunday,  March  04,  2018  11:37  AM 
To:  jperez@ccg-wdc.com 
Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Subject:  Re:  Fwd:  Operating  Status  Update 


Hi  Jonathan,  -  Please  give  us  a  few  options  to  reschedule  the  crew  this  week  to  finalize  this 
project. 


Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-Amehcan  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


On  Fri,  Mar  2,  2018  at 
6:46  AM,  Kara  Rogers 
<krogers@iaf.gov>  wrote: 

Hi  Jonathan, 


We  will  need  to  reschedule  for  next  week  as  it  is  a  safety  issue  right  now  and  the  predictability 
that  the  power  will  stay  on  at  the  office  building.  Please  confirm  when  we  can  reschedule  the 
crew. 


Thanks, 

Kara 


IAF-18-0224-A-000045 


Kara  Rogers 

Management  Analyst,  Inter-Amehcan  Foundation 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.683.7182 


- - - - ^On  Fri,  Mar  2,  201 8  at 

6:20  AM,  Jperez@ccg-wdc.com  <jperez@ccg-wdc.com>  wrote: 

Good  morning  Kara, 


Yes,  my  crew  will  be  arriving  today  at  1  P.M. 


Please  confirm. 


Jonathan  Perez 
202.407.3692 


On  Mar  2,  2018  4:47  AM,  Kara  Rogers  <krogers@iaf.gov>  wrote: 

Hi  Jonathan,  -  The  Government  is  closed  today  due  to  the  current  weather  situation. 


Would  your  crew  still  be  able  to  arrive  at  the  office  today?  If  so,  I  will  request  permission 
to  go  into  the  office  today  in  order  to  meet  the  Contractors.  Please  confirm. 


Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


IAF-18-0224-A-000046 


Kara  Rogers  <krogers@iaf.gov> 


203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project  -  Levolor 
Blinds 

9  messages 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Fri,  Feb  2,  2018  at  5:27  PM 

To:  ''jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Jacob  W.  Jackson"  <Jacob.Jackson@fiscal.treasury.gov>,  ''rherndon@ccg-wdc.com'' 
<rherndon@ccg-wdc.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Melissa  S.  Forbes" 

<Melissa. Forbes@fiscal.treasury.gov> 


Hi  Jonathan! 


I'm  one  of  the  Contracting  Officer's  here  at  Fiscal  Service.  It  has  come  to  my  attention  this  evening  through  this  email 
and  a  conversation  with  the  ACOR  that  you  plan  to  do  some  work  on  Monday  morning.  The  award  with  Capital 
Construction  for  the  installation  of  a  glass  wall  and  sliding  glass  door  expired  January  31,  2018.  Sounds  like  this  is  not 
finished. 


I'm  going  to  need  you  to  standby  until  I  can  get  a  little  more  information  and  time  to  review  the  situation.  I  plan  to  be 
in  touch  soon.  Until  then  please  let  me  know  if  you  have  any  immediate  concerns. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Fri,  Feb  2,  2018  at  2:47  PM 

Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Herndon  (COG)"  <rherndon@ccg-wdc.com> 

Good  afternoon  Kara, 

IAF-18-0224-A-000047 


Please  review  the  attached  documents. 

1 .  CCG  -  lAF  Proposal  -  R4.pdf 

2.  CCG  -  lAF  Revised  Price  R05.pdf 

3.  lAF  01  Compensable  Delay  02  02  2018.pdf 


CCG  proposal  R4  was  used  to  create  the  contract.  Contract  order  number  #2034311 8P00001  was  signed  by  CCG 
General  Manager  Reginald  Flerndon  on  October  17,  2017  and  by  Contracting  Officer  Brandon  D.  Burnworth  October  18, 
201 7.  In  November  Shayla  mention  that  an  architect  will  get  involved  with  this  project  and  provided  plans  as  requested  by 
building  owner.  CCG  revised  proposal  R4  and  re-submitted  cost  change  R5  to  Shayla  according  to  plans  dated 
12/06/2017.  Please  see  the  attached  file  (CCG  -  lAF  Revised  Price  R05). 


Please  review  both  files:  R4  price  and  new  cost  (R05)  according  to  the  drawings  from  EDD  Architect  &  bluemoon 
Engineering. 

1.  Division  8  increased  in  file  R05. 

2.  Division  1 3:  Fire  alarm  cost  deleted  in  file  R4.  They  building  had  a  prefer  fire  alarm  company  to  perform  the  work. 

3.  Division  15:  Sprinkler  work  removed  in  R05. 

•  FIVAC  work  cost  added  in  file  R05.  New  plans  as  to  perform  ductwork  and  test  and  balance  the  new  space. 

4.  Division  16:  Price  increased  in  file  R05.  Additional  electrical  work  was  added  on  the  plans  dated  12/06/2017. 


Also,  please  see  the  attached  document  letter  for  Project  time  extension. 


If  you  have  questions  call  or  email  me. 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Wednesday,  January  31, 2018  12:32  PM 


IAF-18-0224-A-000048 


To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 


Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Hi  Jonathan, 


I'm  chiming  in  here  in  Shayla's  absence,  I  reviewed  the  contract  and  this  is  a  Firm-Fixed-Price  contract  in  the  amount  of 
$44,345.00.  A  Firm-Fixed-Price  contract  provides  a  price  that  is  not  subject  to  any  adjustment  on  the  basis  of  the 
contractor's  cost  experience  in  performing  the  contract. 


Please  adjust  the  budget  to  reflect  the  signed  contract  amount  of  $44,345.00.  The  contract  has  been  billed  against  for  a 
total  of  $20,811 .00  as  of  today. 


Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


On  Wed,  Jan  31, 2018  at  12:11  PM,  Jonathan 


Shayla  -  I  attached  the  revised  cost  R05  and  AIA  invoice  #3. 


IPP:  PO  #IAF-20343118P00001  still  shows  proposal  revision  R04. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our otA^Lypt'OM.Lse...  We eteLLverl 

3321  12th  Street,  NE  |  Suite  3 


IAF-18-0224-A-000049 


Washington,  DC  20017-4008 
Office:  202.526.3420 

Ceii:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayia  Summerhiil  [maiito:ssummerhill@iaf.gov] 

Sent:  Wednesday,  January  31, 2018  12:03  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginaid  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Subject:  RE:  7102-33  -  iAF  Project  -  Levolor  Blinds 


Jonathan,  can  you  forward  me  the  most  recent  proposal  with  itimized  costs.  Thanks 


On  Jan  31,  2018  4:54  PM,  "Jonathan  Perez"  <jperez@ccg-wdc.com>  wrote: 
Good  morning  Shayia, 


After  reviewing  the  IIP  Collector  site  I  notice  that  PO  #IAF-20343118P00001  has  not  been  revised.  CCG  invoices 
show  the  revised  cost. 


Also,  regarding  the  purchase  made  yesterday  please  update  IPP  showing  the  additional  cost  for  the  blinds.  In  the 
previous  email  I  attached  Home  depot  order  receipt.  CCG  gets  charged  interest  when  purchased  with  company 
home  depot  card. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


CAhlAl 

Co«*tTuction 


Our  oi^Ly  ■prom.is.e. . .  We  eteLiverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


IAF-18-0224-A-000050 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


[^twitter_logo_resized 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  January  30,  2018  3:28  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com> 
Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Jonathan, 


CCG  is  paid  through  the  IPP  payment  system  we  do  not  use  checks.  This  was  how  the  first  invoice  was  paid  and 
how  all  payments  will  be  made.  I'm  not  sure  how  or  what  interest  you're  being  charged.  But  as  for  payment  we  pay 
the  among  on  the  invoice  that  is  provided  to  us  through  IPP. 


Shayla 


On  Jan  30,  2018  10:23  PM,  "Jonathan  Perez"  <jperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla, 

Levolor  representative  reach  out  confirming  a  supplier  around  my  area. 

Please  see  the  attached  documents.  Also,  how  will  the  payment  to  CCG  be  made? 

Note:  CCG  account  gets  charged  interest  (.06024)  every  day.  Please  include  this  interest  when  you  send  us  a 
check. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 

Out'  ottiLy  'pt'pyuLse. . .  We  deLLvet'l 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
I  Office:  202.526.3420 


IAF-18-0224-A-000051 


Fax:  202.526.3421 
http://www.ccg-wdc.com 

^twitter_logo_resized 

^linkedin_logo_resized 


Cell:  202.407.3692 


4  attachments 


~WRD000.jpg 

IK 


CCG  -  lAF  Proposal  -  R4.pdf 

728K 

CCG  -  lAF  Revised  Price  R05.pdf 

145K 

lAF  01  Compensable  Delay  02  02  2018.pdf 

^  229K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Feb  5,  201 8  at  4:38  AM 

Cc:  Kara  Rogers  <krogers@iaf.gov> 

Hey  Kara, 

Is  there  any  update  on  this?  Did  anyone  come  by  last  week  to  fix  the  door? 

Thanks, 

Shayla 


[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov> 


Mon,  Feb  5,  2018  at  5:46  AM 


To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla, 

I'm  going  in  early  this  morning  to  work  on  it  with  BFS.  Hoping  we  get  a  solution  soon! 

They  sorta  fixed  the  door  but  said  they  need  to  talk  to  the  manufacturer  and  will  get  back  to  us.  That's  why  they  want  the 
Feb  28  extension. 

Will  keep  you  posted! 


Thanks, 

Kara 


IAF-18-0224-A-000052 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Feb  5,  2018  at  5:53  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

What,  Feb  28th!  Why  would  they  need  that  amount  of  time  just  for  that  door.  Or  are  they  saying  they  can't  get  the  glass 
wall  done  in  time  either? 

This  is  getting  crazy.  Keep  me  posted,  happy  to  sit  in  on  the  call  with  them  as  well. 

Thanks 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Feb  5,  201 8  at  7:1 3  AM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov>,  "Jacob  W.  Jackson" 

<Jacob.  Jackson@fiscal.treasury.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  Morning! 

Let  me  know  if  we  need  a  conference  call  this  morning  to  work  this  out.  Shayla  is  available  to  call  in  as  well. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Jacob  W.  Jackson  <Jacob.Jackson@fiscal.treasury.gov>  Mon,  Feb  5,  2018  at  7:17  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 


Happy  Monday! 


Missy  is  here  somewhere.  I'm  trying  to  track  her  down  to  get  her  guidance. 


Thank  you. 


Jacob  W.  Jackson,  MBA 


IAF-18-0224-A-000053 


Contract  Specialist 
Contract  Administration  Branch 
Division  of  Procurement  Services 
Bureau  of  the  Fiscal  Service 
Office:  304-480-7844 
jacob.jackson@fiscal.treasury.gov 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Monday,  February  05,  2018  7:13  AM 

To:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Jacob  W.  Jackson  <Jacob.Jackson@fiscal. 
treasury.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Subject:  Re:  20343118P00001CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Good  Morning! 


Let  me  know  if  we  need  a  conference  call  this  morning  to  work  this  out.  Shayla  is  available  to  call  in  as  well. 


Thanks, 

Kara 


[Quoted  text  hidden] 


~WRD000.jpg 

1K 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Tue,  Feb  6,  2018  at  11:54  AM 

To:  ''jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Jacob  W.  Jackson"  <Jacob.Jackson@fiscal.treasury.gov>,  ''rherndon@ccg-wdc.com'' 
<rherndon@ccg-wdc.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Paul  C.  White"  <Paul.White@fiscal.treasury.gov> 


Fli  Jonathan! 


Thanks  for  taking  my  phone  call  this  morning.  I  just  wanted  to  follow  up  and  recap  what  we  discussed. 


•  We  have  intentions  of  descoping  and  deobligating  the  remaining  open  funds  of  $23,534.00  on  the  expired  award. 
I  do  not  have  intentions  of  drafting  a  modification  until  a  new  award  vehicle  is  closer  to  fi5* *fffLzp8i0224-A-OOOO54 


•  Anticipating/planning  a  follow-on  award  for  the  work  not  completed.  BFS  will  follow  the  FAR  in  accomplishing 
this. 

•  It  is  possible  all  this  might  be  delayed  to  the  expiration  of  the  current  Continuing  Resolution  (CR)  and  another 
shut  down,  but  we'll  have  to  wait  and  see. 


Again,  please  let  me  know  if  you  have  any  concerns  or  questions  regarding  the  above. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 


Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


From:  Robert  L.  Randolph  III 

Sent:  Friday,  February  2,  2018  5:28  PM 

To:  'jperez@ccg-wdc.com'  <jperez@ccg-wdc.com> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  Jacob  W.  Jackson  <Jacob.Jackson@fiscal.treasury.gov>;  'rherndon@ccg- 
wdc.com'  <rherndon@ccg-wdc.com>;  Shayla  Summerhill  <ssummerhill@iaf.gov>;  Melissa  S.  Forbes 
<Melissa.  Forbes@fiscal.treasury.gov> 

Subject:  20343 118P00001CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project  -  Levolor  Blinds 

[Quoted  text  hidden] 


image009.jpg 

1K 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Fri,  Feb  16,  201 8  at  4:11  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Jacob  W.  Jackson"  <Jacob.Jackson@fiscal.treasury.gov> 


Fli  Kara! 


IAF-18-0224-A-000055 


Following  up  on  my  voice  message  and  conversation.  CCG  got  a  modification  this  week  from  us  that  was  a  no  cost 
extension.  Jonathan  called  asking  about  the  adjustment  per  his  REV  5.  I  would  have  to  say  at  this  point  we  are  trying 
to  reconcile  what  we  have  to  deal  with  in  terms  of  the  setup  award  and  events  (ambiguous  as  they  are),  such  as  the 
December  discussions  over  changes  and  POP  expiring.  There  are  competing  positions,  such  as  the  FFP  award  vs  the 
proposal  and  all  its  assumptions  listed  below  and  whether  there  where  changes  that  happened  that  were  agreed  to. 


The  changes  appear  to  be  from  the  drawings  from  EDD  Architect  &  bluemoon  Engineering.  FIVAC  and  electrical  work 
are  the  main  up  ticks  in  cost.  The  fire/sprinkler  systems  were  excluded.  Is  this  what  was  put  on  GPC? 

1.  Division  8  increased  in  file  R05. 

2.  Division  13:  Fire  alarm  cost  deleted  in  file  R4.  They  building  had  a  prefer  fire  alarm  company  to  perform  the 


work. 


3.  Division  15:  Sprinkler  work  removed  in  R05. 

•  FIVAC  work  cost  added  in  file  R05.  New  plans  as  to  perform  ductwork  and  test  and  balance  the  new  space. 

4.  Division  16:  Price  increased  in  file  R05.  Additional  electrical  work  was  added  on  the  plans  dated  12/06/2017. 


I've  attached  the  emails  that  surround  the  exchanges  on  the  changes.  Also,  RV4  with  notes  of  what  increased  and 


RV5. 


If  the  changes  and  additional  work  are  accounted  for/approved,  we  can  include  this  in  the  mod.  If  they  are  not 
accounted  for/disapproved,  the  contractor  has  the  option  to  file  a  claim.  The  claim  does  not  mean  the  amount  is 
approved;  however,  it  will  be  reviewed  at  a  higher  level. 


Could  you  send  me  some  pictures?  Possibly  what  we  started  with  before  any  work  began  and  what  it  is  now. 


I  hope  to  work  this  out  without  costing  us  too  much  or  dragging  this  along  too  far. 


AMERICAN 


IAF-18-0224-A-000056 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 


1  TNs  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  B.  2017  and  (2)  Site  Visit  dated  June  18.  2017 
and  (3)  Site  Visit  dated  September  18.  2017.  No  addibonal  material  andAx  equipment  specifications  were 
avaiable  at  the  time  this  estimate  was  developed. 

2  We  exdu  removal  /  abatement  of  any  hazardous  materials. 


3  Our  propctLal  is  based  on  an  overal  3  week  construction  activity  duration  (exdudirtg  material  lead  times, 
weather  impacts,  permit  acquisitions.  3rd  party  activities,  force  ma^re.  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Smdays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assuned  that  the  work  will  be  completed  during  normal  business  hoias  arid  while  the  spaces  beeig 
renovated  are  urxxxxipied. 

*  The  costs  reflected  in  this  proposal  are  valid  through  October  25.  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  arxl/or  our  subcontract  partners. 

S  TNs  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms;  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

^  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

S  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  irKtuded  in  this  budget 
^  Our  proposal  only  includes  the  work  expibcy  listed  herein. 

Architectural 

We  plan  to  instal  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

^  ^  We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  eqiipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  bulking.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

HVAC/PkjmbioQ 

13  CCG  excluded  any  HVAC  equipment  or  rrvaterial  modification. 

If  CCG  included  an  aHowarxre  for  sprinkle  work.  Please  include  some  contirtgency. 

Electrical 

IS  CCG  excluded  any  fire  alarm  drawings  and  submittals.  Rease  irtdurle  some  contingency.| 


Page  1  of  1 


Thank  You, 


Rob  Randolph,  Contracting  Officer 


Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 
Parkersburg,  WV 


AMERICAN 


IAF-18-0224-A-000057 


304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Monday,  February  5,  2018  7:13  AM 

To:  Robert  L  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>;  Jacob  W.  Jackson  <Jacob.Jackson@fiscal. 
treasury.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Subject:  Re:  20343118P00001CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Good  Morning! 


Let  me  know  if  we  need  a  conference  call  this  morning  to  work  this  out.  Shayla  is  available  to  call  in  as  well. 


Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.683.7182 


[Quoted  text  hidden] 


4  attachments 

CCG  -  lAF  Proposal  -  R4.pdf 

731 K 

em  about  changes.pdf 

158K 

Contractor  email  about  changes.pdf 

333K 

CCG  -  lAF  Revised  Price  R05.pdf 

176K 


Kara  Rogers  <krogers@iaf.gov> 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


IAF-iJl^i-Bg0^-0OO8S8  8:20  AM 


Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Jacob  W.  Jackson"  <Jacob.Jackson@fiscal.treasury.gov> 

Hi  Rob, 

I'm  attaching  the  architecture  and  engineering  proposals  from  EDD  and  BlueMoon  that  we  have  paid  for  using  a  GPC. 

In  Division  8,  it  doesn't  include  the  price  of  the  door  hardware  but  the  total  is  a  blanket  $27,846.  Can  we  ask  for  a  more 
itemized  price  sheet  so  we  have  a  better  understanding  of  what  is  actually  being  purchased  at  what  cost?  For  the  door 
hardware,  it  was  assumed  that  since  this  was  a  FFP  that  CCG  would  be  fixing  the  door  completely.  The  underbid  and 
didn't  understand  the  scope  of  work  and  supplies  required.  They  are  now  realizing  that  they  bought  the  wrong  supplies 
and  now  want  us  to  pay  double  for  their  mistake.  It  is  also  confusing  to  me  that  each  line  item  isn't  priced  out. 

Division  15:  All  mechanical  work  has  already  been  paid  for  in  the  attached  proposal. 

Division  16:  I  am  pretty  sure  all  electrical  was  done  by  our  building  management  since  they  are  solely  responsible  for 
changing  our  lights  and  installing  all  electrical. 

I'm  also  concerned  about  the  direct  work  total  lines  where  there  is  an  added  overhead  change  plus  a  fee  of  $3,526.  An 
itemized  price  list  would  be  great  so  we  can  understand  these  charges. 

Attached  are  also  pictures  of  the  office  space  as  of  this  morning.  I  don't  see  any  photos  of  prior  to  work  but  maybe  Shayla 
can  chime  in  if  there  are  photos  available.  We  expect  another  full  day  of  work  from  them  to  put  up  the  actual  glass  wall  to 
enclose  the  office  space. 

Happy  to  discuss  when  you  get  a  moment  to  review. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Q 


[Quoted  text  hidden] 
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Kara  Rogers  <krogers@iaf.gov> 


203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 

1 5  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Feb  21, 2018  at  12:41  PM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Co:  Kara  Rogers  <krogers@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg- 
wdc.com> 


Good  afternoon  Rob, 


Per  your  request  please  see  my  response  below: 


Drawings  dated  December  06,  2017  for  pricing  were  submitted  to  me  by  Shayla  Summerhill. 


•  D1  General  Requirements:  Price  didn’t  change. 

•  D8  Doors  and  Windows:  Per  my  site  visit  conversation  and  proposal  revision  #4,  I  estimated  only  to  build  a 
bulkhead  with  wood  blocking.  Price  increased  when  the  plans  requested  to  build  a  mullion  and  install  Emseal 
product  between  the  mullion  and  glass  window.  Elevations  &  Plan  Details  shown  on  page  A8.1 .  D8  price  increased 
by  $2,346.00  to  cover  materials  and  labor. 

•  D9  Finishes:  included  in  price  D8. 

•  DIO  Specialties:  Price  didn’t  change. 

•  D13  Special  Construction:  I  removed  the  $1 ,061 .00  from  this  divisions  in  Proposal  R5  because  lAF  mention  they 
will  provide  this  service. 

•  D15  Mechanical:  In  proposal  R4  I  added  an  allowance  to  relocate  existing  sprinkle  heads  if  necessary.  In  proposal 
R5  I  removed  the  cost  for  sprinkle  work  and  added  HVAC  work.  The  plans  requested  for  HVAC  work  sheet  M001 . 
Scope  of  work:  furnish  and  install  new  return  grille,  relocated  diffuser,  furnish  and  install  new  S.L  transfer  dims  as 
shown  on  the  mechanical  sheet  and  rebalanced  outside  air.  D15  proposal  R5  $3,537.00. 

•  D16  Electrical:  In  proposal  R4  I  estimated  only  for  labor  to  reposition  2  existing  lights.  A  revision  was  made  after 
we  received  the  plans  with  electrical  sheet  E001 .  The  new  scope  of  work  included  relocating  the  existing  mounted 
occupancy  sensor,  remove  and  relocated  2  existing  2x2  lighting  fixtures,  furnish  and  install  new  Wattsstopper  wall 
mounted  sensing  light  switch,  also,  program  the  device  to  be  set  for  manual  on/  auto  off. 

D16  proposal  R5  $1,377.00. 


At  no  cost  to  lAF  the  electricians  return  to  reprogram  the  sensing  device  to  auto  on/  auto  off  as  requested  by  the  client. 
The  electricians  only  budgeted  for  a  single  day  of  work. 


Pocket  Door:  Per  our  revision  R5  we  completed  our  scope  of  work  to  remove  existing  door  and  install  new  door  with  top 
rail  reinforcement.  The  existing  door  was  a  solid  core  door,  I’m  assuming  they  install  this  door  because  of  sound 
blockage.  Also,  the  existing  door  did  not  have  the  proper  reinforcement  at  the  top  of  the  door.  I  spoke  with  the 
manufacture  this  morning  and  they  mention  a  hollow  core  door  weighs  less  and  does  not  block  sound.  This  door  has  a  6 
week  lead  time  from  the  same  manufacture.  Expecting  more  information  on  cost  and  expediting  the  door  later  today  or 
tomorrow  morning. 


Any  questions  please  call  or  email  me. 


IAF-18-0224-A-000061 


*l’ll  be  available  to  speak  today  before  3  P.M. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


Kara  Rogers  <krogers@iaf.gov>  Wed,  Feb  21,  2018  at  3:58  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hello!  -  So  after  a  few  hours  on  the  phone  with  BFS  and  Capital  Construction,  Jonathan  is  still  adamant  that  lAF  directed 
them  to  add  this  work  to  the  contract.  This  would  make  the  total  contract  at  $49,036.  Almost  $5,000  more  than  the  original 
signed  contract  at  $44,345. 

Rob  and  I  don't  have  a  lot  of  power  here  because  we  don't  know  what  the  conversations  have  been  between  Shayla  and 
Jonathan.  Capital  Construction  are  refusing  to  continue  any  work  until  we  issue  the  modification  with  the  full  $49K. 

How  do  you  want  to  proceed? 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Wed,  Feb  21,  2018  at  4:44  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg- 
wdc.com> 

IAF-18-0224-A-000062 


Hi  Jonathan! 


I  apologize  for  not  getting  your  email  in  time  to  reply  before  3:00pm.  As  soon  as  I  got  your  email  at  3:28pm,  our  IT 
informed  us  of  email  delays. 


I  appreciate  you  following  up  so  quickly.  I  cannot  tell  but  presume  the  cost  of  the  door  CCG  installed  is  lumped  in  with  the 
wall  under  Division  8  in  CCG’s  proposal,  which  states  fix  existing  sliding  door. 


Look  forward  to  hearing  updated  information  about  the  pocket  door. 


Again,  I  provided  written  approval  to  finish  the  glass  wall  which  is  the  major  scope  of  this  award  on  February  13,  2018. 
Thus  the  completion  should  bring  total  invoicing  to  $44,345.00,  which  is  the  obligated  amount  for  the  award.  Reconciling 
CCG’s  declared  changes  (electrical,  HVAC,  and  mullion  and  install  Emseal)  and  the  door  are  the  only  two  concerns  that  I 
am  aware  of  thus  far. 


Hope  we  can  resolve  this  soon  because  CCG  has  a  pending  mod  to  finalize/accept  from  me. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 

BUREAU  OF  THE 

Fiscal  Service 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Wednesday,  February  21, 2018  12:41  PM 

To:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Shayla  Summerhill'  <ssummerhill@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg- 
wdc.com> 

Subject:  203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 


Good  afternoon  Rob, 


Per  your  request  please  see  my  response  below: 


Drawings  dated  December  06,  2017  for  pricing  were  submitted  to  me  by  Shayla  Summerhill. 

IAF-18-0224-A-000063 


•  D1  General  Requirements:  Price  didn’t  change. 

•  D8  Doors  and  Windows:  Per  my  site  visit  conversation  and  proposal  revision  #4,  I  estimated  only  to  build  a 
bulkhead  with  wood  blocking.  Price  increased  when  the  plans  requested  to  build  a  mullion  and  install  Emseal 
product  between  the  mullion  and  glass  window.  Elevations  &  Plan  Details  shown  on  page  A8.1 .  D8  price  increased 
by  $2,346.00  to  cover  materials  and  labor. 

•  D9  Finishes:  included  in  price  D8. 

•  D10  Specialties:  Price  didn’t  change. 

•  D13  Special  Construction:  I  removed  the  $1 ,061 .00  from  this  divisions  in  Proposal  R5  because  lAF  mention  they 
will  provide  this  service. 

•  D15  Mechanical:  In  proposal  R4  I  added  an  allowance  to  relocate  existing  sprinkle  heads  if  necessary.  In  proposal 
R5  I  removed  the  cost  for  sprinkle  work  and  added  FIVAC  work.  The  plans  requested  for  FIVAC  work  sheet  M001 . 
Scope  of  work:  furnish  and  install  new  return  grille,  relocated  diffuser,  furnish  and  install  new  S.L  transfer  dims  as 
shown  on  the  mechanical  sheet  and  rebalanced  outside  air.  D15  proposal  R5  $3,537.00. 

•  D16  Electrical:  In  proposal  R4  I  estimated  only  for  labor  to  reposition  2  existing  lights.  A  revision  was  made  after 
we  received  the  plans  with  electrical  sheet  E001 .  The  new  scope  of  work  included  relocating  the  existing  mounted 
occupancy  sensor,  remove  and  relocated  2  existing  2x2  lighting  fixtures,  furnish  and  install  new  Wattsstopper  wall 
mounted  sensing  light  switch,  also,  program  the  device  to  be  set  for  manual  on/  auto  off. 

D16  proposal  R5  $1,377.00. 


At  no  cost  to  lAF  the  electricians  return  to  reprogram  the  sensing  device  to  auto  on/  auto  off  as  requested  by  the  client. 
The  electricians  only  budgeted  for  a  single  day  of  work. 


Pocket  Door:  Per  our  revision  R5  we  completed  our  scope  of  work  to  remove  existing  door  and  install  new  door  with  top 
rail  reinforcement.  The  existing  door  was  a  solid  core  door.  I’m  assuming  they  install  this  door  because  of  sound 
blockage.  Also,  the  existing  door  did  not  have  the  proper  reinforcement  at  the  top  of  the  door.  I  spoke  with  the 
manufacture  this  morning  and  they  mention  a  hollow  core  door  weighs  less  and  does  not  block  sound.  This  door  has  a  6 
week  lead  time  from  the  same  manufacture.  Expecting  more  information  on  cost  and  expediting  the  door  later  today  or 
tomorrow  morning. 


Any  questions  please  call  or  email  me. 


*l’ll  be  available  to  speak  today  before  3  P.M.* 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  oriL y  ■proM.Lse. . .  we  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


IAF-18-0224-A-000064 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Feb  22,  2018  at  6:00  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Hey  Kara,  it  may  be  easier  to  discuss  by  phone.  It's  a  little  challenging  trying  to  review  everything  on  my  phone.  Maybe 
we  can  do  a  conference  call  on  zoom  sometime  today. 

Shayla 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  22,  2018  at  7:39  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla, 

I'm  focusing  today  on  the  multiple  reports  due  in  the  next  few  weeks  for  NARA  and  USGS. 

Let's  see  what  Jonathan  comes  back  with,  at  this  point  we  need  him  to  continue  working  even  without  the  mod. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Thu,  Feb  22,  2018  at  4:49  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com>,  "Jacob  W.  Jackson" 
<Jacob.Jackson@fiscal.treasury.gov>,  "Melissa  S.  Forbes"  <Melissa. Forbes@fiscal.treasury.gov> 


Hi  Jonathan! 


Per  our  conversation  this  morning.  I’m  following  up  with  an  email  per  your  request.  Since  we  have  spoken  I  did  talk  with 
lAF  and  I  have  included  the  difference  of  REV4  and  REVS.  Please  see  the  attached.  However,  there  appears  to  be  a  $2 
difference. 


I  would  encourage  CCG  to  return  the  bilateral  modification  signed,  if  you  concur,  as  soon  as  possible.  I  appreciate  CCG 
meetings  us  halfway  and  trying  to  resolve  this  as  soon  as  feasible. 


You  also  stated  CCG’s  crew  is  scheduled  to  be  at  lAF  to  wrap  up  the  wall  on  2/26/18,  pending  the  outcome  of  including 
REVS.  I  would  encourage  CCG  to  perform  on  2/26/18,  as  FAR  62.21 2-4(d)  Disputes  states,  the  Contractor  shall  proceed 
diligently  with  performance  of  this  contract,  pending  final  resolution  of  any  dispute  arising  under  the  contract. 


IAF-18-0224-A-000066 


As  for  the  pocket  door,  it  is  my  understanding  the  new  door  installed  by  CCG  is  in  the  opinion  of  CCG  to  be  too  heavy  for 
the  tracking  system  and  will  fail  within  a  year.  CCG  is  willing  to  acquire  a  door  and  hardware  with  a  lighter  model  at  no 
additional  costs.  However,  CCG  is  concerned  with  the  additional  labor  costs  of  the  removal  and  installation  of  the  door. 
Since  this  was  part  of  the  scope  of  work,  which  is  twofold,  the  glass  wall  and  the  door,  I  do  not  believe  it  is  the 
responsibility  of  the  Government  to  compensate  CCG  to  perform  rework  for  a  functioning  pocket  door.  CCG  will  need  to 
get  technical  acceptance  of  the  proposed  door  from  a  COR.  If  there  is  another  option  to  ensure  the  current  door  is 
accommodated;  again,  at  no  cost  to  lAF.  Please  feel  free  to  bring  your  suggestion  to  me. 


Shayla  and  Jonathan, 


As  for  educational  purposes  of  the  current  situation,  both  parties  received  a  copy  of  the  COR  Appointment  Letter,  which 
states  Do’s  and  Don’ts. 


Do:  Notify  the  CO  of  any  change  in  specifications  or  contracting  requirements; 

Do  Not:  Award,  agree  to,  or  sign  any  contract,  delivery  order,  or  task  order,  or  make  any  contractual  agreement, 
commitment,  obligation  or  modification;  Make  any  extraneous  commitments  to  the  contractor,  or  make  changes  to  the 
contract; 


The  COR  does  not  have  authority  to  issue  technical  direction  that: 

o  Constitutes  a  change  of  assignment  or  additional  work  outside  the  specification(s)/work  statement; 
o  Constitutes  a  change  as  defined  in  Changes  clause  (e.g.  52.212-4(c)  &  52.243-1); 
o  Causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for  contract  performance; 
o  Changes  the  terms,  conditions,  or  specifications(s)/work  statement  of  the  contract; 


Also  page  7  of  2034311 8P00001,  the  above  is  reemphasized  under  1052.201-70  CONTRACTING  OFFICER’S 
REPRESENTATIVE  (COR)  APPOINTMENT  AND  AUTHORITY  (APR  2015) 

(a)  The  COR(s)  are  named  on  the  award  form.  Should  a  change  to  the  COR(s)  be  necessary  in  the  future, 
they  will  be  named  on  the  modification  SF-30. 


(b)  Performance  of  work  under  this  contract  is  subject  to  the  technical  direction  of  the  COR 
identified  above,  or  a  representative  designated  in  writing.  The  term  “technical  direction”  includes, 
without  limitation,  direction  to  the  contractor  that  directs  or  redirects  the  labor  effort,  shifts  the  work 
between  work  areas  or  locations,  and/or  fills  in  details  and  otherwise  serves  to  ensure  that  tasks  outlined 
in  the  work  statement  are  accomplished  satisfactorily. 

(c)  Technical  direction  must  be  within  the  scope  of  the  contract  specification(s)/work  statement.  The  COR 

does  not  have  authority  to  Issue  technical  direction  that: 


(1)  Constitutes  a  change  of  assignment  or  additional  work  outside  the  contract 
speclflcatlon(s)/work  statement; 

(2)  Constitutes  a  change  as  defined  In  the  clause  entitled  “Changes”; 

(3)  In  any  manner  causes  an  Increase  or  decrease  In  the  contract  price,  or  the  time  required 
for  contract  performance; 

(4)  Changes 

AMERICAN 

PVERSIGHT 


any  of  the  terms,  conditions,  or  speclflcatlon(s)/wor|^pt^t^tji^^|  ^  j^tj^^^^tract; 


(5)  Interferes  with  the  contractor's  right  to  perform  under  the  terms  and  conditions  of  the  contract; 
or 

(6)  Directs,  supervises  or  otherwise  controls  the  actions  of  the  contractor's  employees. 


(d)  Technical  direction  may  be  oral  or  in  writing.  The  COR  must  confirm  oral  direction  in  writing  within  five 
workdays,  with  a  copy  to  the  Contracting  Officer. 


(e)  The  Contractor  shall  proceed  promptly  with  performance  resulting  from  the  technical 
direction  issued  by  the  COR.  If,  in  the  opinion  of  the  contractor,  any  direction  of  the  COR  or  the 
designated  representative  falls  within  the  limitations  of  (c)  above,  the  contractor  shall 
immediately  notify  the  Contracting  Officer  no  later  than  the  beginning  of  the  next  Government 
work  day. 


(f)  Failure  of  the  Contractor  and  the  Contracting  Officer  to  agree  that  technical  direction  is  within  the  scope 
of  the  contract  shall  be  subject  to  the  terms  of  the  clause  entitled  “Disputes.” 


Finally,  the  contract  type  that  was  entered  into,  firm-fixed-price  (FFP)  as  described  in  FAR  1 6.202-1 ,  provides  for  a  price 
that  is  not  subject  to  any  adjustment  on  the  basis  of  the  contractor’s  cost  experience  in  performing  the  contract.  The 
adjustment  in  this  case  is  based  on  a  request  for  equitable  adjustment  by  CCG  under  the  Changes  authority  as  lAF  is  in 
benefit  of  the  compliance  in  changes  to  meet  building  specifications.  Flenceforth,  no  other  changes  shall  take  place  under 
this  contract  with  regards  to  scope  or  terms  and  conditions  without  a  Contracting  Officer’s  approval. 


I  hope  this  information  helps  everyone  out  to  understand  the  importance  now  and  in  the  future  of  why  all  this  stuff  is  in  a 
Government  contract. 


Attachments:  COR  Letter,  Award,  REVS,  and  Modification  P00001 . 


Please  let  me  know  if  you  have  any  additional  questions  or  concerns. 


Thank  You, 


Rob  Randolph,  Contracting  Officer,  Certified  Federal  Contracts  Manager  (CFCM) 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 

BUREAU  OF  THE 

Fiscal  Service 

I'.S  i>EPAinM!  N  ‘  -iF  THt  I  RFASl'KV 


AMERICAN  _  _ 

PVERSIGHT 


IAF-18-0224-A-000067 


From:  Robert  L.  Randolph  III 

Sent:  Wednesday,  February  21, 2018  4:44  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Shayla  Summerhill'  <ssummerhill@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg- 
wdc.com> 

Subject:  RE:  203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 

[Quoted  text  hidden] 


4  attachments 

COR  memo  -  Shayla  Summerhill  signed.pdf 

1270K 

20343118P00001.pdf 

367K 

CCG  -  lAF  Revised  Price  R05.pdf 

182K 

203431 18P00001  P00001.pdf 

6688K 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  22,  2018  at  5:03  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

FYI,  hoping  they  cooperate  and  are  able  to  finish  the  wall  on  Monday! 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message - 

From:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov> 

Date:  Thu,  Feb  22,  201 8  at  4:49  PM 

Subject:  RE:  2034311 8P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 

[Quoted  text  hidden] 


4  attachments 

COR  memo  -  Shayla  Summerhill  signed.pdf 

1270K 

20343118P00001.pdf 

367K 

CCG  -  lAF  Revised  Price  R05.pdf 

182K 

203431 18P00001  P00001.pdf 

6688K 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  23,  2018  at  2:04  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


Hi  Jonathan, 


IAF-18-0224-A-000068 


From  the  email  below,  it  looks  like  you're  planning  on  continuing  work  on  Monday,  February  26.  Please  confirm  if  you  are 
planning  to  be  in  the  office  on  Monday  so  I  can  notify  the  President  and  the  building  management  today. 

Please  also  confirm  arrival  time  so  I  can  plan  to  be  in  the  office. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Feb  23,  2018  at  4:26  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


Good  afternoon  Kara, 


Yes,  we  plan  on  installing  the  glass  wall  system  Monday  February  26,  2018. 


Time  Schedule: 


7:00  A.M.  -  Unloading  Materials 


8:00  A.M.  -  Need  access  to  the  office  space. 


Please  inform  the  garage  security  guard  that  we  will  arriving  at  7:00  A.M.  to  unload  materials. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


CAhlAl 

Construction 


Our  onL y  promise. . .  We  oleLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


IAF-18-0224-A-000069 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 

Sent:  Friday,  February  23,  2018  2:05  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>;  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov> 
Subject:  Re:  2034311 8P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Feb  23,  2018  at  4:50  PM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Flerndon  <rherndon@ccg-wdc.com>,  "Jacob  W.  Jackson" 
<Jacob.Jackson@fiscal.treasury.gov>,  "Melissa  S.  Forbes"  <Melissa.Forbes@fiscal.treasury.gov>,  Shayla  Summerhill 
<ssummerhill@iaf.gov> 


Good  afternoon  Robert, 


Per  our  conversation  this  afternoon,  I  attached  the  sign  modification  contract.  Also,  I  will  be  providing  lead  time  on  the 
new  door  and  hangers  Monday  COB.  In  case  the  new  door  and  hangers  lead  time  pass  March  31, 2018,  I  will  also  be 
submitting  a  CCG  letter  for  new  completion  date. 


Also,  I  have  the  crew  scheduled  for  the  glass  wall  installation  Monday  February  26,  201 8.  I  haven’t  received  confirmation 
yet  from  Kara  Rogers  for  Monday  installation.  If  I  don’t  hear  back  by  tomorrow  at  noon,  I  will  cancel  the  installation  and 
reschedule  with  Kara  Monday  morning. 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000070 


From:  Robert  L.  Randolph  III  [mailto:Robert.Randolph@fiscal.treasury.gov] 

Sent:  Thursday,  February  22,  2018  4:49  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>;  'Shayla  Summerhill'  <ssummerhill@iaf.gov> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com>;  Jacob  W.  Jackson 
<Jacob.Jackson@fiscal.treasury.gov>;  Melissa  S.  Forbes  <Melissa. Forbes@fiscal.treasury.gov> 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Modification  P00001.pdf 

171K 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  23,  2018  at  5:02  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Hi  Jonathan, 

Thanks  for  confirming!  I’ll  see  you  Monday  morning. 

Have  a  nice  weekend! 

Thanks, 

Kara 

>  On  Feb  23,  2018,  at  4:26  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

> 

> 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Mon,  Feb  26,  2018  at  9:28  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com>,  Shayla  Summerhill 
<ssummerhill@iaf.gov> 


Hi  Jonathan! 


Thanks  for  getting  that  back  to  us.  Please  find  the  attached  modification  for  your  records.  Indeed,  please  let  me  know 
about  the  door  and  lead  time. 


At  this  point  I’m  sure  Kara  or  Shayla  is  ready  to  look  at  a  provided  invoice  in  IPP  to  pay  for  work  completed/accepted.  I 
foresee  the  final  invoice  coming  after  we’ve  wrapped  up  the  door  and  all  work  is  finalized. 


Please  let  me  know  if  there  is  anything  else  I  might  be  able  to  assist  with. 


Thank  You 


IAF-18-0224-A-000071 


Rob  Randolph,  Contracting  Officer 


Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  VW 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


1  s  i  u  !  \i- ;  M  I  N  ;  M  :  1 1 1  !  ri  am  Kt 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Friday,  February  23,  2018  4:50  PM 

To:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald  Flerndon'  <rherndon@ccg-wdc.com>;  Jacob  W.  Jackson 
<Jacob.Jackson@fiscal.treasury.gov>;  Melissa  S.  Forbes  <Melissa.Forbes@fiscal.treasury.gov>;  'Shayla  SummerhlH' 
<ssummerhill@iaf.gov> 

Subject:  RE:  203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 


Good  afternoon  Robert, 


Per  our  conversation  this  afternoon,  I  attached  the  sign  modification  contract.  Also,  I  will  be  providing  lead  time  on  the 
new  door  and  hangers  Monday  COB.  In  case  the  new  door  and  hangers  lead  time  pass  March  31 , 2018,  I  will  also  be 
submitting  a  CCG  letter  for  new  completion  date. 


Also,  I  have  the  crew  scheduled  for  the  glass  wall  installation  Monday  February  26,  201 8.  I  haven’t  received  confirmation 
yet  from  Kara  Rogers  for  Monday  installation.  If  I  don’t  hear  back  by  tomorrow  at  noon,  I  will  cancel  the  installation  and 
reschedule  with  Kara  Monday  morning. 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


[Quoted  text  hidden] 

2034311 8P00001  P00001.pdf 


IAF-18-0224-A-000072 


6869K 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Feb  26,  2018  at  2:33  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Reginald  Herndon  <rherndon@ccg-wdc.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Robert  L.  Randolph  IN" 
<Robert.Randolph@fiscal.treasury.gov> 

Hi  Jonathan, 

I  just  did  a  time  check  with  the  crew  and  they  are  having  difficulty  with  the  glass  wall.  They  confirmed  that  they  will  do 
what  they  can  today  and  will  end  by  4:45pm  today.  They  will  then  come  back  tomorrow  morning  for  at  least  a  half  day  to 
hopefully  complete  the  project. 

Please  confirm  that  the  glass  wall  be  completed  by  tomorrow.  We  are  already  inconveniencing  our  President/CEO  today 
and  now  again  tomorrow  so  hoping  to  minimize  the  disruption  to  her  schedule. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Mon,  Mar  5,  2018  at  2:11  PM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Good  afternoon  Rob, 


Hope  you  had  a  wonderful  weekend. 


Supplier  has  confirmed  that  it’ll  take  3-4  weeks  lead  time  when  ordered.  I  will  place  an  order  tomorrow  on  both  items. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


[^Description:  our ot^Ly 'pnntLse...  we  IAF-18-0224-A-000073 

http://www.carkore.com/clients/signLogo.jpg  cfeLLveri 


3321  12th  Street,  NE  | 
Suite  3 

Washington,  DC  20017- 
4008 

Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

http://www.ccg- 

wdc.com 


From:  Robert  L.  Randolph  III  [mailto:Robert.Randolph@fiscal.treasury.gov] 

Sent:  Monday,  February  26,  2018  9:28  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com>;  'Shayla  Summerhill' 
<ssummerhill@iaf.gov> 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Mon,  Mar  5,  201 8  at  4:08  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Hi  Jonathan! 


Thanks  for  the  follow  up  email.  Hope  it  comes  in  early. 


If  you  and  Kara  can  set  something  on  your  calendar  to  check  in  on  the  status  March  26**^  that  would  be  great.  If  we  are 
still  waiting  on  delivery  then  I’ll  need  to  consider  extending  the  period  of  performance. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 
Parkersburg,  WV 


IAF-18-0224-A-000074 


304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 

I  >»  I 'A  I-  K  t  \  N  ■  * 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Monday,  March  5,  2018  2:12  PM 

To:  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 

Cc:  'Kara  Rogers'  <krogers@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 
Subject:  RE:  203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project 


Good  afternoon  Rob, 


Hope  you  had  a  wonderful  weekend. 


Supplier  has  confirmed  that  it’ll  take  3-4  weeks  lead  time  when  ordered.  I  will  place  an  order  tomorrow  on  both  items. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 

Jonathan  Perez 

Construction  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin= http://www.ccg-wdc.com 


[Quoted  text  hidden] 


IAF-18-0224-A-000075 


Kara  Rogers  <krogers@iaf.gov> 


Action  Required  -  IPP  Invoice  Approval  - 11010004  Inter-America  Foundation 

2  messages 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Tue,  Mar  6,  2018  at  9:35  AM 

To:  krogers@iaf.gov 

ffP  Disburser 


IPP  Invoice  Approval  Notification 


The  following  invoice{s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 

Invoice 

# 

Supplier 

PO# 

Invoice 

Date 

Due  Date 

Amount 

Task 

Assigned 

On 

3R 

CAPITAL 
CONSTRUCTION 
GROUP  LLC 

lAF- 

203431 18P00001 

03/01/2018 

03/31/2018 

15,971.00 

USD 

03/06/2018 

NOTE: 

S  indicates  that  there  is  a  discount  opportunity. 

If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  Disburser  Administrator. 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Tue,  Mar  6,  2018  at  9:45  AM 

To:  krogers@iaf.gov 

ffP  Disburser 


IPP  Invoice  Approval  Notification 

The  following  invoice{s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 


Invoice 

# 


Supplier 


PO# 


Invoice 

Date 


Due  Date  Amount 


Task 

Assigned 

On 


4 


CAPITAL 
CONSTRUCTION 
GROUP  LLC 


lAF- 

203431 18P00001 


03/01/2018  03/31/2018  2,950.00  USD  03/06/2018 


NOTE: 

S  indicates  that  there  is  a  discount  opportunity. 


IAF-18-0224-A-000076 


If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  Disburser  Administrator. 


IAF-18-0224-A-000077 


Kara  Rogers  <krogers@iaf.gov> 


Action  Required  -  IPP  Invoice  Approval  - 11010004  Inter-America  Foundation 

2  messages 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Sat,  Mar  10,  2018  at  9:45  AM 

To:  krogers@iaf.gov 

ffP  Disburser 


IPP  Invoice  Approval  Notification 


The  following  invoice{s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 

Invoice 

# 

Supplier 

PO# 

Invoice 

Date 

Due  Date 

Amount 

Task 

Assigned 

On 

3R 

CAPITAL 
CONSTRUCTION 
GROUP  LLC 

lAF- 

203431 18P00001 

03/01/2018 

03/31/2018 

15,971.00 

USD 

03/06/2018 

4 

CAPITAL 
CONSTRUCTION 
GROUP  LLC 

lAF- 

203431 18P00001 

03/01/2018 

03/31/2018 

2,950.00 

USD 

03/06/2018 

NOTE: 

$  indicates  that  there  is  a  discount  opportunity. 

If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  Disburser  Administrator. 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Mar  12,  2018  at  6:47  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  Morningl  -  l''m  leaving  for  you  to  review  and  approve. 

Thanks, 

Kara 


©Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Q 


[Quoted  text 


hidden] 


IAF-18-0224-A-000078 


Kara  Rogers  <krogers@iaf.gov> 


Action  Required  -  IPP  Invoice  Approval  - 11010004  Inter-America  Foundation 

1  message 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Sun,  Feb  4,  2018  at  2:14  PM 

To:  krogers@iaf.gov 

ffP  Disburser 


IPP  Invoice  Approval  Notification 


The  following  invoice{s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 


Invoice 

# 


Supplier 


PO# 


Invoice 

Date 


Due  Date  Amount 


Task 

Assigned 

On 


03 


CAPITAL 
CONSTRUCTION 
GROUP  LLC 


lAF- 

203431 18P00001 


01/30/2018  03/01/2018 


15,791.00  USD 


02/04/2018 


NOTE: 

S  indicates  that  there  is  a  discount  opportunity. 

If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  Disburser  Administrator. 


IAF-18-0224-A-000079 


Kara  Rogers  <krogers@iaf.gov> 


Capital  Construction  New  Contract 

3  messages 


Kara  Rogers  <krogers@iaf.gov>  Tue,  Feb  6,  2018  at  8:34  AM 

To:  "Paul  C.  White"  <Paul.White@fiscal.treasury.gov>,  "robert.randolph"  <robert.randolph@fiscal.treasury.gov> 

Good  Morning! 

The  Contractor  reached  out  to  me  today  asking  for  an  update.  I  said  that  we  are  working  on  drafting  a  new  contract  for  a 
sole  source.  I  will  submit  the  new  PR  today. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Tue,  Feb  6,  2018  at  8:41  AM 

To:  Kara  Rogers  <krogers@iaf.gov>,  "Paul  C.  White"  <Paul.White@fiscal.treasury.gov> 


I  left  a  voice  message  yesterday.  Never  called  me  back. 


Who's  calling  you  and  do  you  have  their  number? 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 

i  s  I  rPAR  I  MI  N  I  <>l  I  HI  IftlASl  k'y 


IAF-18-0224-A-000080 


Kara  Rogers  <krogers@iaf.gov> 


CEO  wall  next  steps 

2  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  27,  2017  at  1:51  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Hi  Lesley, 

We  received  another  quote  from  CCG  in  the  amount  of  $44,345,  PR  was  submitted  at  $40,000.  This  cost  will  include  work 
for  both  the  glass  wall/door  installation  and  wooden  door  repair,  stencil  work,  re-positioning  the  lights  and  fire  strobe  light. 
After  being  listed  on  FBO  this  was  the  only  proposal  we  received. 

Happy  to  sit  down  with  you  and  Kara  tomorrow  to  discuss  next  steps. 

Thanks, 

Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


CCG  -  lAF  Proposal  -  R4.pdf 

728K 


Lesley  Duncan  <lduncan@iaf.gov>  Thu,  Sep  28,  2017  at  9:25  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Christopher  Wood  <cwood@iaf.gov> 

I'll  approve  your  recommendation;  tho  it  is  beginning  to  rival  the  cost  of  another  USG  wall  (!). 

Chris  -  note  budget  amount  for  FY18. 

Lesley 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


[Quoted  text  hidden] 


IAF-18-0224-A-000081 


Kara  Rogers  <krogers@iaf.gov> 


Construction  contact 

2  messages 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  15,  2018  at  3:31  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla, 

Here  is  the  latest  updated  proposal  from  Capital  Construction.  They  are  telling  us  that  there  was  additional  work  needed 
after  the  fact  for  design  work  and  are  adding  about  $2000  to  the  contract. 

They  also  estimate  $500  more  for  a  new  tracking  system  for  the  pocket  door. 

I'm  not  sure  what  I  should  push  back  on.  My  instinct  is  that  this  is  a  Firm  Fixed  Price  and  they  didn't  bid  this  correctly...  but 
now  that  we  are  modifying  the  contract  they  could  increase  the  price. 

Let  me  know  what  you  think.  I'll  be  in  the  office  early  again  tomorrow  morning  if  a  phone  call  is  easier  to  discuss. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Feb  15,  2018  at  3:38  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Hey  Kara, 

I'm  not  in  the  office  tomorrow.  But  I  would  definitely  push  back  on  the  tracking  system  because  they  looked  into  it  and 
decided  to  keep  the  system.  They  made  minor  adjustments  and  said  that  he  would  be  fine.  They  should  have  know  what 
to  do  and  planned  accordingly. 

What  is  the  additional  2000  for?  What  additional  design  work?  Some  of  the  additional  work  they  had  to  do  was  already 
budgeted  for  in  the  original  contract.  And  any  design  blueprints  came  from  the  architect.  So  not  sure  what  that  is  for. 

[Quoted  text  hidden] 


IAF-18-0224-A-000082 


Kara  Rogers  <krogers@iaf.gov> 


Construction  continues 

6  messages 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  16,  2018  at  7:06  AM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Fli  Karen, 

Please  send  me  a  couple  possible  dates  that  would  be  best  for  the  Contractors  to  come  to  the  office  to  finish  the 
construction  of  the  President's  wall  and  door  repair. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-AmerIcan  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Karen  Vargas  <kvargas@laf.gov>  FrI,  Feb  1 6,  201 8  at  1 1 :33  AM 

To:  Kara  Rogers  <krogers@laf.gov> 

Fll  Kara. 

The  following  dates  works  best  for  Paloma's  calendar  In  February,  although.  If  you  let  us  know  at  least  3-4  days  In 
advance  we  can  also  plan  accordingly. 

Tuesday,  Feb  20 
Monday,  Feb  26 

If  you  anticipate  a  lot  of  construction  spanning  several  days,  we  can  also  plan  for  the  work  to  happen  during  her  TDYs  In 
March.  Those  dates  are  on  the  lAF  staff  outs  calendar. 

Karen 

[Quoted  text  hidden] 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 

202.524.8869  www.iaf.gov 
Helping  communities  thrive 


Kara  Rogers  <krogers@laf.gov>  Fri,  Feb  16,  2018  at  12:03  PM 

To:  Karen  Vargas  <kvargas@laf.gov> 

Thank  you!  I  think  they  just  need  one  more  day  and  will  be  finished.  I'll  confirm  which  day  w(Bclfs.lpgl(^^q!rXb§0[r)083 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Fri,  Feb  16,  2018  at  12:06  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Great. 

K 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Feb  23,  2018  at  2:06  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Fli  Karen, 

It  looks  like  the  Contractor  will  be  in  the  office  on  Monday,  February  26  to  finish  the  construction  project.  We  are  having 
multiple  issues  with  the  Contractor  so  still  trying  to  get  confirmation  of  his  arrival  but  wanted  to  keep  you  in  the  loop. 

Thanks, 

Kara 


©Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Fri,  Feb  23,  201 8  at  3:1 5  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Thank  you  for  the  update,  Kara. 

Karen 

[Quoted  text  hidden] 


IAF-18-0224-A-000084 


Kara  Rogers  <krogers@iaf.gov> 


Distribution  of  lAF  Award  #203431 18P00001 

4  messages 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Oct  18,  2017  at  1:49  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov>,  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


Good  afternoon. 


The  Bureau  of  the  Fiscal  Service  is  pleased  to  present  you  with  award  documents  for  lAF  action  2034311 8P00001  (lAF- 
25000-18-0005)  -  Glass  Wall  and  Door  Installation. 


Attached  you  will  find  a  fully  executed  copy  of  the  subject  award  for  your  records. 


COR/ACOR  -  Please  sign  and  return  the  attached  COR/ACOR  Memos. 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


3  attachments 

20343118P00001.pdf 

367K 

ACOR  Memo  -  Kara  Rogers.pdf 

122K 

COR  Memo  -  Shayla  Summerhill.pdf 

122K 


Kara  Rogers  <krogers@iaf.gov>  Fri,  Oct  20,  201 7  at  7:30  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Fli  Sara, 

My  ACOR  letter  is  attached.  Shayla  will  be  back  in  the  office  Tuesday. 


Thanks, 

Kara 


IAF-18-0224-A-000085 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


ACOR  Memo  -  Kara  Rogers  signed.pdf 

^  1263K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Oct  24,  2017  at  8:07  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Hi  Sara, 

The  signed  memo  is  attached. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Signed  COR  memo.pdf 

^  1270K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  31 , 201 8  at  1 1 :55  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

The  ccg  proposal  should  be  in  the  shared  folder 

[Quoted  text  hidden] 


3  attachments 

20343118P00001.pdf 

367K 

ACOR  Memo  -  Kara  Rogers.pdf 

122K 

Mf*)  COR  Memo  -  Shayla  Summerhill.pdf 

122K 


IAF-18-0224-A-000086 


Kara  Rogers  <krogers@iaf.gov> 


Fwd:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 

5  messages 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Kara  Rogers  <krogers@iaf.gov> 

Sat,  Feb  17,  201 8  at  1:39  AM 

- Forwarded  message - 

From:  "Donna  Delo"  <ddelo@bluemoonmep.com> 

Date:  Feb  17,  2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 

To:  "Shayla  Summerhill"  <ssummerhill@iaf.gov> 

Cc: 

Shayla  -  Here  is  our  engineering  fee  invoice  for  the  president's  office  construction  project, 
for  our  firm.  Please  let  me  know  if  you  need  anything  else.  Thanks.  <Donna> 

I've  also  attached  our  W9  form 

bluemoon  engineering 

Donna  H.  Delo,  P.E.,  LEED  AP 

Principal 

703.533.1122  Ext.  101  (office) 

703.980.4962  (cell) 
dclelo@bluemoonmep.com 

1 331  PennAve-IAF-Janlnvoice.pdf 

289K 

Kara  Rogers  <krogers@iaf.gov> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sat,  Feb  17,  2018  at  6:07  AM 

This  is  the  architect  and  design  work  we  already  paid  for,  correct? 

[Quoted  text  hidden] 

<1331PennAve-IAF-Janlnvoice.pdf> 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Kara  Rogers  <krogers@iaf.gov> 

Sat,  Feb  17,  2018  at  10:10  AM 

No,  this  the  mechanical  engineer  that  did  some  work.  We  have  been  waiting  on  this  invoice  and  they  are  just  now  sending 
it  to  be  paid. 

[Quoted  text  hidden] 

Kara  Rogers  <krogers@iaf.gov> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sat,  Feb  17,  2018  at  12:21  PM 

Please  send  me  an  email  saying  you  approve  the  charges  and  I’ll  use  my  purchase  card  next  week  to  finalize  payment. 
Thanks! 

[Quoted  text  hidden] 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Kara  Rogers  <krogers@iaf.gov> 

Mon,  Feb  1 9,  201 8  at  2:03  AM 

The  work  by  the  mechanical  engineer  was  completed  and  I  approve  payment  of  this  invoiceiAF-18-0224-A-000087 


Shayla 

[Quoted  text  hidden] 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000088 


Kara  Rogers  <krogers@iaf.gov> 


Fwd:  El  Acuario  door  at  lAF  still  broken 

7  messages 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  1 ,  201 8  at  8:38  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Jonathan, 

Please  send  someone  to  the  lAF  immediately  to  fix  the  still  broken  door  of  the  conference  room.  The  door  is  completely 
jammed  and  won't  open  at  all. 

Please  confirm  the  time  of  when  someone  will  be  at  our  office. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message - 

From:  Karen  Vargas  <kvargas@iaf.gov> 

Date:  Wed,  Jan  31 , 201 8  at  2:23  PM 

Subject:  El  Acuario  door 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Paloma  Adams-Allen  <padamsallen@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 


Hi  Kara, 

Lesley  mentioned  that  the  contractors  working  in  the  executive  office  are  scheduled  to  return  to  the  lAF  in  the  near  future. 
I  want  to  alert  you  to  the  fact  that  the  door  that  was  installed  in  El  Acuario  isn't  opening  properly  -  i.e.,  it  is  stuck. 

Please  work  with  the  contractors  to  make  sure  that  whatever  tweaks  are  needed  are  taken  care  of  in  their  next  visit. 

Best, 

Karen  and  Paloma 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 

202.524.8869  www.iaf.gov 
Helping  communities  thrive 


O 


IAF-18-0224-A-000089 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Kara  Rogers  <krogers@iaf.gov> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Thu,  Feb  1,  201 8  at  8:49  AM 


Good  morning  Kara, 


I  have  several  meetings  this  morning.  I’m  expecting  to  arrive  around  12:00  PM  today  .  I  will  confirm  my  actual  arrival  time 
at  10:00  AM. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  ot^L y  -proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Thursday,  February  01 , 2018  8:39  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Subject:  Fwd:  El  Acuario  door  at  lAF  still  broken 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Thu,  Feb  1 , 201 8  at  1 0:40  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 


Kara  -  I  will  be  arriving  in  45  minutes  to  asses  this  situation. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


IAF-18-0224-A-000090 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Thursday,  February  01 , 2018  8:39  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Subject:  Fwd:  El  Acuario  door  at  lAF  still  broken 


Fli  Jonathan, 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  1 , 201 8  at  1 1 :02  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Thanks! 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov> 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Fli  Jonathan,  -  Are  you  still  planning  to  stop  by  the  lAF  today? 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


Thu,  Feb  1,  201 8  at  1:32  PM 


[Quoted  text  hidden] 


IAF-18-0224-A-000091 


Jonathan  Perez  <jperez@ccg-wdc.com> 
To:  Kara  Rogers  <krogers@iaf.gov> 


Thu,  Feb  1,  201 8  at  1:37  PM 


Kara  -  we  were  onsite  already.  I  have  to  speak  with  the  manufacture  who  supplied  the  pocket  door  system.  Also,  I 
recommend  that  door  is  properly  open  and  closed.  Please  don’t  slam  the  door  shut. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  oriL y  ■proruLse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Thursday,  February  01 , 201 8  1 :32  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 
Subject:  Re:  El  Acuario  door  at  lAF  still  broken 


[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Thu,  Feb  1 ,  201 8  at  1 :57  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Please  check  in  with  me  whenever  you  are  in  the  office.  Let  me  know  when  you  have  confirmed  with  the  manufacturer 
what  the  issue  is  with  the  system. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


IAF-18-0224-A-000092 


Kara  Rogers  <krogers@iaf.gov> 


Fwd:  Your  National  Business  Furniture  -  Milwaukee  delivery  is  on  its  way 

2  messages 


Karen  Vargas  <kvargas@iaf.gov>  Tue,  Feb  27,  2018  at  5:01  PM 

To:  Paloma  Adams-Allen  <padamsallen@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

WHOHOO!!  FYI  -  the  new  conference  table  Is  on  It's  way!  Lesley/Kara,  since  you  are  most  familiar  with  building 
contract,  etc.  would  you  please  make  sure  they  have  the  necessary  delivery  details? 

Thanks  for  all  your  help! 

Karen 


- Forwarded  message - 

From:  Manna  Distribution  Services  <HDTeam2@manna.com> 

Date:  Tue,  Feb  27,  201 8  at  4:33  PM 

Subject:  Your  National  Business  Furniture  -  Milwaukee  delivery  is  on  its  way 
To:  KVARGAS@iaf.gov 


IVIanna 

DISTRIBUTION  SERVICES 


The  high  speed,  white  glove  home  delivery  leader! 


Your  shipment  is  on  its  way. 


We're  happy  to  tell  you  that  the  product  you  ordered  fronn  National  Business 
Furniture  -  Milwaukee  is  on  its  way.  We  will  call  you  at  the  nunnber  you 
provided  to  schedule  your  delivery  within  the  next  48  hours.  You  nnay  also 
call  us  to  schedule  at  877-626-6249. 

Custonner  Service 


Service  Location 


Important  Information 


KAREN  VARGAS 
INTERAMERICAN  FOUNDATION 
2025248869 

1331  PENNSYLVANIA  AVE  NW 
1200 

WASHINGTON,  DC  20004 


Tracking  Number:  ZJ994607LES 
From:  National  Business  Furniture  -  Milwaukee 
Service:  White  Glove 
Print  Delivery  Receipt 


Questions? 

Contact  Customer  Service 


We  look  forward  to  serving  you! 

IAF-18-022^-A-000093 


Service  Description 

2-person  service  required;  bring  inside  to  client-specified  location,  unpack,  and  remove  dunnage 
(unless  otherwise  directed). 


Manna  Distribution  Services 

2440  Enterprise  Drive 
Mendota  Heights,  MN  55120 
http://www.Manna.com/ 

Phone:  877-626-6249 

If  you  have  questions  please  Contact  Customer  Service 


©Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 

202.524.8869  www.iaf.gov 
Helping  communities  thrive 


Paloma  Adams-Allen  <padamsallen@iaf.gov>  Tue,  Feb  27,  2018  at  7:50  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Wow.  This  is  almost  too  much!  It's  like  Christmas  in  Feb.  tnks  all! 


Paloma  Adams-Allen 

President  and  CEO 
Inter-American  Foundation 
202.524.8869  www.iaf.gov 
Helping  communities  thrive 


[Quoted  text  hidden] 


IAF-18-0224-A-000094 


Kara  Rogers  <krogers@iaf.gov> 


FYI:  Purchase  Requisition  IAF-25000-18-0015  has  been  approved 

1  message 


Workflow  Mailer  -  PBPD7I  <wfpbpd7i@fodatoracle.com>  Tue,  Feb  6,  2018  at  12:33  PM 

Reply-To:  wfpbpd7i@fodatoracle.com 

To:  "ROGERS,  KARA"  <KROGERS@iaf.gov> 


From  ROGERS,  KARA 
To  ROGERS,  KARA 
Sent  02/06/2018  12:32:23 
ID  1004553 


Requisition  Lines 


Line  Description 

Supplier  Cost  Center 

Unit 

Quantity 

Price 

(USD) 

Amount 

(USD) 

^  000001  Installation  of  Glass  Wall  and  sliding  doors  in 

accordance  with  the  PWS 

xxxxxxxxxx 

EACH 

23534 

1 

23,534.00 

Approval  Sequence 


Approved 


Num 

Name 

Action 

Action  Date 

Note 

1 

ROGERS,  KARA 

Imported 

02/06/2018  12:32:16 

2 

ROGERS,  KARA 

Submitted 

02/06/2018  12:32:22 

3 

ROGERS,  KARA 

Reserved 

02/06/2018  12:32:23 

4 

ROGERS,  KARA 

Approved 

02/06/2018  12:32:23 

Notification  Detail.html 

^  IK 


IAF-18-0224-A-000095 


Kara  Rogers  <krogers@iaf.gov> 


lAF  Glass  Door 

3  messages 

Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Tue,  Sep  26,  2017  at  2:11  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Shayla, 


The  posting  ended  today  at  2  p.m. 


We  received  only  1  quote.  It  is  attached  for  your  review  and  approval  of  technical  acceptability. 

Thank  you, 

Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


CCG  -  lAF  Proposal  -  R4.pdf 

728K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Sep  26,  2017  at  3:30  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Sara, 

I  have  received  and  reviewed  the  proposal  and  have  a  few  questions  for  you. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


IAF-1 8-0224-A-000096 

Tue,  Sep  26,  201 7  at  4:56  PM 


To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Hi  Sara, 

Wasn't  able  to  touch  base  with  you  today  but  below  are  the  questions  I  had  after  reviewing  the  proposal. 

1 .  Confirm  that  CCG  will  be  removing  the  current  wooden  door  and  debris  if  necessary 

2.  Confirm  that  CCG  is  providing  plastic  sheet  covers  to  cover  floor  and  office  items 

3.  Confirm  that  they  received  the  COI  required  by  the  building  management  and  that  CCG  has  the  required  insurance 

4.  Confirm  that  proposal  includes  cost  for  stencil  design  work  for  two  conference  rooms 

5.  What  type  of  contingency  plans  would  be  needed  for  pocket  door,  HVAC/plumbing,  and  electrical? 

6.  Confirm  that  no  sprinkler  work  is  being  done.  Only  items  possibly  being  moved  are  the  lights  and  fire  strobe 

7.  What  exactly  is  the  specialty  construction  costs  listed  for  $1061 

8.  Fire  protection  cost  listed  at  $1836.  Is  this  just  to  move  the  strobe  light? 

9.  What  exactly  is  the  specialties  cost  listed  at  $1224?  Is  this  the  cost  for  the  conference  room  stencil  work? 

10.  Was  this  submitted  through  FBO  and  he  was  still  the  only  one  that  came  back  with  a  proposal? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000097 


Kara  Rogers  <krogers@iaf.gov> 


lAF  Glass  Wall/Door 

2  messages 

Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Mon,  Aug  28,  2017  at  11:30  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Lisa  Renee  Stanley  <Lisa. Stanley@fiscal.treasury.gov> 

Shayla, 

I  am  finishing  up  the  work  on  my  end  and  the  FBO  solicitation  documents. 

In  order  for  me  to  finish  this  I  need  the  following  from  you: 

•  Evaluation  Criteria  -  how  do  you  want  to  evaluate  the  proposals 

o  Price,  previous  work,  references,  etc. 

•  Date  for  Site  visit 

o  I  am  thinking  Sept.  11,  12  or  13 

•  List  of  vendors 

o  The  vendors  you  used  for  your  market  research 
o  Vendors  identified  from  the  building 
o  As  many  as  possible  so  we  can  get  at  least  1  good  bid 

•  Prospective  Timeline 

o  Here’s  what  I  am  looking  at  based  on  the  route  we  are  on 

■  Post  to  FBO  by  9/1 

■  Site  visit  9/12 

■  Solicitation  closes  9/18 

■  Evaluation  completed  by  lAF  by  9/21 

■  Purchase  order  award  before  9/29 

Let  me  know  if  you  have  any  questions  on  this  or  the  process  at  this  point. 

I  am  making  headway  on  the  solicitation  for  FBO,  and  as  long  as  I  get  the  information  above,  it  should  go  out  by  this 
Friday. 


Thanks, 

Sara  R.  Bonnette 


IAF-18-0224-A-000098 


Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Lisa  Renee  Stanley  <Lisa. Stanley@fiscal.treasury.gov> 
Sara, 

I've  attached  my  responses  to  the  below  questions. 

-Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


FBO  Evaluation  Criteria.docx 

15K 


Mon,  Aug  28,  2017  at  2:28  PM 


IAF-18-0224-A-000099 


Kara  Rogers  <krogers@iaf.gov> 


Logo  for  Inter-American  Foundation  stencil 


1  message 


Lesley  Duncan  <lduncan@iaf.gov> 


Wed,  Feb  28,  2018  at  4:16  PM 


To:  warmstrong@armstrongcustomsigns.com 
Cc:  Kara  Rogers  <krogers@iaf.gov> 

Hello  Mr.  Armstrong  -  attached  please  find  the  logo  for  lAF,  to  be  used  to  create  our  stencil. 

As  you  saw  from  our  current  stencils,  everything  in  black  in  this  logo  is  clear  (see-thru)  on  the  glass.  This 
will  have  to  be  sized  to  match  those  currently  in  use. 

Please  let  me  know  if  you  have  questions.  Regards,  Lesley 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 

1331  Pennsylvania  Ave.,  NW,  Suite  1200  North,  Washington  DC  20004 

202-688-3047,  lduncan@iaf.gov 

WWW.IAF.GOV 


logo_blackwhite_transparent.jpg 

99K 


IAF-18-0224-A-000100 


Kara  Rogers  <krogers@iaf.gov> 


Other  CEO  wall  vendor  -  bluemoon,  invoice  pending. 

2  messages 


Lesley  Duncan  <lduncan@iaf.gov>  Tue,  Jan  30,  201 8  at  1 :49  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Kara  -  the  other  vendor  for  CEO  wall  was  Blue  Moon.  Shayla's  contact  is  below,  don't  have  anything  in 
the  files  fronn  them  re  invoice  submitted,  tho  I  believe  it  was  to  be  less  than  the  EDO  one  we  just  paid  via 
PayPal. 

If  Shayla  doesn't  weigh  in  with  update,  lets  check  in  with  BlueMoon  in  mid-Feb  to  ask  them  to  submit 
invoice. 

S:\Facilities\CEO  Office  Space 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


From:  Shayla  Summerhill  [mailto;ssummerhill@iaf.gov] 

Sent:  Friday,  January  19,  2018  10:47  AM 

To:  Lisa  Layman  <Lisa@eighthday.com>;  Vivian  Redler  <vredler@bluemoonmep.com> 
Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


I've  looked  into  our  check  process  and  unfortunately,  that  will  not  be  an  option  as  it  has  a  lower  dollar  amount  than  using 
the  credit  card.  If  paying  by  credit  card  is  not  an  option  the  only  other  option  we  would  have  is  PayPal  or  to  request  that  the 
company  register  as  a  government  vendor,  including  SAM  registration,  and  we  can  do  an  electronic  bank  transfer. 


I  included  Vivian  from  Blue  Moon  on  this  email  as  well  to  confirm  there  payment  method  for  their  services. 


Best, 

Shayla 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  30,  2018  at  2:37  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov> 


Hi  Lesley/Kara, 


IAF-18-0224-A-000101 


I  did  reach  out  to  Vivian  before  I  left  but  did  not  hear  back  from  her.  The  Blue  moon  cost  should  be  about  $3275  according 

to  a  previous  proposal.  Her  contact  info  is- 

bluemoon  ENGINEERING 

Vivian  Gray  Redler 

Principal 

5307  Lee  Highway 
Arlington,  VA  22207 
703.533.1122  (office) 

703.980.7531  (cell) 
vredler@bluemoonmep.com 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000102 


Kara  Rogers  <krogers@iaf.gov> 


RE:  203431 18P00001  CAPITAL  CONSTRUCTION  FW:  7102-33  -  lAF  Project  -  Levolor 
Blinds 

9  messages 


Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov>  Tue,  Feb  13,  2018  at  4:49  PM 

To:  ''jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  "Jacob  W.  Jackson"  <Jacob.Jackson@fiscal.treasury.gov>,  ''rherndon@ccg-wdc.com'' 
<rherndon@ccg-wdc.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Jonathan! 


Per  our  conversation  today,  I  am  intending  on  modifying  the  subject  award  to  add  time  to  complete  the  project.  You 
can  go  ahead  a  proceed  with  continuing  the  work  in  the  PWS  for  the  glass  wall  system. 


I'll  be  out  tomorrow,  but  hope  to  wrap  this  action  up  before  the  end  of  the  week. 


Anything  beyond  this  point  that  is  not  covered  in  the  award  PWS  within  the  firm-fixed-price  amount  will  need  to 
come  to  me  for  review. 


From  our  conversation,  you  are  looking  into  drafting  up  a  proposed  change  to  the  track  system  for  the  door  that  has  a 
3-4  week  lead  time  to  receive  materials.  Rough  estimates  are  $500  for  materials  plus  install  costs.  This  puts  us  around 
the  end  of  March.  I  look  forward  to  receiving  the  more  defined  amounts  when  you  get  the  opportunity. 


Please  let  me  know  if  you  have  any  additional  questions  or  concerns. 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


IAF-18-0224-A-000103 


Kara  Rogers  <krogers@iaf.gov> 


RE:  Glass  Wall 

1  message 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Aug  2,  2017  at  1:28  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Kara  Rogers  <krogers@iaf.gov> 


Shayla, 


I  reached  out  to  an  8a,  but  they  were  unable  to  perform  the  work,  so  I  moved  onto  another  one. 


She  seems  high  energy  and  attentive,  and  I  sent  her  the  information.  She  is  going  to  work  with  the  estimator  to  come 
up  with  a  good  time  to  come  out,  because  they  fear  that  they  won't  be  able  to  come  out  on  Friday.  I  will  keep  you  in 
the  loop  as  I  get  more  information! 


Thanks! 

Sara 


From:  Shay!a  Summerhi!!  [mai!to:ssummerhill@iaf.gov] 
Sent:  Monday,  Ju!y  31,  2017  11:57  AM 
To:  Sara  R.  Bonnette  <Sara.Bonnette@fiscal.treasury.gov> 
Subject:  Re:  G!ass  Wa!! 


Hi  Sara,  that  is  good  news.  I  am  in  training  until  Thursday.  So  Friday  would  be  best.  Thanks 


On  Jul  31, 2017  11:31  AM,  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov>  wrote: 
Shayla, 


I  spoke  with  SBA  and  sent  our  “break  up”  email  to  COG.  We  are  officially  cleared  to  move  on.  I  am  working  with  SBA  to 
get  a  list  of  vendors,  but  it  seems  that  we  are  quarantined  when  we’re  sharing  information. 


When  is  a  good  time  for  someone  to  come  in  this  week  to  be  able  to  assess  the  situation  and  get  us  a  quote?  They 
suggested  4,  when  I  spoke  with  Pam  on  the  phone,  but  I  haven’t  gotten  the  list.  I  figured  I  would  try  to  find  the  8a  she 
mentioned  and  recommended  by  name  on  the  phone. 


Let  me  know  what  works  best  for  your  schedule  © 


IAF-18-0224-A-000104 


Sara  R.  Bonnette 


Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-8251 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000105 


Kara  Rogers  <krogers@iaf.gov> 


Wall  finalized  tomorrow  March  7? 

6  messages 


Kara  Rogers  <krogers@iaf.gov>  Tue,  Mar  6,  2018  at  1:21  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Karen, 

Please  confirm  if  tomorrow  will  work  with  Paloma's  schedule.  I'm  hoping  it's  just  a  half  day  work  to  finish  the  wall. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Tue,  Mar  6,  2018  at  9:18  AM 
Subject:  RE:  Fwd:  Operating  Status  Update 
To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


Good  morning  Kara, 


Please  confirm  if  Wednesday  March  7,  2018  at  8:00  A.M.  works.  If  not,  please  provide  us  with  dates  available. 


Also,  we  will  need  onsite  coordination  complete  before  entering  the  building: 


•  Inform  the  loading  dock  security  guard  we  will  need  access  to  unload  materials. 

•  Speak  with  the  building  engineer  to  transport  metal  cover.  Option  1 :  See  if  the  company  working  on  the  freight 
elevator  will  take  our  material  to  the  12^*^  floor.  Option  2:  Can  the  building  engineer  remove  once  ceiling  tile  in  the 
current  temporary  freight  elevator  (back  left  tile  or  right  tile).  We  will  be  onsite  7:30  A.M.  ready  to  transport  the 
material. 

•  We  will  need  access  to  office  space  at  8:00  A.M. 


Thank  you, 

Jonathan  Perez 

IAF-18-0224-A-000106 


bluemoon  engineering 

2415  N.  Underwood  Street 
Arlington,  VA  22205-1951 
Phone: (703)  533-1122 


Client:  Inter-American  Foundation 
1331  Pennsylvania  Ave.,  NW 
Suite  1200  North 
Washington,  DC  20004 
Attn:  Ms.  Shayia  Summerhiii 


Project  Name:  1331  Pennsylvania  Ave.  -  lAF  Renovation 
BlueMoon  Project  Number:  2017079.00 
BlueMoon  Invoice  Number:  1712001 


February  16,  2018 


Project_ Description_ Fee 

1331  Pennsylvania  Ave  -  lAF  Renovation 

Engineering  Construction  Documents  $2,250.00 

Reimbursabies  $275.00 


Totai  Due  This  Invoice: 


$2,525.00 


IAF-18-0224-A-000107 


SOLICITATION/CONTRACT/ORDER  FOR  COMMERCIAL  ITEMS 

OFFEROR  TD  COMPLETE  BLOCKS  72,  77,  22,  24,  t,  M 

1  REQUISITION  NUMBER 

IAF-25000-18-0005 

RM3E  OF 

1  1  19 

2  COmRACTMO 

3.  AVMRCV 

EFFECTIVE  DATE 

4.  ORDER  NUMBER 

20343118P00001 

5.  SOUCITATION  NUMBER 

6.  BOUCrTATlON 

ISSUE  DATE 

7.  FOR  SOUCfTATION  W 

INFORMATION  CALL:  W 

■  NAME 

ROB  RANDOLPH 

b.  TELEPHONE  NUMBER  (M)  bOlM tittlW 

e.  OFFER  DUE  OATErt.OCALTlME 

S.  ISSUED  sr 

BUREAU  OF  THE  FISCAL  SERVICE 
DIVISION  OF  PROCUREMENT 
AVERY5F 

200  THIRD  STREET 
ATTN:  S.  BONNETT 
PARKERSBURG  WV  26101 


CODE  FSA-SBONNETT 


11  DELIVERY  FOR  FOB  DESTINA> 
TION  UNLESS  BLOCK  IS 

MARKED 

SEE  SCHEDULE 

12.  DISCOUNT  TERMS 

^JET  30  PROMPT  PAY 

□  13a  THIS  CONTRACT  IS  A 

tSb.  RATING 

DPA8  05CFR  700} 

14  METHOD  OF  SOUCITATION 
ClRFQ  C'lFfi 

□  RFP 

15-  DELIVER  TO 

CODE 

lAF 

IS  ADMINISTERED  BY 

CODE 

FS A- PARKERSBURG 

10.  THISACQUISmON  IS 

SMAaeUSINESS 

□  HUBZONE  SMALL 
BUSINESS 

□  SERVICE-DISABLED 
VETERAM-OMNEO 
SMALL  BUSIN  ESS 


lx) 


UNRESTRICTED  OR 


□  SET  ASIDE. 


WOMEN-OWNEO  SMAa  BUSINESS 

□  (WOSB)  ELiOIBLE  UNDER  THE  WOMEN-OWNED 
SMAa  BUSINESS  PROGRAM 

r-i  NAICS: 

□  EDVHOSB 


□  S(A) 


236220 

SIZE  STANDARD:  $36.5 


lAF 

1331  PENNSYLVANIA  AVE  NW 
1200  NORTH 
WASHINGTON  DC  20004 


Bureau  of  the  Fiscal  Service 
Division  of  Procurement 
Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 


ITl  CONTRACTOR! 
OFFEROR 


603210399 

FACILITY 

PAYMENT  WILL  BE  MADE  BY 

CODE 

CODE 

ARC /AS  D /APB 


CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


ARC /AS D /APB 
ARC/ASD/APB,  AVERY  3G 
PO  BOX  1328 

ACCOUNTS  PA YABLE@  FISCAL . TREASURY . GOV 
PARKERSBURG  WV  26106-1328 


TELEPHONE  NO 

ITS.  CHECK  IF  REMITTANCE  IS  DIFFERENT  AM]  PUT  SUCH  ADDRESS  IN  OFFER  ISb.  SUBMIT  INVOICES  TO  ADDRESS  SHOWN  IN  BLOCK  IBl  UNLESS  SLOCK  BELOW 


IB  CHECKED  1  j  SEE  ADDENDUM 


19. 

ITEM  NO 

20 

SCHEDULE  OP  SUPPUES/SERVICES 

21 

QUANTITY 

22. 

UNIT 

23. 

UNIT  PRICE 

24- 

AMOUNT 

The  Bureau  of  the  Fiscal  Service,  Division  of 
Procurement,  on  behalf  of  the  Inter-American 
Foundation  (lAF)  is  establishing  this 
firm-fixed-price  purchase  order  for  the 
installation  of  a  glass  wall  and  repair  of  a 
conference  room  door. 

Vendor  POC;  Jonathan  Perez 

Phone;  202-407-3692 

Email:  jperez@ccg-wdc.com 

(Use  Reverse  and/or  Attach  Additional  Sheets  as  Necessary) 

25.  ACCOUNTING  AND  APPROPRIATION  DATA 
See  schedule 


26.  TOTAL  AWARD  AMOUNT  (For  Govt  Use  Only) 
$44,345.00 


27e.  SOLICITATION  INCORPORATES  BY  REFERENCE  FAR  52  21 2-1  52.212-4.  FAR  52.212-3  AND  52  212-5  AREATTACHED.  ADDENDA  □  ARE  □  ARE  NOT  ATTACHED 

®  27b.  CONTRACT/PURCHASE  ORDER  INCORPORATES  BY  REFERENCE  FAR  52  212-4  FAR  52  21 2-5  IS  ATTACHED  ADDENDA  IX  ARE  DARE  NOT  ATTACHED 


XI2B  CONTRACTOR  IS  REQUIRED  TO  SIGN  THIS  DOCUMENT  AND  RETURN  1 

COPIES  TO  ISSUING  OFFICE  CONTRACTOR  AGREES  TO  FURNISH  AND  DELIVER 

ALL  ITEMS  SET  FORTH  OR  OTHERWISE  IDENTIFIED  ABOVE  AND  ON  ANY  ADDITIONAL 

SHEETS  SUBJECT  TO  THE  TERMS  AND  CONDITIONS  SPECIFIED 

n  29  AVWRD  OF  CONTRACT  OFFER 

DATED  YOUR  OFFER  ON  SOLICITATION  (BLOCK  5). 

INCLUDING  ANY  ADDITIONS  OR  CHANGES  WHICH  ARE  SET  FORTH 

HEREIN  IS  ACCEPTED  AS  TO  ITEMS. 

301.  SIGNATURE  OF  OFFEROR/CONTRACTOR 

'T7\— -4-'''— — r 

311  UNITED  STATES  OF  AMERICA  (SIGNATVRB  OF  CONTRACTING  OFFKERJ 

.  Digitally  signed  by  Brandon  D.  Burnworth 

D  ^  ll  [J  1  1  ^  \  A 1^  DN:c=IJS,o=U.S.Governmentou=DepartmentoftheTreasury,ou=Bureauofthe 

1  Ol  1  LJ  V>/ 1  1  1  T  vJ  1  1  1  VV  VX  1  LI  1  FiscalSen/ice,ou=People,serialNumber=692720,cn=BrandonD.  Burnworth 

Date:  2017.10.18  13:36:25  -04'00' 

30b  NAME  TITLE  OF  SIGNER  (Type  or print) 

R..*cfrnt|  lc|  t\-*rkic|nvi  / 

30c.  DATE  SIGNED 

‘fr /  1  V / 

31b  NAME  OF  CONTRACTING  OFFICER  ^7Vp9  or pnny |31c  DATE  SIGNED 

BRANDON  D.  BURNWORTH  10/18/2017 

AUTHORIZED  FOR  LOCAL  REPRODUCTION  ' 

PREVIOUS  EDITION  IS  NOT  US/^LE  Pmutlted  by  QSA  -  FARl4a  CFI^  53.212 

2  of 


19 


19. 

ITEM  NO 

Government  COR:  Shayla  Summerhill 

Phone:  202-688-3050 

Email:  ssummerhill@iaf.gov 


20. 

SCHEDULE  OF  SUPPLIES/SERVICES 


21. 

QUANTITY 


22. 

UNIT 


23. 

UNIT  PRICE 


24. 

AMOUNT 


Government  ACOR:  Kara  Rogers 
Phone:  202-683-7182 
Email:  krogersSiaf . gov 

Invoicing:  Invoices  may  be  submitted  on  the  25th 
day  of  each  month  for  completed  work.  Payments 
will  be  made  NET  30  days  from  receipt/acceptance 
by  the  COR  of  invoices  received  via  the  IPP 
system. 

Inv  Approver/COR  Backupl :  KARA  ROGERS 
Accounting  Info: 

1AF3100DA1819XX-2018-61000001-320202-1AF2500000000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 
Period  of  Performance:  10/23/2017  to  01/31/2018 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


44, 345.00 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 


Continued  . . . 


32a.  QUANTITY  IN  COLUMN  21  HAS  BEEN 
Q  RECEIVED  Q  INSPECTED 


□  ACCEPTED,  AND  CONFORMS  TO  THE  CONTRACT,  EXCEPT  AS  NOTED: 


32b.  SIGNATURE  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32c.  DATE 

32d.  PRINTED  NAME  AND  TITLE  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32e.  MAILING  ADDRESS  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32f.  TELEPHONE  NUMBER  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32g.  E-MAIL  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

33.  SHIP  NUMBER 

34.  VOUCHER  NUMBER 

35.  AMOUNT  VERIFIED 

CORRECT  FOR 

36.  PAYMENT 

□  COMPLETE  □  PARTIAL  □  FINAL 

37.  CHECK  NUMBER 

□  PARTIAL  □  FINAL 

38.  S/R  ACCOUNT  NUMBER 

39.  S/R  VOUCHER  NUMBER 

40.  PAID  BY 

41a.  I  CERTIFY  THIS  ACCOUNT  IS  CORRECT  AND  PROPER  FOR  PAYMENT 

42a.  RECEIVED  BY  (Print) 

41  b.  SIGNATURE  AND  TITLE  OF  CERTIFYING  OFFICER 

41c.  DATE 

42b.  RECEIVED  AT  (Location) 

42c.  DATE  REC'D  (YY/MM/DD)  |, 

t8ffl22)fliTAN@^  109 

STANDARD  FORM  1449  (REV.  2/2012)  BACK 

REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


PAGE 
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NAME  OF  OFFEROR  OR  CONTRACTOR 

CAPITAL  CONSTRUCTION  GROUP  LLC 


OF 


19 


ITEM  NO. 


SUPPLIES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 

General  Conditions/Overhead: 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 


$3, 624.00 


(C) 


(D) 


(E) 


(F) 


This  proposal  includes  a  1-year  warranty  covering 
work  performed  by  CCG  and/or  subcontractors. 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 


CCG  shall  fix  the  existing  pocket  door. 


After  award,  any  questions  or  issues  related  to 
this  procurement  will  be  handled  by  the  Contract 
Administration  Branch  at 

ContractAdministration@ fiscal .treasury . gov .  When 
sending  an  e-mail  to  this  address,  please  include 
the  award  number  in  the  subject  line  of  the 
e-mail . 

The  total  amount  of  award:  $44,345.00.  The 
obligation  for  this  award  is  shown  in  box  26. 
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52.252-2  CLAUSES  INCORPORATED  BY  REFERENCE  (FEB  1998) 

This  contract  incorporates  one  or  more  ciauses  by  reference,  with  the  same  force  and  effect  as  if  they  were  given  in 
fuii  text.  Upon  request,  the  Contracting  Officer  wiii  make  their  fuii  text  avaiiabie.  Aiso,  the  fuii  text  of  a  ciause  may  be 
accessed  eiectronicaiiy  at  this  address:  https://www.acquisition.qov/far 

52.212- 4  CONTRACT  TERMS  AND  CONDITIONS  -  COMMERCIAL  ITEMS  (JAN  2017) 

1052.212- 4  CONTRACT  TERMS  AND  CONDITIONS-COMMERCIAL  ITEMS  (DEVIATION  2017-00001)  (JULY 
2017) 


(r)  Compliance  with  laws  unique  to  Government  contracts.  The  Contractor  agrees  to  comply  with  31 
U.S.C.  1352  relating  to  limitations  on  the  use  of  appropriated  funds  to  influence  certain  Federal 
contracts;  18  U.S.C.  431  relating  to  officials  not  to  benefit;  40  U.S.C.  chapter  37,  Contract  Work  Hours 
and  Safety  Standards;  41  U.S.C.  chapter  87,  Kickbacks;  10  U.S.C.  2409  relating  to  whistleblower 
protections;  49  U.S.C.  40118,  Fly  American;  and  41  U.S.C.  chapter  21  relating  to  procurement 
integrity. 


1052.212-4  CONTRACT  TERMS  AND  CONDITIONS-COMMERCIAL  ITEMS.  (ALTERNATE  II)  (DEVIATION  2016- 
00001)  (JAN  2016) 

(e)  Definitions. 

****** 


(2)  As  used  in  this  ciause,  "Commerciaisuppiier  agreements" means  terms  and  conditions  customariiy 
offered  to  the  pubiic  by  vendors  of  suppiies  or  services  that  meet  the  definition  of  commerciaiitem  set 
forth  in  FAR  2.101  and  intended  to  create  a  binding  iegai  obiigationon  the  end  user.  Commerciai 
suppiier  agreements  (CSA)  are  particuiariy  common  in  information  technoiogy  acquisitions,  inciuding 
acquisitions  of  commerciaicomputer  software  and  commerciaitechnicaidata,  but  they  may  appiy  to 
any  suppiy  or  service.  The  term  appiies- 

(i)  Regardiess  of  the  format  or  styie  of  the  document.  For  exampie,  a  CSA  may  be  styied  as 
standard  terms  of  saie  or  iease.  Terms  of  Service  (TOS),  End  User  License  Agreement  (EULA), 
or  another  simiiar  iegai  instrument  or  agreement,  and  may  be  presented  as  part  of  an  offer  or 
quotation  responding  to  a  soiicitation; 

(ii)  Regardiess  of  the  media  or  deiivery  mechanism  used.  For  exampie,  a  CSA  may  be  presented 
as  one  or  more  paper  documents  or  may  appear  on  a  computer  or  other  eiectronic  device 
screen  during  a  purchase,  software  instaiiation,  other  product  deiivery,  registration  for  a  service, 
or  another  transaction. 


***** 


(s)  Order  of  precedence.  Any  inconsistencies  in  this  soiicitation  or  contract  shaii  be  resoived  by  giving 
precedence  in  the  foiiowing  order: 

(1)  The  scheduie  of  suppiies/services. 

(2)  The  Assignments,  Disputes,  Payments,  invoice.  Other  Compiiances,  Compiiance  with  Laws  Unique  to 
Government  Contracts,  Unauthorized  Obiigations,  and  Commerciai  Suppiier  Agreements - 
Unenforceabie  Ciauses  paragraphs  of  this  ciause, 

(3)  The  ciause  at  52.212-5. 

(4)  Soiicitation  provisions  if  this  is  a  soiicitation. 

(5)  Other  paragraphs  of  this  ciause. 

(6)  Addenda  to  this  soiicitation  or  contract,  inciuding  any  iicense  agreements  for  computer  software. 

(7)  The  Standard  Form  1449. 

(8)  Other  documents,  exhibits,  and  attachments. 

(9)  The  specification. 
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***** 


(u)  Unauthorized  Obligations 

(1)  Except  as  stated  in  paragraph  (u)(2)  of  this  clause,  when  any  supply  or  service  acquired  under  this 
contract  is  subject  to  any  CSA,  that  includes  any  language,  provision,  or  clause  requiring  the 
Government  to  indemnify  the  Contractor  or  any  person  or  entity  for  damages,  costs,  fees,  or  any 
other  loss  or  liability  that  would  create  an  Anti-Deficiency  Act  violation  (31  U.S.C.  1341),  the  foliowing 
shall  govern: 

(i)  Any  such  language,  provision, or  clause  is  unenforceabie  against  the  Government. 

(ii)  Neither  the  Government  nor  any  Government  authorized  end  user  shall  be  deemed  to  have  agreed  to 
such  clause  by  virtue  of  it  appearing  in  the  GSA.  if  the  CSA  is  invoked  through  an  "I  agree"  click  box 
or  other  comparable  mechanism  (e.g.,  "click-wrap"  or  "browse-wrap"  agreements),  execution  does  not 
bind  the  Government  or  any  Government  authorized  end  user  to  such  clause. 

(iii)  Any  such  language,  provision, or  clause  is  deemed  to  be  stricken  from  the  GSA. 

(2)  Paragraph  (u)(1)  of  this  clause  does  not  apply  to  indemnification  by  the  Government  that  is  expressiy 
authorized  by  statute  and  specifically  authorized  under  applicabie  agency  reguiations  and  procedures. 


(w)  Commercialsupplier  agreements  -unenforceable  clauses.  \Nhen  any  supply  or  service  acquired  under  this 
contract  is  subject  to  a  CSA,  the  following  language  shall  be  deemed  incorporated  into  the  CSA.  As  used 
herein,  "this  agreement"  means  the  CSA: 

(1)  Notwithstanding  any  other  provision  of  this  agreement,  when  the  end  user  is  an  agency  or 
instrumentality  of  the  Government, the  following  shall  apply: 

(i)  Applicability.Th\s  agreement  is  a  part  of  a  contract  between  the  commercialsupplierand  the 
Government  for  the  acquisition  of  the  suppiy  or  service  that  necessitates  a  license  (including  all 
contracts,  task  orders,  and  delivery  orders  under  FAR  part  12). 

(ii)  End  user.  This  agreement  shall  bind  the  Government  as  end  user  but  shail  not  operate  to  bind 
a  Government  empioyee  or  person  acting  on  behaif  of  the  Government  in  his  or  her  personal 
capacity. 

(iii)  Law  and  disputes.Th\s  agreement  is  governed  by  Federal  law. 

(A)  Any  language  purporting  to  subject  the  Government  to  the  laws  of  a  U.S.  state,  U.S. 
territory,  district,  or  municipality, or  a  foreign  nation,  except  where  Federal  law  expressly 
provides  for  the  application  of  such  laws,  is  hereby  deieted. 

(B)  Any  language  requiring  dispute  resolution  in  a  specific  forum  or  venue  that  is  differentfrom 
that  prescribed  by  applicable  Federal  law  is  hereby  deieted. 

(C)  Any  language  prescribing  a  different  time  period  for  bringing  an  action  than  that 
prescribed  by  applicable  Federal  law  in  relation  to  a  dispute  is  hereby  deieted. 

(iv)  Continued  performance.]^  the  supplier  or  licensor  believes  the  Government  to  be  in  breach  of 
the  agreement,  it  shail  pursue  its  rights  under  the  Contract  Disputes  Act  or  other  applicable 
Federal  statute  while  continuing  performance  as  set  forth  in  paragraph  (d)  of  this  clause. 

(v)  Arbitration;  equitable  or  injunctive  relief  In  the  event  of  a  claim  or  dispute  arising  under  or 
relating  to  this  agreement,  (A)  binding  arbitration  shaii  not  be  used  unless  specifically 
authorized  by  agency  guidance, and  (B)  equitable  or  injunctive  relief,  including  the  award  of 
attorney  fees,  costs  or  interest,  may  be  awarded  against  the  Government  only  when  explicitly 
provided  by  statute  (e.g.,  Prompt  Payment  Act  or  Equal  Access  to  Justice  Act). 

(vi)  Additionalterms. 
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(A)  This  agreement  may  unilaterally  incorporate  additional  terms  by  reference.  Terms  may  be 
included  by  reference  using  electronic  means  (e.g.,  via  web  links,  click  and  accept,  etc.). 
Such  terms  shall  be  enforceable  only  to  the  extent  that: 

(1)  When  included  by  reference  using  electronic  means,  the  terms  are  readily  available  at 
referenced  locations;  and 

(2)  Terms  do  not  materially  change  government  obligations;  and 

(3)  Terms  do  not  increase  government  prices;  and 

(4)  Terms  do  not  decrease  overall  level  of  service;  and 

(5)  Terms  do  not  limit  any  other  Government  rights  addressed  elsewhere  in  this  contract. 

(B)  The  order  of  precedence  clause  of  this  contract  notwithstanding, any  software  license  terms 
unilaterally  revised  subsequent  to  award  that  is  inconsistent  with  any  material  term  or 
provision  of  this  contract  is  not  enforceable  against  the  Government. 

(vii)  No  automatic  renewals.  If  any  license  or  service  tied  to  periodic  payment  is  provided  under  this 
agreement  (e.g.,  annual  software  maintenance  or  annual  lease  term),  such  license  or  service 
shall  not  renew  automatically  upon  expiration  of  its  current  term  without  prior  express 
Government  approval. 

(viii)  Indemnification. An'^  clause  of  this  agreement  requiring  the  commercialsupplier or  licensorto 
defend  or  indemnify  the  end  user  is  hereby  amended  to  provide  that  the  U.S.  Department  of 
Justice  has  the  sole  right  to  represent  the  United  States  in  any  such  action,  in  accordance  with 
28  U.S.C.516. 

(ix)  Audits.  An'^  clause  of  this  agreement  permitting  the  commercial  supplier  or  licensorto  audit 
the  end  user's  compliance  with  this  agreement  is  hereby  amended  as  follows: 

(A)  Discrepanciesfound  in  an  audit  may  result  in  a  charge  by  the  commercialsupplier  or 
licensorto  the  Government.  Any  resulting  invoice  must  comply  with  the  proper  invoicing 
requirementsspecified  in  the  underlying  Government  contractor  order. 

(B)  This  charge,  if  disputed  by  the  Government,  wili  be  resolved  through  paragraph  (d)  of  this 
clause;  no  payment  obligation  shall  arise  on  the  part  of  the  Government  until  the 
conclusion  of  the  dispute  process. 

(C)  Any  audit  requested  by  the  commercial  supplier  or  licensor  will  be  performed  at  the 
commercial  supplier’s  or  licensor’s  expense,  without  reimbursementby  the  Government 
and  must  be  performed  within  the  parameters  of  the  Government’s  security  procedures. 

(D)  The  Contractor  must  notify  the  Contracting  Officer  of  any  audit  request. 

(x)  Taxes  or  surcharges.  An)/  taxes  or  surcharges  which  the  commercialsupplier  or  licensor  seeks 
to  pass  along  to  the  Government  as  end  user  will  be  governed  by  the  terms  of  the  underlying 
Government  contract  and,  in  any  event,  must  be  submitted  to  the  Contracting  Officer  for  a 
determination  of  applicability  prior  to  invoicing  unless  specifically  agreed  to  otherwise  in  the 
underlying  contract. 

(xi)  Non-assignment.Th\s  agreement  may  not  be  assigned,  nor  may  any  rights  or  obligations 
thereunder  be  delegated,  without  the  Government’s  prior  approval,  except  as  expressly 
permitted  under  paragraph  (b)  of  this  clause. 

(xii)  Confidential  information.  \t  this  agreement  includes  a  confidentiality  clause,  such  clause  is 
hereby  amended  to  state  that  neither  the  agreement  nor  the  contract  price  shall  be  deemed 
"confidential information."  Issues  regarding  release  of  "unit  pricing’’will  be  resolved 
consistent  with  the  Freedom  of  Information  Act.  Notwithstanding  anything  in  this  agreement 
to  the  contrary,the  Government  may  retain  any  confidentialinformation  as  required  by  law, 
regulation  or  its  internal  document  retention  procedures  for  legal,  regulatory  or  compliance 
purposes;  provided, however,  that  all  such  retained  confidentialinformation  will  continue  to  be 
subject  to  the  confidentiality  obligations  of  this  agreement. 

(2)  If  any  language,  provision, or  clause  of  this  agreement  conflicts  or  is  inconsistent  with  the 

preceding  paragraph  (w)(1)  of  this  clause,  the  language,  provisions,  or  clause  of  paragraph  (w)(1)  of 
this  clause  shall  prevail  to  the  extent  of  such  inconsistency. 
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(a)  The  COR(s)  are  named  on  the  award  form.  Should  a  change  to  the  COR(s)  be  necessary  in  the  future,  they  will 
be  named  on  the  modification  SF-30. 

(b)  Performance  of  work  under  this  contract  is  subject  to  the  technical  direction  of  the  COR  identified  above,  or  a 
representative  designated  in  writing.  The  term  “technical  direction”  includes,  without  limitation,  direction  to  the 
contractor  that  directs  or  redirects  the  labor  effort,  shifts  the  work  between  work  areas  or  locations,  and/or  fills  in 
details  and  otherwise  serves  to  ensure  that  tasks  outlined  in  the  work  statement  are  accomplished  satisfactorily. 

(c)  Technical  direction  must  be  within  the  scope  of  the  contract  specification(s)/work  statement.  The  COR  does  not 
have  authority  to  issue  technical  direction  that: 

(1 )  Constitutes  a  change  of  assignment  or  additional  work  outside  the  contract  specification(s)/work  statement; 

(2)  Constitutes  a  change  as  defined  in  the  clause  entitled  “Changes”; 

(3)  In  any  manner  causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for  contract 
performance; 

(4)  Changes  any  of  the  terms,  conditions,  or  specification(s)/work  statement  of  the  contract; 

(5)  Interferes  with  the  contractor's  right  to  perform  under  the  terms  and  conditions  of  the  contract;  or 

(6)  Directs,  supervises  or  otherwise  controls  the  actions  of  the  contractor's  employees. 

(d)  Technical  direction  may  be  oral  or  in  writing.  The  COR  must  confirm  oral  direction  in  writing  within  five  workdays, 
with  a  copy  to  the  Contracting  Officer. 

(e)  The  Contractor  shall  proceed  promptly  with  performance  resulting  from  the  technical  direction  issued  by  the  COR. 
If,  in  the  opinion  of  the  contractor,  any  direction  of  the  COR  or  the  designated  representative  falls  within  the 
limitations  of  (c)  above,  the  contractor  shall  immediately  notify  the  Contracting  Officer  no  later  than  the  beginning 
of  the  next  Government  work  day. 

(f)  Failure  of  the  Contractor  and  the  Contracting  Officer  to  agree  that  technical  direction  is  within  the  scope  of  the 
contract  shall  be  subject  to  the  terms  of  the  clause  entitled  “Disputes.” 

52.204-9  PERSONAL  IDENTITY  VERIFICATION  OF  CONTRACTOR  PERSONNEL  (JAN  2011) 

1052.210-70  CONTRACTOR  PUBLICITY  (APR  2015) 

The  Contractor,  or  any  entity  or  representative  acting  on  behalf  of  the  Contractor,  shall  not  refer  to  the  supplies  or 
services  furnished  pursuant  to  the  provisions  of  this  contract  in  any  news  release  or  commercial  advertising,  or  in 
connection  with  any  news  release  or  commercial  advertising,  without  first  obtaining  explicit  written  consent  to  do  so 
from  the  Contracting  Officer.  Should  any  reference  to  such  supplies  or  services  appear  in  any  news  release  or 
commercial  advertising  issued  by  or  on  behalf  of  the  Contractor  without  the  required  consent,  the  Government  shall 
consider  institution  of  all  remedies  available  under  applicable  law,  including  31  U.S.C.  333,  and  this  contract.  Further, 
any  violation  of  this  clause  may  be  considered  during  the  evaluation  of  past  performance. 

1052.228- 70  INSURANCE  (APR  2015) 

In  accordance  with  FAR  clause  52.228-5,  entitled  “Insurance — Work  on  a  Government  Installation”  [or  FAR  clause 

52.228- 7  entitled,  “Insurance — Liability  to  Third  Persons’],  insurance  of  the  following  kinds  and  minimum  amounts 
shall  be  provided  and  maintained  during  the  period  of  performance  of  this  contract: 

(a)  Worker's  compensation  and  employer's  liability.  The  Contractor  shall,  as  a  minimum,  meet  the  requirements 
specified  at  FAR  28.307-2(a). 

(b)  General  liability.  The  Contractor  shall,  at  a  minimum,  meet  the  requirements  specified  at  FAR  28.307-2(b). 

(c)  Automobile  liability.  The  Contractor  shall,  at  a  minimum,  meet  the  requirements  specified  at  FAR  28.307-2(c). 
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52.232- 18  AVAILABILITY  OF  FUNDS  (APR  1984) 

LAPSE  FUNDING 

In  the  event  of  a  lapse  funding  resulting  in  a  government  shutdown,  the  status  of  Fiscal  Year  funding  and  any  necessary 
action  required  of  the  Contractor  will  be  made  available  at  the  following  website: 

https://www.fiscal.treasury.gov/fsfaq/fs_doing_business.htm.  It  is  the  Contractor's  responsibility  to  monitor  this  website  for 
information  regarding  Fiscal  Year  funding. 

1052.232- 39  UNENFORCEABILITY  OF  UNAUTHORIZED  OBLIGATIONS.(DEVIATION  00002)( JANUARY 
2016) 

(a)  Definition.  As  used  in  this  clause- 

"Commercialsupplier  agreements"  means  terms  and  conditions  customarily  offered  to  the  public  by 
vendors  of  supplies  or  services  that  meet  the  definition  of  commercial  item  set  forth  in  FAR  2.101  and 
intended  to  create  a  binding  legal  obligation  on  the  end  user.  Commercialsupplier  agreements  (CSA)  are 
particularly  common  in  information  technology  acquisitions,  including  acquisitions  of  commercial  computer 
software  and  commercialtechnicaldata,  but  they  may  apply  to  any  supply  or  service.  The  term  applies- 

(1)  Regardless  of  the  format  or  style  of  the  document.  For  example,  a  CSA  may  be  styled  as  standard 
terms  of  sale  or  lease.  Terms  of  Service  (TOS),End  User  License  Agreement  (EULA),  or  another 
similar  legal  instrument  or  agreement,  and  may  be  presented  as  part  of  an  offer  or  quotation 
responding  to  a  solicitation; 

(2)  Regardless  of  the  media  or  delivery  mechanism  used.  For  example,  a  CSA  may  be  presented  as 
one  or  more  paper  documents  or  may  appear  on  a  computer  or  other  electronic  device  screen 
during  a  purchase,  software  installation, other  product  delivery,  registration  for  a  service,  or  another 
transaction. 

(b)  Except  as  stated  in  paragraph  (c)  of  this  clause,  when  any  supply  or  service  acquired  under  this  contract  is 
subject  to  any  CSA,  that  includes  any  language,  provision,  or  clause  requiring  the  Government  to  indemnify  the 
Contractor  or  any  person  or  entity  for  damages,  costs,  fees,  or  any  other  loss  or  liability  that  would  create  an  Anti- 
Deficiency  Act  violation  (31  U.S.C.  1341),  the  following  shall  govern: 

(1)  Any  such  language,  provision,  or  clause  is  unenforceable  against  the  Government. 

(2)  Neither  the  Government  nor  any  Government  authorized  end  user  shall  be  deemed  to  have  agreed  to 
such  clause  by  virtue  of  it  appearing  in  the  CSA.  If  the  CSA  is  invoked  through  an  "I  agree"  click  box  or 
other  comparable  mechanism  (e.g.,  "click-wrap"  or  "browse-wrap"  agreements),  execution  does  not  bind 
the  Government  or  any  Government  authorized  end  user  to  such  clause. 

(3)  Any  such  language,  provision,  or  clause  is  deemed  to  be  stricken  from  the  CSA. 

(c)  Paragraph  (b)  of  this  clause  does  not  apply  to  indemnification  by  the  Government  that  is  expressly  authorized  by 
statute  and  specifically  authorized  under  applicable  agency  regulations  and  procedures. 

52.232- 40  PROVIDING  ACCELERATED  PAYMENTS  TO  SMALL  BUSINESS  SUBCONTRACTORS  (DEC  2013) 

(a)  Upon  receipt  of  accelerated  payments  from  the  Government,  the  Contractor  shall  make  accelerated  payments  to 
its  small  business  subcontractors  under  this  contract,  to  the  maximum  extent  practicable  and  prior  to  when  such 
payment  is  otherwise  required  under  the  applicable  contract  or  subcontract,  after  receipt  of  a  proper  invoice  and 
all  other  required  documentation  from  the  small  business  subcontractor. 

(b)  The  acceleration  of  payments  under  this  clause  does  not  provide  any  new  rights  under  the  Prompt  Payment  Act. 

(c)  Include  the  substance  of  this  clause,  including  this  paragraph  (c),  in  all  subcontracts  with  small  business 
concerns,  including  subcontracts  with  small  business  concerns  for  the  acquisition  of  commercial  items. 

1052.232- 7003  ELECTRONIC  SUBMISSION  OF  PAYMENT  REQUESTS  (APR  2015) 

(a)  Definitions.  As  used  in  this  clause — 
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(1 )  “Payment  request”  means  a  bill,  voucher,  invoice,  or  request  for  contract  financing  payment  with  associated 
supporting  documentation.  The  payment  request  must  compiy  with  the  requirements  identified  in  FAR 
32.905(b),  "Content  of  invoices"  and  the  applicable  Payment  clause  included  in  this  contract. 

(b)  Except  as  provided  in  paragraph  (c)  of  this  clause,  the  Contractor  shall  submit  payment  requests  eiectronically 
using  the  invoice  Processing  Platform  (IPP).  Information  regarding  iPP,  including  iPP  Customer  Support  is 
availabie  at  www.ipp.gov  or  any  successor  site. 

(c)  The  Contractor  may  submit  payment  requests  using  other  than  iPP  only  when  the  Contracting  Officer  authorizes 
alternate  procedures  in  writing  in  accordance  with  Treasury  procedures. 

(d)  if  alternate  payment  procedures  are  authorized,  the  Contractor  shail  include  a  copy  of  the  Contracting  Officer’s 
written  authorization  with  each  payment  request. 

PAYMENT  AND  INVOICE  QUESTIONS  (IPP) 

For  payment  and  invoice  questions,  go  to  https://arc.publicdebt.treas.qov/ipp/fsipparq.htm  or  contact  Accounts 
Payable  at  (304)  480-8000  option  7  or  via  email  at  AccountsPavable@fiscal.treasurv.qov. 

OVERPAYMENTS 

in  accordance  with  52.212-4  section  (i)  5  Overpayments:  Accounts  Receivabie  Conversion  of  Check  Payments  to 
eiectronic  funds  transfer  (EFT):  if  the  Contractor  sends  the  Government  a  check  to  remedy  duplicate  contract 
financing  or  an  overpayment  by  the  government,  it  wiii  be  converted  into  an  EFT.  This  means  the  Government  will 
copy  the  check  and  use  the  account  information  on  it  to  eiectronically  debit  the  Contractor's  account  for  the  amount  of 
the  check.  The  debit  from  the  Contractor's  account  will  usually  occur  within  24  hours  and  will  be  shown  on  the  regular 
account  statement. 

The  Contractor  will  not  receive  the  original  check  back.  The  Government  shall  destroy  the  Contractor's  original  check, 
but  will  keep  a  copy  of  it.  if  the  EFT  cannot  be  processed  for  technicai  reasons,  the  Contractor  authorizes  the 
Government  to  process  the  copy  in  piace  of  the  original  check. 

MARKING  OF  SHIPMENTS 

The  Contractor  shall  ensure  the  contract  number  is  clearly  visible  on  all  shipping/service  documents,  containers,  and 
invoices. 

52.225-9  -  BUY  AMERICAN-CONSTRUCTION  MATERIALS  (MAY  2014) 

(a)  Definitions.  As  used  in  this  clause- 
“Commercially  available  off-the-shelf  (COTS)  item” — 

(1)  Means  any  item  of  supply  (including  construction  material)  that  is — 

(1)  A  commercial  item  (as  defined  in  paragraph  (1)  of  the  definition  at  FAR  2.101); 

(ii)  Sold  in  substantial  quantities  in  the  commerciai  marketplace;  and 

(iii)  Offered  to  the  Government,  under  a  contract  or  subcontract  at  any  tier,  without  modification,  in  the  same  form  in 
which  it  is  soid  in  the  commercial  marketplace;  and 

(2)  Does  not  include  bulk  cargo,  as  defined  in  46  U.S.C.  40102(4),  such  as  agricuitural  products  and  petroleum 
products. 

“Component”  means  an  article,  material,  or  supply  incorporated  directly  into  a  construction  material. 

“Construction  material”  means  an  article,  material,  or  supply  brought  to  the  construction  site  by  the  Contractor  or  a 
subcontractor  for  incorporation  into  the  building  or  work.  The  term  also  includes  an  item  brought  to  the  site 
preassembled  from  articles,  materials,  or  supplies.  Flowever,  emergency  life  safety  systems,  such  as  emergency 
lighting,  fire  alarm,  and  audio  evacuation  systems,  that  are  discrete  systems  incorporated  into  a  public  building  or 
work  and  that  are  produced  as  complete  systems,  are  evaluated  as  a  single  and  distinct  construction  materiai 
regardiess  of  when  or  how  the  individual  parts  or  components  of  those  systems  are  delivered  to  the  construction 
site.  Materials  purchased  directly  by  the  Government  are  supplies,  not  construction  materiai. 

“Cost  of  components”  means- 
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(1)  For  components  purchased  by  the  Contractor,  the  acquisition  cost,  including  transportation  costs  to  the  place  of 
incorporation  into  the  construction  materiai  (whether  or  not  such  costs  are  paid  to  a  domestic  firm),  and  any 
applicable  duty  (whether  or  not  a  duty-free  entry  certificate  is  issued);  or 

(2)  For  components  manufactured  by  the  Contractor,  ail  costs  associated  with  the  manufacture  of  the  component, 
including  transportation  costs  as  described  in  paragraph  (1)  of  this  definition,  pius  allocable  overhead  costs,  but 
excluding  profit.  Cost  of  components  does  not  include  any  costs  associated  with  the  manufacture  of  the 
construction  materiai. 

“Domestic  construction  material”  means — 

(1)  An  unmanufactured  construction  material  mined  or  produced  in  the  United  States; 

(2)  A  construction  materiai  manufactured  in  the  United  States,  if — 

(i)  The  cost  of  its  components  mined,  produced,  or  manufactured  in  the  United  States  exceeds  50  percent  of  the 
cost  of  ali  its  components.  Components  of  foreign  origin  of  the  same  class  or  kind  for  which  nonavailability 
determinations  have  been  made  are  treated  as  domestic;  or 

(ii)  The  construction  material  is  a  COTS  item. 

“Foreign  construction  material”  means  a  construction  materiai  other  than  a  domestic  construction  materiai. 

“United  States”  means  the  50  States,  the  District  of  Columbia,  and  outiying  areas. 

(b)  Domestic  preference. 

(1)  This  clause  implements  the  41  U.S.C.  chapter  83,  Buy  American,  by  providing  a  preference  for  domestic 
construction  materiai.  In  accordance  with  41  U.S.C.  1907,  the  component  test  of  the  Buy  American  statute  is 
waived  for  construction  material  that  is  a  COTS  item.  (See  FAR  12.505(a)(2)).  The  Contractor  shall  use  only 
domestic  construction  material  in  performing  this  contract,  except  as  provided  in  paragraphs  (b)(2)  and  (b)(3)  of  this 
clause. 

(2)  This  requirement  does  not  apply  to  information  technology  that  is  a  commercial  item  or  to  the  construction 

materials  or  components  listed  by  the  Government  as  follows: _ [Contracting  Officer  to  iist  appiicabie 

excepted  materiai s  or  indicate  “none’] 

(3)  The  Contracting  Officer  may  add  other  foreign  construction  material  to  the  list  in  paragraph  (b)(2)  of  this  clause 
if  the  Government  determines  that 

(i)  The  cost  of  domestic  construction  materiai  wouid  be  unreasonabie.  The  cost  of  a  particular  domestic 
construction  materiai  subject  to  the  requirements  of  the  Buy  American  statute  is  unreasonabie  when  the  cost  of 
such  materiai  exceeds  the  cost  of  foreign  materiai  by  more  than  6  percent; 

(ii)  The  appiication  of  the  restriction  of  the  Buy  American  statute  to  a  particular  construction  material  would  be 
impracticable  or  inconsistent  with  the  public  interest;  or 

(iii)  The  construction  material  is  not  mined,  produced,  or  manufactured  in  the  United  States  in  sufficient  and 
reasonably  available  commercial  quantities  of  a  satisfactory  quality. 

(c)  Request  for  determination  of  inappiicabiiity  of  the  Buy  American  statute. 

(1) 

(i)  Any  Contractor  request  to  use  foreign  construction  material  in  accordance  with  paragraph  (b)(3)  of  this  clause 
shall  include  adequate  information  for  Government  evaluation  of  the  request,  including- 

(A)  A  description  of  the  foreign  and  domestic  construction  materials; 

(B)  Unit  of  measure; 

(C)  Quantity; 

(D)  Price; 

(E)  Time  of  deiivery  or  availabiiity; 

(F)  Location  of  the  construction  project; 

(G)  Name  and  address  of  the  proposed  supplier;  and 

(H)  A  detailed  justification  of  the  reason  for  use  of  foreign  construction  materials  cited  in  accordance  with  paragraph 
(b)(3)  of  this  clause. 

(ii)  A  request  based  on  unreasonable  cost  shall  include  a  reasonable  survey  of  the  market  and  a  completed  price 
comparison  tabie  in  the  format  in  paragraph  (d)  of  this  clause. 

(iii)  The  price  of  construction  materiai  shall  include  all  delivery  costs  to  the  construction  site  and  any  applicable  duty 
(whether  or  not  a  duty-free  certificate  may  be  issued). 


IAF-18-0224-A-000117 

203431 18P00001 


11 


(iv)  Any  Contractor  request  for  a  determination  submitted  after  contract  award  shall  explain  why  the  Contractor 
could  not  reasonably  foresee  the  need  for  such  determination  and  could  not  have  requested  the  determination 
before  contract  award,  if  the  Contractor  does  not  submit  a  satisfactory  explanation,  the  Contracting  Officer  need  not 
make  a  determination. 

(2)  If  the  Government  determines  after  contract  award  that  an  exception  to  the  Buy  American  statute  applies  and 
the  Contracting  Officer  and  the  Contractor  negotiate  adequate  consideration,  the  Contracting  Officer  will  modify  the 
contract  to  allow  use  of  the  foreign  construction  material.  However,  when  the  basis  for  the  exception  is  the 
unreasonable  price  of  a  domestic  construction  material,  adequate  consideration  is  not  less  than  the  differential 
established  in  paragraph  (b)(3)(i)  of  this  clause. 

(3)  Unless  the  Government  determines  that  an  exception  to  the  Buy  American  statute  applies,  use  of  foreign 
construction  materiai  is  noncompliant  with  the  Buy  American  statute. 

(d)  Data.  To  permit  evaiuation  of  requests  under  paragraph  (c)  of  this  clause  based  on  unreasonable  cost,  the 
Contractor  shall  include  the  following  information  and  any  applicable  supporting  data  based  on  the  survey  of 
suppliers: 

52.236- 5  ~  MATERIAL  AND  WORKMANSHIP  (APR  1984) 

52.242- 14  -  SUSPENSION  OF  WORK  (APR  1984) 

52.243- 5  -  CHANGES  AND  CHANGED  CONDITIONS  (APR  1984) 

52.236- 7  -  PERMITS  AND  RESPONSIBILITIES  (NOV  1991) 

52.236- 19  -  ORGANIZATION  AND  DIRECTION  OF  THE  WORK  (APR  1984) 

52.244- 6  -  SUBCONTRACTS  FOR  COMMERCIAL  ITEMS  (JAN  2017) 

52.212-5  CONTRACT  TERMS  AND  CONDITIONS  REQUIRED  TO  IMPLEMENT  STATUTES  OR  EXECUTIVE 
ORDERS  -  COMMERCIAL  ITEMS  (Deviation  2017-00001)  (JULY  2017) 

(a)  The  Contractor  shall  comply  with  the  foilowing  Federai  Acquisition  Regulation  (FAR)  clauses,  which  are 
incorporated  in  this  contract  by  reference,  to  implement  provisions  of  iaw  or  Executive  orders  applicabie  to 
acquisitions  of  commerciai  items: 

(1)  52.203-19,  Prohibition  on  Requiring  Certain  Internal  Confidentiality  Agreements  or  Statements  (Jan  201 7) 
(section  743  of  Division  E,  Titie  Vil,  of  the  Consolidated  and  Further  Continuing  Appropriations  Act,  2015 
(Pub.  L.  1 1 3-235)  and  its  successor  provisions  in  subsequent  appropriations  acts  (and  as  extended  in 
continuing  resolutions)). 

(2)  52.209-10.  Prohibition  on  Contracting  with  Inverted  Domestic  Corporations  (Nov  2015). 

(3)  52.233-3,  Protest  After  Award  (Aug  1 996)  (31  U.S.C.  3553). 

(4)  52.233-4,  Applicabie  Law  for  Breach  of  Contract  Ciaim  (OcT2004)(Public  Laws  108-77  and  108-78  (19 
U.S.C.  3805  note)). 

(b)  The  Contractor  shali  compiy  with  the  FAR  clauses  in  this  paragraph  (b)  that  the  Contracting  Officer  has  indicated 
as  being  incorporated  in  this  contract  by  reference  to  implement  provisions  of  iaw  or  Executive  orders  applicabie 
to  acquisitions  of  commercial  items: 

_ (1)  52.203-6.  Restrictions  on  Subcontractor  Saies  to  the  Government  (Sept  2006),  with  Aiternate  I  (Oct  1995) 

(41  U.S.C.  4704  and  10  U.S.C.  2402). 

_ (2)  52.203-13,  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C.  3509)). 

_ (3)  52.203-15,  Whistieblower  Protections  under  the  American  Recovery  and  Reinvestment  Act  of  2009  (June 

2010)  (Section  1553  of  Pub.  L.  111-5).  (Applies  to  contracts  funded  by  the  American  Recovery  and 
Reinvestment  Act  of  2009.) 
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_  (4)  52.203-17,  Contractor  Employee  Whistleblower  Rights  and  Requirement  To  Inform  Employees  of 
Whistleblower  Rights  (April  2014)  (41  U.S.C.  4712)  relating  to  whistleblower  protections). 

.X_  (5)  52.204-10.  Reporting  Executive  Compensation  and  First-Tier  Subcontract  Awards  (Oct  2016)  (Pub.  L. 

109-  282)  (31  U.S.C.  6101  note). 

_  (6)  [Reserved]. 

_  (7)  52.204-14,  Service  Contract  Reporting  Requirements  (Oct  2016)  (Pub.  L.  111-117,  section  743  of  Div.  C). 
_(8)  52.204-15,  Service  Contract  Reporting  Requirements  for  Indefinite-Delivery  Contracts  (Oct  2016)  (Pub.  L. 
111-117,  section  743  of  Div.  C). 

.X_  (9)  52.209-6,  Protecting  the  Government’s  Interest  When  Subcontracting  with  Contractors  Debarred, 
Suspended,  or  Proposed  for  Debarment.  (Oct  2015)  (31  U.S.C.  6101  note). 

_  (10)  52.209-9.  Updates  of  Publicly  Available  Information  Regarding  Responsibility  Matters  (Jul  2013)  (41 
U.S.C.  2313). 

_  (11)  [Reserved]. 

_  (12)(i)  52.219-3.  Notice  of  HUBZone  Set-Aside  or  Sole-Source  Award  (Nov  201 1 )  (15  U.S.C.  657a). 

_  (ii)  Alternate  I  (Nov  201 1 )  of  52.219-3. 

_  (13)(i)  52.219-4,  Notice  of  Price  Evaluation  Preference  for  HUBZone  Small  Business  Concerns  (Oct  2014)  (if 
the  offeror  elects  to  waive  the  preference,  it  shall  so  indicate  in  its  offer)  (15  U.S.C.  657a). 

_  (ii)  Alternate  I  (Jan  201 1 )  of  52.219-4. 

_  (14)  [Reserved] 

_  (1 5)(i)  52.219-6,  Notice  of  Total  Small  Business  Set-Aside  (Nov  201 1 )  (15  U.S.C.  644). 

_  (ii)  Alternate  I  (Nov  201 1 ). 

_  (iii)  Alternate  II  (Nov  201 1 ). 

_  (16)(i)  52.219-7,  Notice  of  Partial  Small  Business  Set-Aside  (June  2003)  (15  U.S.C.  644). 

_  (ii)  Alternate  I  (Oct  1 995)  of  52.219-7. 

_  (iii)  Alternate  II  (Mar  2004)  of  52.219-7. 

_(17)  52.219-8,  Utilization  of  Small  Business  Concerns  (Nov  2016)  (15  U.S.C.  637(d)(2)  and  (3)). 

_(18)(i)  52.219-9.  Small  Business  Subcontracting  Plan  (Jan  2017)  (15  U.S.C.  637(d)(4)). 

_(ii)  Alternate  I  (Nov  2016)  of  52.219-9. 

_  (iii)  Alternate  II  (Nov  2016)  of  52.219-9. 

_(iv)  Alternate  III  (Nov  2016)  of  52.219-9. 

_  (v)  Alternate  IV  (Nov  2016)  of  52.219-9. 

_  (1 9)  52.219-13.  Notice  of  Set-Aside  of  Orders  (Nov  201 1 )  (15  U.S.C.  644(r)). 

_(20)  52.219-14,  Limitations  on  Subcontracting  (Jan  2017)  (15  U.S.C.  637(a)(14)). 

_  (21)  52.219-16,  Liquidated  Damages — Subcon-tracting  Plan  (Jan  1999)  (15  U.S.C.  637(d)(4)(F)(i)). 

_  (22)  52.219-27.  Notice  of  Service-Disabled  Veteran-Owned  Small  Business  Set-Aside  (Nov  2011)  (15  U.S.C. 
657  f). 

.X_  (23)  52.219-28,  Post  Award  Small  Business  Program  Rerepresentation  (Jul  2013)  (15  U.S.C.  632(a)(2)). 

_  (24)  52.219-29,  Notice  of  Set-Aside  for,  or  Sole  Source  Award  to.  Economically  Disadvantaged  Women- 
Owned  Small  Business  Concerns  (Dec  2015)  (15  U.S.C.  637(m)). 

_  (25)  52.219-30.  Notice  of  Set-Aside  for,  or  Sole  Source  Award  to,  Women-Owned  Small  Business  Concerns 
Eligible  Under  the  Women-Owned  Small  Business  Program  (Dec  2015)  (15  U.S.C.  637(m)). 

X_  (26)  52.222-3,  Convict  Labor  (June  2003)  (E.O.  1 1 755). 

.X_  (27)  52.222-19.  Child  Labor — Cooperation  with  Authorities  and  Remedies  (Oct  2016)  (E.O.  13126). 

.X_  (28)  52.222-21,  Prohibition  of  Segregated  Facilities  (Apr  2015). 

X_  (29)  52.222-26.  Equal  Opportunity  (Sept  2016)  (E.O.  11246). 

_  (30)  52.222-35,  Equal  Opportunity  for  Veterans  (Oct  2015)(38  U.S.C.  4212). 

X_  (31)  52.222-36,  Equal  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

_  (32)  52.222-37.  Employment  Reports  on  Veterans  (Feb  2016)  (38  U.S.C.  4212). 

_(33)  52.222-40,  Notification  of  Employee  Rights  Under  the  National  Labor  Relations  Act  (Dec  2010)  (E.O. 
13496). 

X_  (34)(i)  52.222-50,  Combating  Trafficking  in  Persons  (Mar  2015)  (22  U.S.C.  chapter  78  and  E.O.  13627). 

_  (ii)  Alternate  I  (Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.O.  13627). 


IAF-18-0224-A-000119 

203431 18P00001 


13 


_  (35)  52.222-54,  Employment  Eligibility  Verification  (Oct  201 5).  (Executive  Order  12989).  (Not  applicable  to  the 
acquisition  of  commercially  available  off-the-shelf  items  or  certain  other  types  of  commercial  items  as 
prescribed  in  22.1803.) 

_  (36)  52.222-59,  Compliance  with  Labor  Laws  (Executive  Order  13673)  (Oct  2016).  (Applies  at  $50  million  for 
solicitations  and  resultant  contracts  issued  from  October  25,  2016  through  April  24,  2017;  applies  at  $500,000 
for  solicitations  and  resultant  contracts  issued  after  April  24,  2017). 

Note  to  paragraph  (b)(35):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined  indefinitely 
as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective  immediately  if  the  court  terminates 
the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will  publish  a  document  in  the  Federal  Register  advising  the 
public  of  the  termination  of  the  injunction. 

_  (37)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

_  (38)(i)  52.223-9,  Estimate  of  Percentage  of  Recovered  Material  Content  for  EPA-Designated  Items  (May 
2008)  (42  U.S.C.  6962(c)(3)(A)(ii)).  (Not  applicable  to  the  acquisition  of  commercially  available  off-the-shelf 
items.) 

_  (ii)  Alternate  I  (May  2008)  of  52.223-9  (42  U.S.C.  6962(i)(2)(C)).  (Not  applicable  to  the  acquisition  of 
commercially  available  off-the-shelf  items.) 

_  (39)  52.223-11,  Ozone-Depleting  Substances  and  High  Global  Warming  Potential  Hydrofluorocarbons  (Jun 
2016)  (E.O.  13693). 

_  (40)  52.223-12,  Maintenance,  Service,  Repair,  or  Disposal  of  Refrigeration  Equipment  and  Air  Conditioners 
(Jun  2016)  (E.O.  13693). 

(41)(i)  52.223-13,  Acquisition  of  EPEATO-Registered  Imaging  Equipment  (Jun  2014)  (E.O.s  13423  and 
13514). 

_  (ii)  Alternate  I  (Oct  2015)  of  52.223-13. 

_  (42)(i)  52.223-14.  Acquisition  of  EPEAT®-Registered  Televisions  (Jun  2014)  (E.O.s  13423  and  13514). 

_  (ii)  Alternate  I  (Jun  2014)  of  52.223-14. 

_(43)  52.223-15,  Energy  Efficiency  in  Energy-Consuming  Products  (Dec  2007)  (42  U.S.C.  8259b). 

_(44)(i)  52.223-16.  Acquisition  of  EPEAT®-Registered  Personal  Computer  Products  (Oct  201 5)  (E.O.s  13423 
and  13514). 

_  (ii)  Alternate  I  (Jun  2014)  of  52.223-16. 

X_  (45)  52.223-18,  Encouraging  Contractor  Policies  to  Ban  Text  Messaging  While  Driving  (Aug  201 1 )  (E.O. 
13513). 

_  (46)  52.223-20.  Aerosols  (Jun  2016)  (E.O.  13693). 

(47) 52.223-21.  Foams  (Jun  2016)  (E.O.  13693). 

(48) (i)  52.224-3,  Privacy  Training  (JAN  2017)  (5  U.S.C.  552a). 

_  (ii)  Alternate  I  (JAN  2017)  of  52.224-3. 

X_  (49)  52.225-1,  Buy  American — Supplies  (May  2014)  (41  U.S.C.  chapter  83). 

X_  (50)(i)  52.225-3,  Buy  American — Free  Trade  Agreements — Israeli  Trade  Act  (May  2014)  (41  U.S.C.  chapter 
83,  19  U.S.C.  3301  note,  19  U.S.C.  2112  note,  19  U.S.C.  3805  note,  19  U.S.C.  4001  note.  Pub.  L.  103-182, 
108-77,  108-78,  108-286,  108-302,  109-53,  109-169,  109-283,  110-138,  112-41,  112-42,  and  112-43. 

X_  (ii)  Alternate  I  (May  2014)  of  52.225-3. 

_  (iii)  Alternate  II  (May  2014)  of  52.225-3. 

_  (iv)  Alternate  III  (May  2014)  of  52.225-3. 

(51)52.225-5.  Trade  Agreements  (Oct  2016)  (19  U.S.C.  2501.  et  seq.,  19  U.S.C.  3301  note). 

X_  (52)  52.225-13,  Restrictions  on  Certain  Foreign  Purchases  (June  2008)  (E.O.’s,  proclamations,  and  statutes 
administered  by  the  Office  of  Foreign  Assets  Control  of  the  Department  of  the  T reasury). 

_  (53)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct  2016) 
(Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year  2008;  10  U.S.C.  2302 
Note). 

_  (54)  52.226-4,  Notice  of  Disaster  or  Emergency  Area  Set-Aside  (Nov  2007)  (42  U.S.C.  5150). 

_  (55)  52.226-5,  Restrictions  on  Subcontracting  Outside  Disaster  or  Emergency  Area  (Nov  2007)  (42  U.S.C. 
5150). 
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_ (56)  52.232-29,  Terms  for  Financing  of  Purchases  of  Commercial  Items  (Feb  2002)  (41  U.S.C.  4505,  10 

U.S.C.  2307(f)). 

_ (57)  52.232-30.  Installment  Payments  for  Commercial  Items  (Jan  2017)  (41  U.S.C.  4505.  10  U.S.C.  2307(f)). 

_X_  (58)  52.232-33.  Payment  by  Electronic  Funds  Transfer — System  for  Award  Management  (Jul  2013)  (31 
U.S.C.  3332). 

_ (59)  52.232-34.  Payment  by  Electronic  Funds  T ransfer — Other  than  System  for  Award  Management  (Jul  2013) 

(31  U.S.C.  3332). 

_  (60)  52.232-36.  Payment  by  Third  Party  (May  2014)  (31  U.S.C.  3332). 

_ (61)  52.239-1.  Privacy  or  Security  Safeguards  (Aug  1996)  (5  U.S.C.  552a). 

_ (62)  52.242-5,  Payments  to  Small  Business  Subcontractors  (Jan  2017)(15  U.S.C.  637(d)(12)). 

_ (63)(i)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46  U.S.C.  Appx. 

1241(b)  and  10  U.S.C.  2631). 

_  (ii)  Alternate  I  (Apr  2003)  of  52.247-64. 

(c)  The  Contractor  shall  comply  with  the  FAR  clauses  in  this  paragraph  (c),  applicable  to  commercial  services,  that 
the  Contracting  Officer  has  indicated  as  being  incorporated  in  this  contract  by  reference  to  implement  provisions 
of  law  or  Executive  orders  applicable  to  acquisitions  of  commercial  items: 

_ (1)  52.222-17.  Nondisplacement  of  Qualified  Workers  (May  2014)(E.O.  13495). 

_ (2)  52.222-41.  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

_X_  (3)  52.222-42.  Statement  of  Equivalent  Rates  for  Federal  Hires  (May  2014)  (29  U.S.C.  206  and  41  U.S.C. 
chapter  67). 

Employee  Class  Monetary  Wage  +  Health  &  Welfare 

11210  -  Laborer  $14.98  +  $4.41  per  hour 

_ (4)  52.222-43.  Fair  Labor  Standards  Act  and  Service  Contract  Labor  Standards-Price  Adjustment  (Multiple 

Year  and  Option  Contracts)  (May  2014)  (29  U.S.C.  206  and  41  U.S.C.  chapter  67). 

_ (5)  52.222-44.  Fair  Labor  Standards  Act  and  Service  Contract  Labor  Standards — Price  Adjustment  (May  2014) 

(29  U.S.C.  206  and  41  U.S.C.  chapter  67). 

_ (6)  52.222-51.  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for 

Maintenance,  Calibration,  or  Repair  of  Certain  Equipment — Requirements  (May  2014)  (41  U.S.C.  chapter 
67). 

_ (7)  52.222-53.  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for  Certain 

Services — Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

_ (8)  52.222-55.  Minimum  Wages  Under  Executive  Order  1 3658  (Dec  2015). 

_(9)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (JAN  2017)  (E.O.  13706). 

_ (10)  52.226-6.  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations  (May  2014)  (42  U.S.C.  1792). 

_ (11)  52.237-11.  Accepting  and  Dispensing  of  $1  Coin  (Sept  2008)  (31  U.S.C.  5112(p)(1)). 

(d)  Comptroller  General  Examination  of  Record.  The  Contractor  shall  comply  with  the  provisions  of  this  paragraph  (d) 

if  this  contract  was  awarded  using  other  than  sealed  bid,  is  in  excess  of  the  simplified  acquisition  threshold,  and 
does  not  contain  the  clause  at  52.215-2.  Audit  and  Records — Negotiation. 

(1 )  The  Comptroller  General  of  the  United  States,  or  an  authorized  representative  of  the  Comptroller  General, 
shall  have  access  to  and  right  to  examine  any  of  the  Contractor’s  directly  pertinent  records  involving 
transactions  related  to  this  contract. 

(2)  The  Contractor  shall  make  available  at  its  offices  at  all  reasonable  times  the  records,  materials,  and  other 
evidence  for  examination,  audit,  or  reproduction,  until  3  years  after  final  payment  under  this  contract  or  for 
any  shorter  period  specified  in  FAR  subpart  4.7.  Contractor  Records  Retention,  of  the  other  clauses  of  this 
contract.  If  this  contract  is  completely  or  partially  terminated,  the  records  relating  to  the  work  terminated  shall 
be  made  available  for  3  years  after  any  resulting  final  termination  settlement.  Records  relating  to  appeals 
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under  the  disputes  clause  or  to  litigation  or  the  settiement  of  claims  arising  under  or  relating  to  this  contract 
shall  be  made  available  until  such  appeals,  litigation,  or  claims  are  finally  resolved. 

(3)  As  used  in  this  clause,  records  include  books,  documents,  accounting  procedures  and  practices,  and  other 
data,  regardless  of  type  and  regardless  of  form.  This  does  not  require  the  Contractor  to  create  or  maintain 
any  record  that  the  Contractor  does  not  maintain  in  the  ordinary  course  of  business  or  pursuant  to  a  provision 
of  law. 

(e)  (1)  Notwithstanding  the  requirements  of  the  clauses  in  paragraphs  (a),  (b),  (c),  and  (d)  of  this  clause,  the 

Contractor  is  not  required  to  flow  down  any  FAR  clause,  other  than  those  in  this  paragraph  (e)(1)  in  a  subcontract 
for  commercial  items.  Unless  otherwise  indicated  below,  the  extent  of  the  flow  down  shall  be  as  required  by  the 
clause — 

(i)  52.203-13,  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C.  3509). 

(ii)  52.203-19.  Prohibition  on  Requiring  Certain  Internal  Confidentiality  Agreements  or  Statements  (Jan  2017) 

(section  743  of  Division  E,  Title  VII,  of  the  Consolidated  and  Further  Continuing  Appropriations  Act,  2015 
(Pub.  L.  113-235)  and  its  successor  provisions  in  subsequent  appropriations  acts  (and  as  extended  in 
continuing  resolutions)). 

(iii)  52.219-8,  Utilization  of  Small  Business  Concerns  (Nov  2016)  (15  U.S.C.  637(d)(2)  and  (3)),  in  all 
subcontracts  that  offer  further  subcontracting  opportunities.  If  the  subcontract  (except  subcontracts  to 
small  business  concerns)  exceeds  $700,000  ($1 .5  million  for  construction  of  any  public  facility),  the 
subcontractor  must  include  52.219-8  in  lower  tier  subcontracts  that  offer  subcontracting  opportunities. 

(iv)  52.222-17,  Nondisplacement  of  Qualified  Workers  (May  2014)  (E.O.  13495).  Flow  down  required  in 
accordance  with  paragraph  (I)  of  FAR  clause  52.222-17. 

(v)  52.222-21.  Prohibition  of  Segregated  Facilities  (Apr  2015) 

(Vi)  52.222-26,  Equai  Opportunity  (Sept  2016)  (E.O.  11246). 

(vii)  52.222-35,  Equal  Opportunity  for  Veterans  (Oct  2015)  (38  U.S.C.  4212). 

(viii)  52.222-36.  Equal  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

(ix)  52.222-37,  Employment  Reports  on  Veterans  (Feb  2016)  (38  U.S.C.  4212) 

(x)  52.222-40,  Notification  of  Employee  Rights  Under  the  National  Labor  Relations  Act  (Dec  2010)  (E.O. 

13496).  Fiow  down  required  in  accordance  with  paragraph  (f)  of  FAR  clause  52.222-40. 

(xi)  52.222-41,  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

(xii) 

52.222-50,  Combating  Trafficking  in  Persons  (Mar  201 5)  (22  U.S.C.  chapter  78  and  E.O  13627).  Aiternate  I 
(Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.O  13627). 

(xiii)  52.222-51,  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for 

Maintenance,  Calibration,  or  Repair  of  Certain  Equipment-Requirements  (May  2014)  (41  U.S.C.  chapter 
6Z). 

(xiv)  52.222-53,  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for  Certain 
Services-Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

(xv)  52.222-54,  Employment  Eligibility  Verification  (Oct  2015)  (E.O.  12989). 

(xvi)  52.222-55,  Minimum  Wages  Under  Executive  Order  13658  (Dec  2015). 

(xvii)  52.222-59.  Compliance  with  Labor  Laws  (Executive  Order  13673)  (Oct  2016)  (Applies  at  $50  million  for 
solicitations  and  resultant  contracts  issued  from  October  25,  2016  through  April  24,  2017;  applies  at 
$500,000  for  solicitations  and  resultant  contracts  issued  after  April  24,  2017). 

Note  to  paragraph  (e)(1)(xvii):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective  immediately  if  the 
court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will  publish  a  document  in  the  Federal 
Register  advising  the  public  of  the  termination  of  the  injunction. 

(xviii)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (Oct  2016)). 

(xix)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  2017)  (E.O.  13706). 

(xx) (A)  52.224-3,  Privacy  Training  (Jan  2017)  (5  U.S.C.  552a). 

(B)  Alternate  I  (Jan  2017)  of  52.224-3. 
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(xxi)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct  2016) 
(Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year  2008:  10  U.S.C. 
2302  Note). 

(xxii)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations  (May  2014)  (42  U.S.C.  1792). 

Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(xxiii)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46  U.S.C.  Appx. 
1241(b)  and  10  U.S.C.  2631 ).  Flow  down  required  in  accordance  with  paragraph  (d)  of  FAR  clause 
52.247-64. 

(2)  While  not  required,  the  Contractor  may  include  in  its  subcontracts  for  commercial  items  a  minimal  number  of 
additional  clauses  necessary  to  satisfy  its  contractual  obligations. 

(d)  (1)  The  Comptrolier  General  of  the  United  States,  an  appropriate  inspector  Generai  appointed  under  section  3 
or  8G  of  the  inspector  Generai  Act  of  1978  (5  U.S.C.  Add.),  or  an  authorized  representative  of  either  of  the 
foregoing  officiais  shall  have  access  to  and  right  to — 

(i)  Examine  any  of  the  Contractor’s  or  any  subcontractors’  records  that  pertain  to,  and  involve 
transactions  reiating  to,  this  contract;  and 

(ii)  Interview  any  officer  or  employee  regarding  such  transactions. 

(e)  (1)  Notwithstanding  the  requirements  of  the  clauses  in  paragraphs  (a),  (b),  and  (c),  of  this  clause,  the 
Contractor  is  not  required  to  flow  down  any  FAR  clause  in  a  subcontract  for  commercial  items,  other  than — 

(i)  Paragraph  (d)  of  this  clause.  This  paragraph  flows  down  to  all  subcontracts,  except  the  authority  of  the 
Inspector  General  under  paragraph  (d)(1)(ii)  does  not  flow  down;  and 

(ii)  Those  clauses  listed  in  this  paragraph  (e)(1).  Unless  otherwise  indicated  below,  the  extent  of  the  flow 
down  shall  be  as  required  by  the  clause — 

(A)  52.203-13.  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C. 3509). 

(B)  52.203-15,  Whistieblower  Protections  Under  the  American  Recovery  and  Reinvestment  Act  of 
2009  (Jun2010)  (Section  1553  of  Pub.  L.  111-5). 

(C)  52.219-8,  Utilization  of  Smali  Business  Concerns  (Nov  2016)  (15  U.S.C.637(d)(2)  and  (3)).  in 
all  subcontracts  that  offer  further  subcontracting  opportunities,  if  the  subcontract  (except 
subcontracts  to  small  business  concerns)  exceeds  $700,000  ($1 .5  million  for  construction  of 
any  public  facility),  the  subcontractor  must  include  52.219-8  in  iower  tier  subcontracts  that 
offer  subcontracting  opportunities. 

(D)  52.222-21.  Prohibition  of  Segregated  Facilities  (Apr  2015). 

(E)  52.222-26,  Equal  Opportunity  (Sept  2016)  (E.O.  11246). 

(F)  52.222-35,  Equal  Opportunity  for  Veterans  (Oct  2015)  (38  U.S.C.  4212). 

(G)  52.222-36.  Equai  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

(H)  52.222-40,  Notification  of  Empioyee  Rights  Under  the  Nationai  Labor  Relations  Act  (Dec 
2010)  (E.O.  13496).  Flow  down  required  in  accordance  with  paragraph  (f)  of  FAR  clause 
52.222-40. 

(I)  52.222-41,  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

(J)  _ (1)  52.222-50.  Combating  Trafficking  in  Persons  (Mar  201 5)  (22  U.S.C  chapter  78  and  E.O 

13627). 

_ (2)  Aiternate  I  (Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.013627). 

(K)  52.222-51,  Exemption  from  Appiication  of  the  Service  Contract  Labor  Standards  to  Contracts 
for  Maintenance,  Calibration,  or  Repair  of  Certain  Equipment — Requirements  (May  2014)  (41 
U.S.C.  chapter  67). 

(L)  52.222-53,  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts 
for  Certain  Services — Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

(M)  52.222-54.  Employment  Eligibility  Verification  (Oct  2015)  (Executive  Order  12989). 

(N)  52.222-55,  Minimum  Wages  Under  Executive  Order  13658  (Dec  2015). 
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(O)  52.222-59  Compliance  with  Labor  Laws  (Executive  Order  13673)  (OCT  2016).  Note  to 
paragraph  (e)(1)(ii)(0):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective 
immediately  if  the  court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will 
publish  a  document  in  the  Federal  Register  advising  the  public  of  the  termination  of  the 
injunction. 

(P)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

(Q)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct 
2016)  (Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year 
2008;  10  U.S.C.  2302  Note). 

(R)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  201 7)(E.0.1 3706). 

(S)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations.  (May  2014)  (42 
U.S.C.  1792).  Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(T)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46 

U.S.C.  Appx.  1241(b)  and  10  U.S.C.  2631).  Flow  down  required  in  accordance  with 
paragraph  (d)  of  FAR  clause  52.247-64. 

CONTRACT  DOCUMENTS,  EXHIBITS,  AND  ATTACHMENTS 

PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter- American 
Foundation  is  an  independent  agency  of  the  United  States  government  that  channels  development 
assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the  Caribbean.  Since 
beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded  nearly  5,000  grants,  valued 
at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise  development,  education  and 
training,  environmental  conservation,  culture,  housing,  and  health  care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW,  Suite 
1200,  Washington,  DC  20004.  In  2011,  lAF  contracted  with  RG  Glass  to  create  multiple  conference 
room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  V2”  clear  tempered  glass 
and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass  wall  and  sliding  glass  door 
shah  be  made  with  similar  materials,  V2”  clear  tempered  glass  and  stainless  steel  case,  to  match  the 
conference  room  space. 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding  glass 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure  privacy  and 
openness  to  allow  for  maximum  (natural)  light  into  the  conference  space  as  much  as  possible. 

Contractor  will  also  be  responsible  for  glass  etching  stencil  of  agency  logo  for  two  locations-  CEO  and 
conference  space  glass  wall  and  glass  door. 

Installation  shah  include  V2”  clear  tempered  glass  doors  which  shah  be  similar  to  existing  conference 
room  glass  wall  and  sliding  glass  door.  Contractor  shah  paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 
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Depending  on  eontractor  review,  eurrent  configuration  may  need  to  be  redesigned  and/or  glass  in  doors 
may  need  to  be  changed. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quality  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement.  In  addition,  the  contractor  shall  provide  project  management  and 
accounting  of  this  project. 

The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  performance  period. 
The  contractor  shall  protect  all  existing  structure  and  tenant  owned  personal  property  during  removal, 
taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall  meet 
all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure  access  to 
property  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring  smooth  surfaces 
with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be  found  in  Attachment  A  - 
COI  Sample. 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware 
maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer 
literature.  The  contractor  shall  also  provide  lAF  with  operational  information,  door  dimensions,  and 
proposed  hardware  for  all  doors  and  frames. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor  shall, 
without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its  construction  and 
other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

4.0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated. 

5.0  CONTRACT  TYPE 

Firm-Fixed  price. 

6.0  HOURS  OF  OPERATION 

The  contractor  is  responsible  for  conducting  business  between  the  hours  of  7  a.m.  -  5  p.m.  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local  or 
national  emergencies,  administrative  closings,  or  similar  Government  directed  facility  closings. 

Normal  working  hours  will  be  7  a.m.  -  5p.m. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Avenue  NW,  Suite  1200N,  Washington,  DC  20004. 
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8.0  PHYSICAL  SECURITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  government  equipment,  information  and 
property  provided  for  Contractor  use.  COR  will  notify  building  management  and  security  of 
contractor’s  arrival  and  nature  of  work  to  be  completed. 


Attachments 

Attachment  A  -  Removed  at  Award 
Attachment  B  -  Wage  Determination 


IAF-18-0224-A-000126 

203431 18P00001 


AMENDMENT  OF  SOLICITATION/MODIFICATION  OF  CONTRACT 


1.  CONTRACT  DCODE 


PAGE  OF  PAGES 

1  I  3 


2.  AMENDMENT/MODIFICATION  NO. 

POOOOl 


3.  EFFECTIVE  DATE 

See  Block  16C 


4.  REQUISITION/PURCHASE  REQ.  NO. 

IAF-25000-18-0015 


5.  PROJECT  NO.  (If  applicable) 


6.  ISSUED  BY 


CODE 


FSA-JB JACKS ON 


BUREAU  OF  THE  FISCAL  SERVICE 

DIVISION  OF  PROCUREMENT 

AVERY  5F 

200  THIRD  STREET 

ATTN:  J.  JACKSON 

PARKERSBURG  WV  2 610 1 


7.  ADMINISTERED  BY  (If  other  than  Item  6)  CO 

Bureau  of  the  Fiscal  Service 
Division  of  Procurement 
Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 


FSA- PARKERSBURG 


8.  NAME  AND  ADDRESS  OF  CONTRACTOR  (No.,  street,  county,  State  and  ZIP  Code) 

CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  I2TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


(X) 


603210399 


FAC  LITY  CODE 


9A.  AMENDMENT  OF  SOLICITATION  NO. 


9B.  DATED  (SEE  ITEM  11) 


10A.  MODIFICATION  OF  CONTRACT/ORDER  NO. 

20343118P00001 


10B.  DATED  (SEE  ITEM  13) 

10/18/2017 


11.  THIS  ITEM  ONLY  APPLIES  TO  AMENDMENTS  OF  SOLICITATIONS 


□  The  above  numbered  solicitation  is  amended  as  set  forth  in  Item  14.  The  hour  and  date  specified  for  receipt  of  Offers  Dis  extended  Dis  not  extended. 

Offers  must  acknowledge  receipt  of  this  amendment  prior  to  the  hour  and  date  specified  in  the  solicitation  or  as  amended  ,  by  one  of  the  following  methods:  (a)  By  completing 

terns  8  and  1 5,  and  returning  _  copies  of  the  amendment;  (b)  By  acknowledging  receipt  of  this  amendment  on  each  copy  of  the  offer  submitted  ;  or  (c)  By 

separate  letter  or  telegram  which  includes  a  reference  to  the  solicitation  and  amendment  numbers.  FA  LURE  OF  YOUR  ACKNOWLEDGEMENT  TO  BE  RECEIVED  AT 
THE  PLACE  DESIGNATED  FOR  THE  RECEIPT  OF  OFFERS  PRIOR  TO  THE  HOUR  AND  DATE  SPECIFIED  MAY  RESULT  IN  REJECTION  OF  YOUR  OFFER  if  by 
virtue  of  this  amendment  you  desire  to  change  an  offer  already  submitted  ,  such  change  may  be  made  by  telegram  or  letter,  provided  each  telegram  or  letter  makes 
reference  to  the  solicitation  and  this  amendment,  and  is  received  prior  to  the  opening  hour  and  date  specified. 


12.  ACCOUNT  NG  AND  APPROPRIATION  DATA  (If  required) 

See  Schedule 


Net  Increase; 


$4, 689.00 


13.  THIS  ITEM  ONLY  APPLIES  TO  MODIFICATION  OF  CONTRACTS/ORDERS.  IT  MODIFIES  THE  CONTRACT/ORDER  NO.  AS  DESCRIBED  IN  ITEM  14. 


CHECK  ONE 

A.  THIS  CHANGE  ORDER  IS  ISSUED  PURSUANT  TO;  (Specify  authority)  THE  CHANGES  SET  FORTH  IN  ITEM  14  ARE  MADE  IN  THE  CONTRACT 

ORDER  NO.  IN  ITEM  10A. 

B.  THE  ABOVE  NUMBERED  CONTRACT/ORDER  IS  MODIF  ED  TO  REFLECT  THE  ADM  NISTRATIVE  CHANGES  (such  as  changes  in  paying  office, 
appropriation  date,  etc.)  SET  FORTH  N  ITEM  14.  PURSUANT  TO  THE  AUTHORITY  OF  FAR  43.103(b). 

X 

C.  THIS  SUPPLEMENTAL  AGREEMENT  IS  ENTERED  INTO  PURSUANT  TO  AUTHORITY  OF; 

FAR  52.212-4  (c)  Changes 

D.  OTHER  (Specify  type  of  modification  and  authority) 

E.  IMPORTANT  Contractor  □  is  not.  0  is  required  to  sign  this  document  and  return  _ 1  copies  to  the  issuing  office. 


14.  DESCRIPTION  OF  AMENDMENT/MODIFICATION  (Organized  by  UCF  section  headings,  including  soiicitation/contract  subject  matter  where  feasible.) 

In  accordance  with  52.212-4  (c) ,  Changes,  the  purposes  of  this  modification  are  to: 

1)  Extend  the  period  of  performance  through  03/31/2018. 

2)  Incorporate  a  revised  Performance  Work  Statement  (PWS) :  noted  additions  3.1  TASKS,  4.0 
PERFORMANCE  REVIEW  SUMMARY,  and  9.0  PERIOD  OF  PERFORMANCE.  See  attached  revised  PWS  pages 
17  -  20. 

3)  Create  CLIN  0002  to  fund  the  Request  for  Equitable  Adjustment  (REA)  in  the  amount  of 
$4,689.00  related  to  drawing  revisions  of  doors  and  window,  HVAC,  electrical,  and 
mechanical  work. 

Continued  . . . 

Except  as  provided  herein,  all  terms  and  conditions  of  the  document  referenced  in  Item  9  A  or  10A,  as  heretofore  changed,  remains  unchanged  and  in  full  force  and  effect. 


15A.  NAME  AND  TITLE  OF  SIGNER  (Type  or  print) 

16A.  NAME  AND  TITLE  OF  CONTRACT  NG  OFFICER  (Type  or  print) 

ROB  RANDOLPH 

15B.  CONTRACTOR/OFFEROR 

15C.  DATE  SIGNED 

16B.  UNITED  STATES  OF  AMERICA 

16C.  DATE  SIGNED 

(Signature  of  person  authorized  to  sign) 

(Signature  of  Contracting  Officer) 

NSN  7540-01-152-8070 
Previous  edition  unusable 


stA6o4Sb-03Siifei/^R©OO)1^)7 

Prescribed  by  GSA 
FAR  (48  CFR)  53.243 


REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 


20 34 311 8P0 00 01 /POO  001 


NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

2  I  3 


ITEM  NO. 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 


(C) 


(D) 


(E) 


(F) 


This  bilateral  agreement  is  to  clarify 
performance  and  the  period  in  which  it  is  to  be 
performed.  By  signing  this  modification,  the 
Contractor  establishes  and  asserts  no  other 
issues  or  the  need  to  resolve  any  other  REAs 
exists . 

4)  Attach  Wage  Determination  sheet  as  Attachment 

B. 


In  the  event  of  a  lapse  funding  resulting  in  a 
government  shutdown,  the  status  of  Fiscal  Year 
funding  and  any  necessary  action  required  of  the 
Contractor  will  be  made  available  at  the 
following  website: 

https :/ / WWW .fiscal. treasury. gov/ f s  f aq/ f s_doing_bus 
iness.htm.  It  is  the  Contractor's  responsibility 
to  monitor  this  website  for  information  regarding 
Fiscal  Year  funding. 

LIST  OF  CHANGES: 

New  Total  Amount  for  this  Award:  $49,034.00 
Obligated  Amount  for  this  Modification:  $4,689.00 
New  Total  Obligated  Amount  for  this  Award: 

$49, 034.00 

Accounting  Info: 

IAF3100DA1 81 9XX-20 18-61 000 00 1-3202 02-IAF2500 000 000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 

FOB:  Destination 

Period  of  Performance:  10/23/2017  to  03/31/2018 


Change  Item  0001  to  read  as  follows (amount  shown 
is  the  obligated  amount) : 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 

General  Conditions/Overhead:  $3,624.00 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 

Continued  . . . 


0.00 
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NSN  7540-01-152-8067 


OPTIONAL  FORM  336  (4-86) 
Sponsored  by  GSA 
FAR  (48  CFR)  53.110 


REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 


20 34 311 8P0 00 01 /POO  001 


NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

3  I  3 


ITEM  NO. 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


This 

work 


(B) 


proposal  includes  a  1-year  warranty  cover! 
performed  by  CCG  and/or  subcontractors. 


(C) 


(D) 


(E) 


ng 


(F) 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 

CCG  shall  fix  the  existing  pocket  door. 


Add  Item  0002  as  follows: 


0002 


Request  for  Equitable  Adjustment  (REA) 

Revisions  of  doors  and  window,  HVAC,  electrical, 
and  mechanical  work. 


As  revised: 

General  Requirements:  $6,089.00 
Doors/Windows:  $27,846.00 
Specialties:  $1,224.00 

Mechanical/Plumbing/Fire  Protection:  $3,537.00 
Electrical:  $1,377.00 

General  Conditions/Overhead:  $4,007.00 

Fee :  $3,526.00 

P&P  Bond:  $1,428.00 


4,689.00 


IAF-18-l)224-A-000129 
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(O)  52.222-59  Compliance  with  Labor  Laws  (Executive  Order  13673)  (OCT  2016).  Note  to 
paragraph  (e)(1)(ii)(0):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective 
immediately  if  the  court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will 
publish  a  document  in  the  Federal  Register  advising  the  public  of  the  termination  of  the 
injunction. 

(P)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

(Q)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct 
2016)  (Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscai  Year 
2008;  10  U.S.C.  2302  Note). 

(R)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  201 7)(E.0. 13706). 

(S)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations.  (May  2014)  (42 
U.S.C.  1792).  Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(T)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46 

U.S.C.  Appx.  1241(b)  and  10  U.S.C.  2631).  Flow  down  required  in  accordance  with 
paragraph  (d)  of  FAR  clause  52.247-64. 

CONTRACT  DOCUMENTS,  EXHIBITS,  AND  ATTACHMENTS 

PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter- American 
Foundation  is  an  independent  agency  of  the  United  States  government  that  channels  development 
assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the  Caribbean.  Since 
beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded  nearly  5,000  grants,  valued 
at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise  development,  education  and 
training,  environmental  conservation,  culture,  housing,  and  health  care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW,  Suite 
1200,  Washington,  DC  20004.  In  2011,  lAF  contracted  with  RG  Glass  to  create  multiple  conference 
room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  14”  clear  tempered  glass 
and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass  wall  and  sliding  glass  door 
shah  be  made  with  similar  materials,  14”  clear  tempered  glass  and  stainless  steel  case,  to  match  the 
conference  room  space. 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding  glass 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure  privacy  and 
openness  to  allow  for  maximum  (natural)  light  into  the  conference  space  as  much  as  possible. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quality  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement.  In  addition,  the  contractor  shah  provide  project  management  and 
accounting  of  this  project. 
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The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  performance  period. 
The  contractor  shall  protect  all  existing  structure  and  tenant  owned  personal  property  during  removal, 
taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall  meet 
all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure  access  to 
property  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring  smooth  surfaces 
with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be  found  in  Attachment  A  - 
COI  Sample. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor  shall, 
without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its  construction  and 
other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

Deliverable  1:  Glass  Wall  Installation 

Installation  shall  include  V2”  clear  tempered  glass  doors  which  shall  be  similar  to  existing  conference 
room  glass  wall  and  sliding  glass  door.  Contractor  shall  paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in  doors 
may  need  to  be  changed.  This  requirement  shall  include  site  visits  to  allow  the  contractors  to  examine 
the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 

Deliverable  2:  Glass  Etching 

Contractor  will  be  responsible  for  or  identifying  company  for  glass  etching  stencil  of  agency  logo  for 
two  locations-  CEO  and  conference  space  glass  wall  and  glass  door. 

Deliverable  3:  Sliding  Door  Repair 

Contractor  shall  assist  in  the  repair  of  the  sliding  door  that  enters  into  the  conference  room  from  the 
President’s  office. 

Deliverable  4:  Training  and  Operations  Overview 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware 
maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer 
literature.  The  contractor  shall  also  provide  lAF  with  operational  information,  door  dimensions,  and 
proposed  hardware  for  all  doors  and  frames. 

4,0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  Contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated  with  the  period  of 
performance.  The  delivery  schedule  is  follows: 
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Assessment 

Performance 

Standard 

Monitoring  Method 

Deliverable  1: 
Installation  of  a  new 
glass  wall  and  sliding 
glass  door 

100%  installation 
completed 

COR  acceptance 

Deliverable  2:  Glass 
etching  stencil  of 
agency  logo  for  two 
locations  (CEO  and 
conference  space 
glass  wall  and  glass 
door). 

100%  complete  in 
both  locations  of 
office 

COR  acceptance 

Deliverable  3:  Fix 
Sliding  Door 

100%  working  door 
completed 

COR  acceptance 

Deliverable  4;  Basic 
training  on 
door/hardware 
maintenance  and 
operations 

Training  held  within 
the  period  of 
performance 

COR  acceptance 

5.0  CONTRACT  TYPE 

Firm-Fixed  price. 

6.0  HOURS  OF  OPERATION 

The  contractor  is  responsible  for  conducting  business  between  the  hours  of  7  a.m.  -  5  p.m.  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local  or 
national  emergencies,  administrative  closings,  or  similar  Government  directed  facility  closings. 
Normal  working  hours  will  be  7  a.m.  -  5p.m. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Avenue  NW,  Suite  1200N,  Washington,  DC  20004. 

8.0  PHYSICAL  SECURITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  government  equipment,  information  and 
property  provided  for  Contractor  use.  COR  will  notify  building  management  and  security  of 
contractor’s  arrival  and  nature  of  work  to  be  completed. 


Attachments 

Attachment  A  -  COI  Sample 
Attachment  B  -  Wage  Determination 
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WD  15-4282  (Rev. -9)  was  first  posted  on  www.wdol.gov  on  01/16/2018 


REGISTER  OE  WAGE  DETERMINATIONS  UNDER 
THE  SERVICE  CONTRACT  ACT 
By  direction  of  the  Secretary  of  Labor 


U.S.  DEPARTMENT  OF  LABOR 
EMPLOYMENT  STANDARDS  ADMINISTRATION 
WAGE  AND  HOUR  DIVISION 
WASHINGTON  D.C.  20210 


Daniel  W.  Simms 
Director 


Division  of 
Wage  Determinations 


Wage  Determination  No.:  2015-4282 
Revision  No . :  9 
Date  Of  Revision:  01/10/2018 


Note:  Under  Executive  Order  (EO)  13658,  an  hourly  minimum  wage  of  $10.35  for 
calendar  year  2018  applies  to  all  contracts  subject  to  the  Service  Contract 
Act  for  which  the  contract  is  awarded  (and  any  solicitation  was  issued)  on  or 
after  January  1,  2015.  If  this  contract  is  covered  by  the  EO,  the  contractor 
must  pay  all  workers  in  any  classification  listed  on  this  wage  determination 
at  least  $10.35  per  hour  (or  the  applicable  wage  rate  listed  on  this  wage 
determination,  if  it  is  higher)  for  all  hours  spent  performing  on  the  contract 
in  caiendar  year  2018.  The  EO  minimum  wage  rate  will  be  adjusted  annually. 
Additional  information  on  contractor  requirements  and  worker  protections  under 
the  EO  is  available  at  www.dol.gov/whd/govcontracts 


States:  District  of  Columbia,  Maryland,  Virginia 
Area:  District  of  Columbia  Statewide 

Maryland  Counties  of  Calvert,  Charles,  Prince  George's 

Virginia  Counties  of  Alexandria,  Arlington,  Fairfax,  Falls  Church,  Fauquier, 
Loudoun,  Manassas,  Manassas  Park,  Prince  William,  Stafford 


**Fringe  Benefits  Required  Follow  the  Occupational  Listing** 


OCCUPATION  CODE  -  TITLE 


FOOTNOTE 


RATE 


01000  -  Administrative  Support  And  Clerical  Occupations 
01011  -  Accounting  Clerk  I 
01012  -  Accounting  Clerk  II 
01013  -  Accounting  Clerk  III 
01020  -  Administrative  Assistant 
01035  -  Court  Reporter 

01041  -  Customer  Service  Representative  I 

01042  -  Customer  Service  Representative  II 

01043  -  Customer  Service  Representative  III 

01051  -  Data  Entry  Operator  I 

01052  -  Data  Entry  Operator  II 

01060  -  Dispatcher,  Motor  Vehicle 

01070  -  Document  Preparation  Clerk 

01090  -  Duplicating  Machine  Operator 

01111  -  General  Clerk  I 

01112  -  General  Clerk  II 

01113  -  General  Clerk  III 

01120  -  Housing  Referral  Assistant 

01141  -  Messenger  Courier 

01191  -  Order  Clerk  I 

01192  -  Order  Clerk  II 

01261  -  Personnel  Assistant  (Employment)  I 

01262  -  Personnel  Assistant  (Employment)  II 

01263  -  Personnel  Assistant  (Employment)  III 

01270  -  Production  Control  Clerk 

01290  -  Rental  Clerk 

01300  -  Scheduler,  Maintenance 


18.06 
20.28 
22 . 68 
31 . 98 
21 . 84 
14 . 94 
16.81 
18.33 
14 . 88 

16.23 

19.28 
16.17 

16.17 
14 . 88 

16.24 
18.74 

25.29 

16.18 
15 . 12 
16.50 
18 . 15 
20.32 
22 . 65 

25.24 
16.55 
18.07 
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01311 

- 

Secretary  I 

18 . 07 

01312 

- 

Secretary  II 

20 .18 

01313 

- 

Secretary  III 

25.29 

01320 

- 

Service  Order  Dispatcher 

17.24 

01410 

- 

Supply  Technician 

31 . 98 

01420 

- 

Survey  Worker 

20.03 

01460 

- 

Switchboard  Opera tor /Receptionist 

15.07 

01531 

- 

Travel  Clerk  I 

14 . 80 

01532 

- 

Travel  Clerk  II 

15 . 91 

01533 

- 

Travel  Clerk  III 

17 .08 

01611 

- 

Word  Processor  I 

16.56 

01612 

- 

Word  Processor  II 

18.59 

01613 

- 

Word  Processor  III 

20.79 

05000  - 

Automotive  Service  Occupations 

05005 

- 

Automobile  Body  Repairer,  Fiberglass 

28 . 60 

05010 

- 

Automotive  Electrician 

23.51 

05040 

- 

Automotive  Glass  Installer 

22 . 15 

05070 

- 

Automotive  Worker 

22 . 15 

05110 

- 

Mobile  Equipment  Servicer 

19.04 

05130 

- 

Motor  Equipment  Metal  Mechanic 

24 .78 

05160 

- 

Motor  Equipment  Metal  Worker 

22 . 15 

05190 

- 

Motor  Vehicle  Mechanic 

24 .78 

05220 

- 

Motor  Vehicle  Mechanic  Helper 

18.49 

05250 

- 

Motor  Vehicle  Upholstery  Worker 

21 . 63 

05280 

- 

Motor  Vehicle  Wrecker 

22 . 15 

05310 

- 

Painter,  Automotive 

23.51 

05340 

- 

Radiator  Repair  Specialist 

22.15 

05370 

- 

Tire  Repairer 

14.44 

05400 

- 

Transmission  Repair  Specialist 

24 .78 

07000  - 

Food  Preparation  And  Service  Occupations 

07010 

- 

Baker 

14 . 14 

07041 

- 

Cook  I 

15 . 15 

07042 

- 

Cook  II 

17 . 61 

07070 

- 

Dishwasher 

10.72 

07130 

- 

Food  Service  Worker 

11 .01 

07210 

- 

Meat  Cutter 

20 . 10 

07260 

- 

Waiter /Waitress 

10 . 67 

09000  - 

Furniture  Maintenance  And  Repair  Occupations 

09010 

- 

Electrostatic  Spray  Painter 

19.86 

09040 

- 

Furniture  Handler 

14.06 

09080 

- 

Furniture  Refinisher 

20.23 

09090 

- 

Furniture  Refinisher  Helper 

15.52 

09110 

- 

Furniture  Repairer,  Minor 

17 . 94 

09130 

- 

Upholsterer 

19.86 

11000  - 

General  Services  And  Support  Occupations 

11030 

- 

Cleaner,  Vehicles 

10 .54 

11060 

- 

Elevator  Operator 

12 . 66 

11090 

- 

Gardener 

18.52 

11122 

- 

Housekeeping  Aide 

12 . 66 

11150 

- 

Janitor 

12 . 66 

11210 

- 

Laborer,  Grounds  Maintenance 

13 . 82 

11240 

- 

Maid  or  Houseman 

12.22 

11260 

- 

Pruner 

12.25 

11270 

- 

Tractor  Operator 

16.94 

11330 

- 

Trail  Maintenance  Worker 

13 . 82 

11360 

- 

Window  Cleaner 

14.28 

12000  - 

Health  Occupations 

12010 

- 

Ambulance  Driver 

22.31 

12011 

- 

Breath  Alcohol  Technician 

21.35 

12012 

- 

Certified  Occupational  Therapist  Assistant 

27 . 96 

12015 

- 

Certified  Physical  Therapist  Assistant 

25 . 93 
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12020  -  Dental  Assistant  19.78 

12025  -  Dental  Hygienist  45.00 

12030  -  EKG  Technician  33.48 

12035  -  Electroneurodiagnostic  Technologist  33.48 

12040  -  Emergency  Medical  Technician  22.31 

12071  -  Licensed  Practical  Nurse  I  19.07 

12072  -  Licensed  Practical  Nurse  II  21.35 

12073  -  Licensed  Practical  Nurse  III  24.13 

12100  -  Medical  Assistant  17.17 

12130  -  Medical  Laboratory  Technician  18.98 

12160  -  Medical  Record  Clerk  18.80 

12190  -  Medical  Record  Technician  21.04 

12195  -  Medical  Transcriptionist  20.50 

12210  -  Nuclear  Medicine  Technologist  39.16 

12221  -  Nursing  Assistant  I  11.74 

12222  -  Nursing  Assistant  II  13.19 

12223  -  Nursing  Assistant  III  14.40 

12224  -  Nursing  Assistant  IV  16.16 

12235  -  Optical  Dispenser  20.67 

12236  -  Optical  Technician  17.38 

12250  -  Pharmacy  Technician  18.12 

12280  -  Phlebotomist  17.93 

12305  -  Radiologic  Technologist  33.85 

12311  -  Registered  Nurse  I  27.64 

12312  -  Registered  Nurse  II  33.44 

12313  -  Registered  Nurse  II,  Specialist  33.44 

12314  -  Registered  Nurse  III  40.13 

12315  -  Registered  Nurse  III,  Anesthetist  40.13 

12316  -  Registered  Nurse  IV  48.10 

12317  -  Scheduler  (Drug  and  Alcohol  Testing)  25.90 

12320  -  Substance  Abuse  Treatment  Counselor  27.04 

13000  -  Information  And  Arts  Occupations 

13011  -  Exhibits  Specialist  I  21.37 

13012  -  Exhibits  Specialist  II  26.46 

13013  -  Exhibits  Specialist  III  32.37 

13041  -  Illustrator  I  20.48 

13042  -  Illustrator  II  25.38 

13043  -  Illustrator  III  31.03 

13047  -  Librarian  37.95 

13050  -  Library  Aide/Clerk  16.35 

13054  -  Library  Information  Technology  Systems  34.26 

Administrator 

13058  -  Library  Technician  20.89 

13061  -  Media  Specialist  I  22.66 

13062  -  Media  Specialist  II  25.36 

13063  -  Media  Specialist  III  28.27 

13071  -  Photographer  I  16.65 

13072  -  Photographer  II  18.90 

13073  -  Photographer  III  23.67 

13074  -  Photographer  IV  28.65 

13075  -  Photographer  V  33.76 

13090  -  Technical  Order  Library  Clerk  20.54 

13110  -  Video  Teleconference  Technician  23.38 

14000  -  Information  Technology  Occupations 

14041  -  Computer  Operator  I  18.92 

14042  -  Computer  Operator  II  21.18 

14043  -  Computer  Operator  III  23.60 

14044  -  Computer  Operator  IV  26.22 

14045  -  Computer  Operator  V  29.05 

14071  -  Computer  Programmer  I  (see  1)  26.36 

14072  -  Computer  Programmer  II  (see  1) 
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14073 

-  Computer 

Programmer  III 

(see 

1) 

14074 

-  Computer 

Programmer  IV 

( see 

1) 

14101 

-  Computer 

Systems  Analyst 

I 

( see 

1) 

14102 

-  Computer 

Systems  Analyst 

II 

( see 

1) 

14103 

-  Computer 

Systems  Analyst 

III 

( see 

1) 

14150  -  Peripheral  Equipment  Operator 
14160  -  Personal  Computer  Support  Technician 
14170  -  System  Support  Specialist 
15000  -  Instructional  Occupations 

15010  -  Aircrew  Training  Devices  Instructor  (Non-Rated) 

15020  -  Aircrew  Training  Devices  Instructor  (Rated) 

15030  -  Air  Crew  Training  Devices  Instructor  (Pilot) 

15050  -  Computer  Based  Training  Specialist  /  Instructor 
15060  -  Educational  Technologist 
15070  -  Flight  Instructor  (Pilot) 

15080  -  Graphic  Artist 

15085  -  Maintenance  Test  Pilot,  Fixed,  Jet/Prop 

15086  -  Maintenance  Test  Pilot,  Rotary  Wing 
15088  -  Non-Maintenance  Test/Co-Pilot 
15090  -  Technical  Instructor 

15095  -  Technical  Instructor/Course  Developer 
15110  -  Test  Proctor 
15120  -  Tutor 

16000  -  Laundry,  Dry-Cleaning,  Pressing  And  Related  Occupations 
16010  -  Assembler 
16030  -  Counter  Attendant 
16040  -  Dry  Cleaner 

16070  -  Finisher,  Flatwork,  Machine 
16090  -  Presser,  Hand 

16110  -  Presser,  Machine,  Drycleaning 

16130  -  Presser,  Machine,  Shirts 

16160  -  Presser,  Machine,  Wearing  Apparel,  Laundry 

16190  -  Sewing  Machine  Operator 

16220  -  Tailor 

16250  -  Washer,  Machine 

19000  -  Machine  Tool  Operation  And  Repair  Occupations 
19010  -  Machine-Tool  Operator  (Tool  Room) 

19040  -  Tool  And  Die  Maker 
21000  -  Materials  Handling  And  Packing  Occupations 
21020  -  Forklift  Operator 
21030  -  Material  Coordinator 
21040  -  Material  Expediter 
21050  -  Material  Handling  Laborer 
21071  -  Order  Filler 

21080  -  Production  Line  Worker  (Food  Processing) 

21110  -  Shipping  Packer 

21130  -  Shipping/Receiving  Clerk 

21140  -  Store  Worker  I 

21150  -  Stock  Clerk 

21210  -  Tools  And  Parts  Attendant 

21410  -  Warehouse  Specialist 

23000  -  Mechanics  And  Maintenance  And  Repair  Occupations 
23010  -  Aerospace  Structural  Welder 
23019  -  Aircraft  Logs  and  Records  Technician 

23021  -  Aircraft  Mechanic  I 

23022  -  Aircraft  Mechanic  II 

23023  -  Aircraft  Mechanic  III 
23040  -  Aircraft  Mechanic  Helper 
23050  -  Aircraft,  Painter 

23060  -  Aircraft  Servicer 

23070  -  Aircraft  Survival  Flight  Equipment  Technician 


18.92 
26.22 
37 . 87 

36.47 
44.06 
52 . 81 

36.47 

36.80 

52 . 81 

30.47 
48 . 72 
48 . 72 
48.72 
28.79 

35.22 
23.24 

23.24 

11.41 
11.41 
14 . 66 
11.41 
11.41 
11.41 
11 .41 
11.41 

15.71 

16.64 

12 .51 

24.71 
28.29 

18.11 

25.24 

25.24 
13 . 83 
15.09 
18 . 11 

17 . 65 
17 . 65 
12.49 
17 . 98 
18.11 
18 . 11 

32 . 92 

23 . 91 

31.25 

32 . 92 

34.52 

21.22 

29.92 

23 . 91 

29.92 
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23080  -  Aircraft  Worker  25.42 

23091  -  Aircrew  Life  Support  Equipment  (ALSE)  Mechanic  25.42 

I 

23092  -  Aircrew  Life  Support  Equipment  (ALSE)  Mechanic  31.25 

II 

23110  -  Appliance  Mechanic  21.75 

23120  -  Bicycle  Repairer  14.43 

23125  -  Cable  Splicer  31.48 

23130  -  Carpenter,  Maintenance  22.45 

23140  -  Carpet  Layer  20.49 

23160  -  Electrician,  Maintenance  27.98 

23181  -  Electronics  Technician  Maintenance  I  30.17 

23182  -  Electronics  Technician  Maintenance  II  32.03 

23183  -  Electronics  Technician  Maintenance  III  33.75 

23260  -  Fabric  Worker  22.55 

23290  -  Fire  Alarm  System  Mechanic  22.91 

23310  -  Fire  Extinguisher  Repairer  20.77 

23311  -  Fuel  Distribution  System  Mechanic  27.60 

23312  -  Fuel  Distribution  System  Operator  23.45 

23370  -  General  Maintenance  Worker  21.43 

23380  -  Ground  Support  Equipment  Mechanic  31.25 

23381  -  Ground  Support  Equipment  Servicer  23.91 

23382  -  Ground  Support  Equipment  Worker  25.42 

23391  -  Gunsmith  I  20.77 

23392  -  Gunsmith  II  24.15 

23393  -  Gunsmith  III  27.00 

23410  -  Heating,  Ventilation  And  Air-Conditioning  28.33 

Mechanic 

23411  -  Heating,  Ventilation  And  Air  Contidioning  29.84 

Mechanic  (Research  Facility) 

23430  -  Heavy  Equipment  Mechanic  26.13 

23440  -  Heavy  Equipment  Operator  22.91 

23460  -  Instrument  Mechanic  27.34 

23465  -  Laboratory/Shelter  Mechanic  25.64 

23470  -  Laborer  14.98 

23510  -  Locksmith  23.54 

23530  -  Machinery  Maintenance  Mechanic  27.44 

23550  -  Machinist,  Maintenance  26.10 

23580  -  Maintenance  Trades  Helper  18.27 

23591  -  Metrology  Technician  I  27.34 

23592  -  Metrology  Technician  II  28.79 

23593  -  Metrology  Technician  III  30.19 

23640  -  Millwright  28.19 

23710  -  Office  Appliance  Repairer  22.96 

23760  -  Painter,  Maintenance  21.75 

23790  -  Pipefitter,  Maintenance  26.55 

23810  -  Plumber,  Maintenance  25.21 

23820  -  Pneudraulic  Systems  Mechanic  27.00 

23850  -  Rigger  27.72 

23870  -  Scale  Mechanic  24.15 

23890  -  Sheet-Metal  Worker,  Maintenance  24.81 

23910  -  Small  Engine  Mechanic  20.49 

23931  -  Telecommunications  Mechanic  I  29.95 

23932  -  Telecommunications  Mechanic  II  31.55 

23950  -  Telephone  Lineman  32.28 

23960  -  Welder,  Combination,  Maintenance  24.34 

23965  -  Well  Driller  22.91 

23970  -  Woodcraft  Worker  27.00 

23980  -  Woodworker  20.77 

24000  -  Personal  Needs  Occupations 

24550  -  Case  Manager  19.40 
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24570 

- 

Child  Care  Attendant 

12.79 

24580 

- 

Child  Care  Center  Clerk 

17 . 77 

24610 

- 

Chore  Aide 

11.57 

24620 

- 

Family  Readiness  And  Support  Services 

19.40 

Coordinator 

24630 

- 

Homemaker 

19.40 

25000  - 

Plant  And  System  Operations  Occupations 

25010 

- 

Boiler  Tender 

33.03 

25040 

- 

Sewage  Plant  Operator 

24 . 67 

25070 

- 

Stationary  Engineer 

33.03 

25190 

- 

Ventilation  Equipment  Tender 

23.58 

25210 

- 

Water  Treatment  Plant  Operator 

24 . 67 

27000  - 

Protective  Service  Occupations 

27004 

- 

Alarm  Monitor 

23.09 

27007 

- 

Baggage  Inspector 

15.38 

27008 

- 

Corrections  Officer 

25.08 

27010 

- 

Court  Security  Officer 

26.37 

27030 

- 

Detection  Dog  Handler 

20.57 

27040 

- 

Detention  Officer 

25.08 

27070 

- 

Firefighter 

28 . 10 

27101 

- 

Guard  I 

15.38 

27102 

- 

Guard  II 

20.57 

27131 

- 

Police  Officer  I 

29.70 

27132 

- 

Police  Officer  II 

33.00 

28000  - 

Recreation  Occupations 

28041 

- 

Carnival  Equipment  Operator 

13.59 

28042 

- 

Carnival  Equipment  Repairer 

14 . 63 

28043 

- 

Carnival  Worker 

9.24 

28210 

- 

Gate  Attendant/Gate  Tender 

15 .74 

28310 

- 

Lifeguard 

11.59 

28350 

- 

Park  Attendant  (Aide) 

17 . 62 

28510 

- 

Recreation  Aide/Health  Facility 

Attendant 

12 . 85 

28515 

- 

Recreation  Specialist 

21 . 82 

28630 

- 

Sports  Official 

14 . 03 

28690 

- 

Swimming  Pool  Operator 

18.21 

29000  - 

Stevedoring/Longshoremen  Occupational  Services 

29010 

- 

Blocker  And  Bracer 

27 . 98 

29020 

- 

Hatch  Tender 

27 . 98 

29030 

- 

Line  Handler 

27 . 98 

29041 

- 

Stevedore  I 

25.78 

29042 

- 

Stevedore  II 

29.33 

30000  - 

Technical  Occupations 

30010 

- 

Air  Traffic  Control  Specialist, 

Center  (HFO) 

( see 

2) 

41.44 

30011 

- 

Air  Traffic  Control  Specialist, 

Station  (HFO) 

( see 

2) 

28.58 

30012 

- 

Air  Traffic  Control  Specialist, 

Terminal  (HFO) 

( see 

2) 

31.47 

30021 

- 

Archeological  Technician  I 

20 .19 

30022 

- 

Archeological  Technician  II 

22 . 60 

30023 

- 

Archeological  Technician  III 

27 . 98 

30030 

- 

Cartographic  Technician 

27 . 98 

30040 

- 

Civil  Engineering  Technician 

26.41 

30051 

- 

Cryogenic  Technician  I 

24 .89 

30052 

- 

Cryogenic  Technician  II 

27.49 

30061 

- 

Drafter/CAD  Operator  I 

20 .19 

30062 

- 

Drafter/CAD  Operator  II 

22 . 60 

30063 

- 

Drafter/CAD  Operator  III 

25 .19 

30064 

- 

Drafter/CAD  Operator  IV 

31.00 

30081 

- 

Engineering  Technician  I 

22 . 92 

30082 

- 

Engineering  Technician  II 

25 . 72 

30083 

- 

Engineering  Technician  III 

28.79 

30084 

- 

Engineering  Technician  IV 

35 . 64 

30085 

- 

Engineering  Technician  V 

43 . 61 
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30086 

- 

Engineering  Technician  VI 

52.76 

30090 

- 

Environmental  Technician 

27 .41 

30095 

- 

Evidence  Control  Specialist 

22.47 

30210 

- 

Laboratory  Technician 

24.41 

30221 

- 

Latent  Fingerprint  Technician  I 

33.09 

30222 

- 

Latent  Fingerprint  Technician  II 

36.55 

30240 

- 

Mathematical  Technician 

28 . 94 

30361 

- 

Paralegal/Legal  Assistant  I 

21.36 

30362 

- 

Paralegal/Legal  Assistant  II 

26.47 

30363 

- 

Paralegal/Legal  Assistant  III 

32.36 

30364 

- 

Paralegal/Legal  Assistant  IV 

39.16 

30375 

- 

Petroleum  Supply  Specialist 

27.49 

30390 

- 

Photo-Optics  Technician 

27 . 98 

30395 

- 

Radiation  Control  Technician 

27.49 

30461 

- 

Technical  Writer  I 

25.75 

30462 

- 

Technical  Writer  II 

31.51 

30463 

- 

Technical  Writer  III 

38 . 12 

30491 

- 

Unexploded  Ordnance  (UXO)  Technician 

I 

26.34 

30492 

- 

Unexploded  Ordnance  (UXO)  Technician 

II 

31 . 87 

30493 

- 

Unexpioded  Ordnance  (UXO)  Technician 

III 

38.20 

30494 

- 

Unexploded  (UXO)  Safety  Escort 

26.34 

30495 

- 

Unexploded  (UXO)  Sweep  Personnel 

26.34 

30501 

- 

Weather  Forecaster  I 

26.93 

30502 

- 

Weather  Forecaster  II 

32.75 

30620 

- 

Weather  Observer,  Combined  Upper  Air 

Or  (see  2) 

25 .19 

Surface 

Programs 

30621 

- 

Weather  Observer,  Senior 

(see  2) 

27 . 98 

31000  - 

Transportation/Mobile  Equipment  Operation  Occupations 

31010 

- 

Airplane  Pilot 

31 . 87 

31020 

- 

Bus  Aide 

14 . 32 

31030 

- 

Bus  Driver 

20 . 85 

31043 

- 

Driver  Courier 

15.38 

31260 

- 

Parking  and  Lot  Attendant 

11.06 

31290 

- 

Shuttle  Bus  Driver 

16.83 

31310 

- 

Taxi  Driver 

13 . 98 

31361 

- 

Truckdriver,  Light 

16.83 

31362 

- 

Truckdriver,  Medium 

18.28 

31363 

- 

Truckdriver,  Heavy 

20.54 

31364 

- 

Truckdriver,  Tractor-Trailer 

20.54 

99000  - 

Miscellaneous  Occupations 

99020 

- 

Cabin  Safety  Specialist 

15.54 

99030 

- 

Cashier 

10.51 

99050 

- 

Desk  Clerk 

12 . 92 

99095 

- 

Embalmer 

27 . 90 

99130 

- 

Flight  Follower 

26.34 

99251 

- 

Laboratory  Animal  Caretaker  I 

13.24 

99252 

- 

Laboratory  Animal  Caretaker  II 

14 . 47 

99260 

- 

Marketing  Analyst 

33.51 

99310 

- 

Mortician 

34 . 10 

99410 

- 

Pest  Controller 

18 .70 

99510 

- 

Photofinishing  Worker 

13.20 

99710 

- 

Recycling  Laborer 

19.20 

99711 

- 

Recycling  Specialist 

23.54 

99730 

- 

Refuse  Collector 

17.01 

99810 

- 

Sales  Clerk 

12.09 

99820 

- 

School  Crossing  Guard 

16.25 

99830 

- 

Survey  Party  Chief 

25.06 

99831 

- 

Surveying  Aide 

15 . 57 

99832 

- 

Surveying  Technician 

23 . 81 

99840 

- 

Vending  Machine  Attendant 

15.48 

99841 

- 

Vending  Machine  Repairer 

19.67 
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99842  -  Vending  Machine  Repairer  Helper 


15.48 


Note:  Executive  Order  (EO)  13706,  Establishing  Paid  Sick  Leave  for  Federal 
Contractors,  applies  to  all  contracts  subject  to  the  Service  Contract  Act  for  which 

the  contract  is  awarded  (and  any  solicitation  was  issued)  on  or  after  January  1, 

2017.  If  this  contract  is  covered  by  the  EO,  the  contractor  must  provide  employees 

with  1  hour  of  paid  sick  leave  for  every  30  hours  they  work,  up  to  56  hours  of  paid 

sick  leave  each  year.  Employees  must  be  permitted  to  use  paid  sick  leave  for  their 
own  illness,  injury  or  other  health-related  needs,  including  preventive  care;  to 
assist  a  family  member  (or  person  who  is  like  family  to  the  employee)  who  is  ill, 
injured,  or  has  other  health-related  needs,  including  preventive  care;  or  for 
reasons  resulting  from,  or  to  assist  a  family  member  (or  person  who  is  like  family 
to  the  employee)  who  is  the  victim  of,  domestic  violence,  sexual  assault,  or 
stalking.  Additional  information  on  contractor  requirements  and  worker  protections 
under  the  EO  is  available  at  www.dol.gov/whd/govcontracts. 

ALL  OCCUPATIONS  LISTED  ABOVE  RECEIVE  THE  FOLLOWING  BENEFITS: 

HEALTH  &  WELFARE:  Life,  accident,  and  health  insurance  plans,  sick  leave,  pension 
plans,  civic  and  personal  leave,  severance  pay,  and  savings  and  thrift  plans. 

Minimum  employer  contributions  costing  an  average  of  $4.41  per  hour  computed  on  the 
basis  of  all  hours  worked  by  service  employees  employed  on  the  contract. 

HEALTH  &  WELFARE  EO  13706:  Minimum  employer  contributions  costing  an  average  of  $4. 
13  per  hour  computed  on  the  basis  of  all  hours  worked  by  service  employees  employed 
on  the  covered  contracts .  * 

*This  rate  is  to  be  used  only  when  compensating  employees  for  performance  on  an  SCA- 
covered  contract  also  covered  by  EO  13706,  Establishing  Paid  Sick  Leave  for  Federal 
Contractors.  A  contractor  may  not  receive  credit  toward  its  SCA  obligations  for  any 
paid  sick  leave  provided  pursuant  to  EO  13706. 

VACATION:  2  weeks  paid  vacation  after  1  year  of  service  with  a  contractor  or 
successor,  3  weeks  after  5  years,  and  4  weeks  after  15  years.  Length  of  service 
includes  the  whole  span  of  continuous  service  with  the  present  contractor  or 
successor,  wherever  employed,  and  with  the  predecessor  contractors  in  the 
performance  of  similar  work  at  the  same  Federal  facility.  (Reg.  29  CFR  4.173) 

HOLIDAYS:  A  minimum  of  ten  paid  holidays  per  year:  New  Year's  Day,  Martin  Luther 
King  Jr.'s  Birthday,  Washington's  Birthday,  Memorial  Day,  Independence  Day, 

Labor  Day,  Columbus  Day,  Veterans'  Day,  Thanksgiving  Day,  and  Christmas  Day.  (A 
contractor  may  substitute  for  any  of  the  named  holidays  another  day  off  with  pay  in 
accordance  with  a  plan  communicated  to  the  employees  involved.)  (See  29  CFR  4.174) 


THE  OCCUPATIONS  WHICH  HAVE  NUMBERED  FOOTNOTES  IN  PARENTHESES  RECEIVE  THE  FOLLOWING: 

1)  COMPUTER  EMPLOYEES:  Under  the  SCA  at  section  8(b),  this  wage  determination  does 
not  apply  to  any  employee  who  individually  qualifies  as  a  bona  fide  executive, 
administrative,  or  professional  employee  as  defined  in  29  C.F.R.  Part  541.  Because 
most  Computer  System  Analysts  and  Computer  Programmers  who  are  compensated  at  a  rate 
not  less  than  $27.63  (or  on  a  salary  or  fee  basis  at  a  rate  not  less  than  $455  per 
week)  an  hour  would  likely  qualify  as  exempt  computer  professionals,  (29  C.F.R.  541. 
400)  wage  rates  may  not  be  listed  on  this  wage  determination  for  all  occupations 
within  those  job  families.  In  addition,  because  this  wage  determination  may  not 
list  a  wage  rate  for  some  or  all  occupations  within  those  job  families  if  the  survey 

IAF-18-0224-A-000140 


https://wAvw.wdol.gov/wdol/scafiles/std/15-4282.txt?v=9 


2/13/2018 


Page  9  of  1 1 


data  indicates  that  the  prevailing  wage  rate  for  the  occupation  equals  or  exceeds 
$27.63  per  hour  conformances  may  be  necessary  for  certain  nonexempt  employees.  For 
example,  if  an  individual  employee  is  nonexempt  but  nevertheless  performs  duties 
within  the  scope  of  one  of  the  Computer  Systems  Analyst  or  Computer  Programmer 
occupations  for  which  this  wage  determination  does  not  specify  an  SCA  wage  rate, 
then  the  wage  rate  for  that  employee  must  be  conformed  in  accordance  with  the 
conformance  procedures  described  in  the  conformance  note  included  on  this  wage 
determination . 

Additionally,  because  job  titles  vary  widely  and  change  quickly  in  the  computer 
industry,  job  titles  are  not  determinative  of  the  application  of  the  computer 
professional  exemption.  Therefore,  the  exemption  applies  only  to  computer  employees 
who  satisfy  the  compensation  requirements  and  whose  primary  duty  consists  of: 

(1)  The  application  of  systems  analysis  techniques  and  procedures,  including 
consulting  with  users,  to  determine  hardware,  software  or  system  functional 
specifications ; 

(2)  The  design,  development,  documentation,  analysis,  creation,  testing  or 
modification  of  computer  systems  or  programs,  including  prototypes,  based  on  and 
related  to  user  or  system  design  specifications; 

(3)  The  design,  documentation,  testing,  creation  or  modification  of  computer 
programs  related  to  machine  operating  systems;  or 

(4)  A  combination  of  the  aforementioned  duties,  the  performance  of  which 
requires  the  same  level  of  skills.  (29  C.F.R.  541.400) . 

2)  AIR  TRAFFIC  CONTROLLERS  AND  WEATHER  OBSERVERS  -  NIGHT  PAY  &  SUNDAY  PAY:  If  you 
work  at  night  as  part  of  a  regular  tour  of  duty,  you  will  earn  a  night  differential 
and  receive  an  additional  10%  of  basic  pay  for  any  hours  worked  between  6pm  and  6am. 

If  you  are  a  full-time  employed  (40  hours  a  week)  and  Sunday  is  part  of  your 
regularly  scheduled  workweek,  you  are  paid  at  your  rate  of  basic  pay  plus  a  Sunday 
premium  of  25%  of  your  basic  rate  for  each  hour  of  Sunday  work  which  is  not  overtime 
(i.e.  occasional  work  on  Sunday  outside  the  normal  tour  of  duty  is  considered 
overtime  work) . 


**  HAZARDOUS  PAY  DIFFERENTIAL  ** 

An  8  percent  differential  is  applicable  to  employees  employed  in  a  position  that 
represents  a  high  degree  of  hazard  when  working  with  or  in  close  proximity  to 
ordnance,  explosives,  and  incendiary  materials.  This  includes  work  such  as 
screening,  blending,  dying,  mixing,  and  pressing  of  sensitive  ordnance,  explosives, 
and  pyrotechnic  compositions  such  as  lead  azide,  black  powder  and  photoflash  powder. 

All  dry-house  activities  involving  propellants  or  explosives.  Demilitarization, 
modification,  renovation,  demolition,  and  maintenance  operations  on  sensitive 
ordnance,  explosives  and  incendiary  materials.  All  operations  involving  re-grading 
and  cleaning  of  artillery  ranges. 

A  4  percent  differential  is  applicable  to  employees  employed  in  a  position  that 
represents  a  low  degree  of  hazard  when  working  with,  or  in  close  proximity  to 
ordnance,  (or  employees  possibly  adjacent  to)  explosives  and  incendiary  materials 
which  involves  potential  injury  such  as  laceration  of  hands,  face,  or  arms  of  the 
employee  engaged  in  the  operation,  irritation  of  the  skin,  minor  burns  and  the  like; 
minimal  damage  to  immediate  or  adjacent  work  area  or  equipment  being  used.  All 
operations  involving,  unloading,  storage,  and  hauling  of  ordnance,  explosive,  and 
incendiary  ordnance  material  other  than  small  arms  ammunition.  These  differentials 
are  only  applicable  to  work  that  has  been  specifically  designated  by  the  agency  for 
ordnance,  explosives,  and  incendiary  material  differential  pay. 

**  UNIFORM  ALLOWANCE  ** 

If  employees  are  required  to  wear  uniforms  in  the  performance  of  this  contract 
(either  by  the  terms  of  the  Government  contract,  by  the  employer,  by  the  state  or 
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local  law,  etc.),  the  cost  of  furnishing  such  uniforms  and  maintaining  (by 
laundering  or  dry  cleaning)  such  uniforms  is  an  expense  that  may  not  be  borne  by  an 
employee  where  such  cost  reduces  the  hourly  rate  below  that  required  by  the  wage 
determination.  The  Department  of  Labor  will  accept  payment  in  accordance  with  the 
following  standards  as  compliance: 

The  contractor  or  subcontractor  is  required  to  furnish  all  employees  with  an 
adequate  number  of  uniforms  without  cost  or  to  reimburse  employees  for  the  actual 
cost  of  the  uniforms.  In  addition,  where  uniform  cleaning  and  maintenance  is  made 
the  responsibility  of  the  employee,  all  contractors  and  subcontractors  subject  to 
this  wage  determination  shall  (in  the  absence  of  a  bona  fide  collective  bargaining 
agreement  providing  for  a  different  amount,  or  the  furnishing  of  contrary 
affirmative  proof  as  to  the  actual  cost) ,  reimburse  all  employees  for  such  cleaning 
and  maintenance  at  a  rate  of  $3.35  per  week  (or  $.67  cents  per  day) .  However,  in 
those  instances  where  the  uniforms  furnished  are  made  of  "wash  and  wear" 
materials,  may  be  routinely  washed  and  dried  with  other  personal  garments,  and  do 
not  require  any  special  treatment  such  as  dry  cleaning,  daily  washing,  or  commercial 
laundering  in  order  to  meet  the  cleanliness  or  appearance  standards  set  by  the  terms 
of  the  Government  contract,  by  the  contractor,  by  law,  or  by  the  nature  of  the  work, 
there  is  no  requirement  that  employees  be  reimbursed  for  uniform  maintenance  costs. 

**  SERVICE  CONTRACT  ACT  DIRECTORY  OF  OCCUPATIONS  ** 

The  duties  of  employees  under  job  titles  listed  are  those  described  in  the 
"Service  Contract  Act  Directory  of  Occupations",  Fifth  Edition  (Revision  1), 
dated  September  2015,  unless  otherwise  indicated. 

**  REQUEST  FOR  AUTHORIZATION  OF  ADDITIONAL  CLASSIFICATION  AND  WAGE  RATE,  Standard 
Form  1444  (SF-1444)  ** 

Conformance  Process: 


The  contracting  officer  shall  require  that  any  class  of  service  employee  which  is 
not  listed  herein  and  which  is  to  be  employed  under  the  contract  (i.e.,  the  work  to 
be  performed  is  not  performed  by  any  classification  listed  in  the  wage 
determination) ,  be  classified  by  the  contractor  so  as  to  provide  a  reasonable 
relationship  (i.e.,  appropriate  level  of  skill  comparison)  between  such  unlisted 
classifications  and  the  classifications  listed  in  the  wage  determination  (See  29  CFR 
4.6(b) (2) (i)) .  Such  conforming  procedures  shall  be  initiated  by  the  contractor 
prior  to  the  performance  of  contract  work  by  such  unlisted  class  (es)  of  employees 
(See  29  CFR  4.6(b)  (2)  (ii) )  .  The  Wage  and  Hour  Division  shall  make  a  final 
determination  of  conformed  classification,  wage  rate,  and/or  fringe  benefits  which 
shall  be  paid  to  all  employees  performing  in  the  classification  from  the  first  day 
of  work  on  which  contract  work  is  performed  by  them  in  the  classification.  Failure 
to  pay  such  unlisted  employees  the  compensation  agreed  upon  by  the  interested 
parties  and/or  fully  determined  by  the  Wage  and  Hour  Division  retroactive  to  the 
date  such  class  of  employees  commenced  contract  work  shall  be  a  violation  of  the  Act 
and  this  contract.  (See  29  CFR  4.6(b) (2) (v) ) .  When  multiple  wage  determinations  are 
included  in  a  contract,  a  separate  SF-1444  should  be  prepared  for  each  wage 
determination  to  which  a  class  (es)  is  to  be  conformed. 


The  process  for  preparing  a  conformance  request  is  as  follows: 

1)  When  preparing  the  bid,  the  contractor  identifies  the  need  for  a  conformed 
occupation ( s )  and  computes  a  proposed  rate(s). 

2)  After  contract  award,  the  contractor  prepares  a  written  report  listing  in  order 
the  proposed  classification  title  (s),  a  Federal  grade  equivalency  (FGE)  for  each 
proposed  classification  (s) ,  job  description ( s ) ,  and  rationale  for  proposed  wage 
rate(s),  including  information  regarding  the  agreement  or  disagreement  of  the 
authorized  representative  of  the  employees  involved,  or  where  there  is  no  authorized 
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representative,  the  employees  themselves.  This  report  should  be  submitted  to  the 
contracting  officer  no  later  than  30  days  after  such  unlisted  class  (es)  of  employees 
performs  any  contract  work. 

3)  The  contracting  officer  reviews  the  proposed  action  and  promptly  submits  a  report 
of  the  action,  together  with  the  agency's  recommendations  and  pertinent 
information  including  the  position  of  the  contractor  and  the  employees,  to  the  U.S. 
Department  of  Labor,  Wage  and  Hour  Division,  for  review  (See  29  CFR  4.6(b) (2) (ii)) . 

4)  Within  30  days  of  receipt,  the  Wage  and  Hour  Division  approves,  modifies,  or 
disapproves  the  action  via  transmittal  to  the  agency  contracting  officer,  or 
notifies  the  contracting  officer  that  additional  time  will  be  required  to  process 
the  request. 

5)  The  contracting  officer  transmits  the  Wage  and  Hour  Division's  decision  to  the 
contractor . 

6)  Each  affected  employee  shall  be  furnished  by  the  contractor  with  a  written  copy 
of  such  determination  or  it  shall  be  posted  as  a  part  of  the  wage  determination  (See 
29  CFR  4.6(b) (2) (iii) ) . 

Information  required  by  the  Regulations  must  be  submitted  on  SF-1444  or  bond  paper. 

When  preparing  a  conformance  request,  the  "Service  Contract  Act  Directory  of 
Occupations"  should  be  used  to  compare  job  definitions  to  ensure  that  duties 
requested  are  not  performed  by  a  classification  already  listed  in  the  wage 
determination.  Remember,  it  is  not  the  job  title,  but  the  required  tasks  that 
determine  whether  a  class  is  included  in  an  established  wage  determination. 
Conformances  may  not  be  used  to  artificially  split,  combine,  or  subdivide 
classifications  listed  in  the  wage  determination  (See  29  CFR  4.152(c)  (1))  . 
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AMENDMENT  OF  SOLICITATION/MODIFICATION  OF  CONTRACT 


1.  CONTRACT  DCODE 


PAGE  OF  PAGES 

1  I  2 


2.  AMENDMENT/MODIFICATION  NO. 


3.  EFFECTIVE  DATE 


4.  REQUISITION/PURCHASE  REQ.  NO. 


5.  PROJECT  NO.  (If  applicable) 


P00002 

6.  ISSUED  BY 

Bureau  of 
Division 


CODE 


See  Block  16C 
FSA-RRANDOLPH 


7.  ADMINISTERED  BY  (If  other  than  Item  6) 


CODE 


FSA- PARKERSBURG 


the  Fiscal  Service 
of  Procurement 


Bureau  of  the  Fiscal  Service 
Division  of  Procurement 


Avery  5F 
200  Third  Street 
Attn:  R.  Randolph 
Parkersburg  WV  26101 

8.  NAME  AND  ADDRESS  OF  CONTRACTOR  (No.,  street,  county,  State  and  ZIP  Code) 


CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


CODE 


603210399 


FAC  LITY  CODE 


Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 

,  ,  |9A.  AMENDMENT  OF  SOLICITATION  NO. 
(X) 


9B.  DATED  (SEE  ITEM  11) 


^  10A.  MODIFICATION  OF  CONTRACT/ORDER  NO. 

^  20343118P00001 


10B.  DATED  (SEE  ITEM  13) 

I0/I8/20I7 


11.  THIS  ITEM  ONLY  APPLIES  TO  AMENDMENTS  OF  SOLICITATIONS 


□  The  above  numbered  solicitation  is  amended  as  set  forth  in  Item  14.  The  hour  and  date  specified  for  receipt  of  Offers  Dis  extended  Dis  not  extended. 

Offers  must  acknowledge  receipt  of  this  amendment  prior  to  the  hour  and  date  specified  in  the  solicitation  or  as  amended  ,  by  one  of  the  following  methods:  (a)  By  completing 

terns  8  and  1 5,  and  returning  _  copies  of  the  amendment;  (b)  By  acknowledging  receipt  of  this  amendment  on  each  copy  of  the  offer  submitted  ;  or  (c)  By 

separate  letter  or  telegram  which  includes  a  reference  to  the  solicitation  and  amendment  numbers.  FA  LURE  OF  YOUR  ACKNOWLEDGEMENT  TO  BE  RECEIVED  AT 
THE  PLACE  DESIGNATED  FOR  THE  RECEIPT  OF  OFFERS  PRIOR  TO  THE  HOUR  AND  DATE  SPECIFIED  MAY  RESULT  IN  REJECTION  OF  YOUR  OFFER  If  by 
virtue  of  this  amendment  you  desire  to  change  an  offer  already  submitted  ,  such  change  may  be  made  by  telegram  or  letter,  provided  each  telegram  or  letter  makes 
reference  to  the  solicitation  and  this  amendment,  and  is  received  prior  to  the  opening  hour  and  date  specified. _ 

12.  ACCOUNT  NG  AND  APPROPRIATION  DATA  (If  required) 

See  Schedule 

13.  THIS  ITEM  ONLY  APPLIES  TO  MODIFICATION  OF  CONTRACTS/ORDERS.  IT  MODIFIES  THE  CONTRACT/ORDER  NO.  AS  DESCRIBED  IN  ITEM  14. 


CHECK  ONE 

A.  THIS  CHANGE  ORDER  IS  ISSUED  PURSUANT  TO;  (Specify  authority)  THE  CHANGES  SET  FORTH  IN  ITEM  14  ARE  MADE  IN  THE  CONTRACT 

ORDER  NO.  IN  ITEM  10A. 

B.  THE  ABOVE  NUMBERED  CONTRACT/ORDER  IS  MODIF  ED  TO  REFLECT  THE  ADM  NISTRATIVE  CHANGES  (such  as  changes  in  paying  office, 
appropriation  date,  etc.)  SET  FORTH  N  ITEM  14.  PURSUANT  TO  THE  AUTHORITY  OF  FAR  43.103(b). 

X 

C.  THIS  SUPPLEMENTAL  AGREEMENT  IS  ENTERED  INTO  PURSUANT  TO  AUTHORITY  OF; 

FAR  52.212-4  (a)  Inspection/Acceptance 

D.  OTHER  (Specify  type  of  modification  and  authority) 

E.  IMPORTANT  Contractor  □  is  not.  [x]  is  required  to  sign  this  document  and  return  _ 1  copies  to  the  issuing  office. 


14.  DESCRIPTION  OF  AMENDMENT/MODIFICATION  (Organized  by  UCF  section  headings,  including  solicitation/contract  subject  matter  where  feasible.) 

In  accordance  with  52.212-4  (a),  Inspection/Acceptance,  the  purpose  of  this  no  cost 
modification  is  to  revise  the  period  of  performance  through  04/30/2018  for  a  replacement 
door  and  hardware. 


There  is  no  additional  funding  with  this  modification. 


In  the  event  of  a  lapse  funding  resulting  in  a  government  shutdown,  the  status  of  Fiscal 
Year  funding  and  any  necessary  action  required  of  the  Contractor  will  be  made  available  at 
the  following  website:  https://www.fiscal.treasury.gov/fsfaq/fs_doing_business.htm.  It  is 
the  Contractor's  responsibility  to  monitor  this  website  for  information  regarding  Fiscal 
Year  funding. 

Continued  . . . 

Except  as  provided  herein,  all  terms  and  conditions  of  the  document  referenced  in  Item  9  A  or  10A,  as  heretofore  changed,  remains  unchanged  and  in  full  force  and  effect. 


15A.  NAME  AND  TITLE  OF  SIGNER  (Type  or  print) 

16A.  NAME  AND  TITLE  OF  CONTRACT  NG  OFFICER  (Type  or  print) 

ROB  RANDOLPH 

15B.  CONTRACTOR/OFFEROR 

15C.  DATE  SIGNED 

16B.  UNITED  STATES  OF  AMERICA 

16C.  DATE  SIGNED 

(Signature  of  person  authorized  to  sign) 

(Signature  of  Contracting  Officer) 

NSN  7540-01-152-8070  stA6o4^b-03®i^MR&O  0)18^4 
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REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 
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NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

2  I  2 


ITEM  NO. 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 


(C) 


(D) 


(E) 


(F) 


Accounting  Info: 

IAF3100DA1 81 9XX-20 18-61 000 00 1-3202 02-IAF2500 000 000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 

FOB:  Destination 

Period  of  Performance:  10/23/2017  to  04/30/2018 


Change  Item  0001  to  read  as  follows (amount  shown 
is  the  obligated  amount) : 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


0.00 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 

General  Conditions/Overhead:  $3,624.00 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 

This  proposal  includes  a  1-year  warranty  covering 
work  performed  by  CCG  and/or  subcontractors. 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 


CCG  shall  fix  the  existing  pocket  door. 
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AMENDMENT  OF  SOLICITATION/MODIFICATION  OF  CONTRACT 


1.  CONTRACT  DCODE 


PAGE  OF  PAGES 

1  I  3 


2.  AMENDMENT/MODIFICATION  NO. 

POOOOl 


3.  EFFECTIVE  DATE 

See  Block  16C 


4.  REQUISITION/PURCHASE  REQ.  NO. 

IAF-25000-18-0015 


5.  PROJECT  NO.  (If  applicable) 


6.  ISSUED  BY 


CODE 


FSA-JBJACKSON 


BUREAU  OF  THE  FISCAL  SERVICE 

DIVISION  OF  PROCUREMENT 

AVERY  5F 

200  THIRD  STREET 

ATTN:  J.  JACKSON 

PARKERSBURG  WV  2 610 1 


7.  ADMINISTERED  BY  (If  other  than  Item  6)  CO 

Bureau  of  the  Fiscal  Service 
Division  of  Procurement 
Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 


FSA- PARKERSBURG 


8.  NAME  AND  ADDRESS  OF  CONTRACTOR  (No.,  street,  county,  State  and  ZIP  Code) 

CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  I2TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


(X) 


603210399 


FAC  LITY  CODE 


9A.  AMENDMENT  OF  SOLICITATION  NO. 


9B.  DATED  (SEE  ITEM  11) 


10A.  MODIFICATION  OF  CONTRACT/ORDER  NO. 

20343118P00001 


10B.  DATED  (SEE  ITEM  13) 

10/18/2017 


11.  THIS  ITEM  ONLY  APPLIES  TO  AMENDMENTS  OF  SOLICITATIONS 


□  The  above  numbered  solicitation  is  amended  as  set  forth  in  Item  14.  The  hour  and  date  specified  for  receipt  of  Offers  Dis  extended  Dis  not  extended. 

Offers  must  acknowledge  receipt  of  this  amendment  prior  to  the  hour  and  date  specified  in  the  solicitation  or  as  amended  ,  by  one  of  the  following  methods:  (a)  By  completing 

terns  8  and  1 5,  and  returning  _  copies  of  the  amendment;  (b)  By  acknowledging  receipt  of  this  amendment  on  each  copy  of  the  offer  submitted  ;  or  (c)  By 

separate  letter  or  telegram  which  includes  a  reference  to  the  solicitation  and  amendment  numbers.  FA  LURE  OF  YOUR  ACKNOWLEDGEMENT  TO  BE  RECEIVED  AT 
THE  PLACE  DESIGNATED  FOR  THE  RECEIPT  OF  OFFERS  PRIOR  TO  THE  HOUR  AND  DATE  SPECIFIED  MAY  RESULT  IN  REJECTION  OF  YOUR  OFFER  if  by 
virtue  of  this  amendment  you  desire  to  change  an  offer  already  submitted  ,  such  change  may  be  made  by  telegram  or  letter,  provided  each  telegram  or  letter  makes 
reference  to  the  solicitation  and  this  amendment,  and  is  received  prior  to  the  opening  hour  and  date  specified. 


12.  ACCOUNT  NG  AND  APPROPRIATION  DATA  (If  required) 

See  Schedule 


Net  Increase; 


$4, 689.00 


13.  THIS  ITEM  ONLY  APPLIES  TO  MODIFICATION  OF  CONTRACTS/ORDERS.  IT  MODIFIES  THE  CONTRACT/ORDER  NO.  AS  DESCRIBED  IN  ITEM  14. 


CHECK  ONE 

A.  THIS  CHANGE  ORDER  IS  ISSUED  PURSUANT  TO;  (Specify  authority)  THE  CHANGES  SET  FORTH  IN  ITEM  14  ARE  MADE  IN  THE  CONTRACT 

ORDER  NO.  IN  ITEM  10A. 

B.  THE  ABOVE  NUMBERED  CONTRACT/ORDER  IS  MODIF  ED  TO  REFLECT  THE  ADM  NISTRATIVE  CHANGES  (such  as  changes  in  paying  office, 
appropriation  date,  etc.)  SET  FORTH  N  ITEM  14.  PURSUANT  TO  THE  AUTHORITY  OF  FAR  43.103(b). 

X 

C.  THIS  SUPPLEMENTAL  AGREEMENT  IS  ENTERED  INTO  PURSUANT  TO  AUTHORITY  OF; 

FAR  52.212-4  (c)  Changes 

D.  OTHER  (Specify  type  of  modification  and  authority) 

E.  IMPORTANT  Contractor  □  is  not.  0  is  required  to  sign  this  document  and  return  _ 1  copies  to  the  issuing  office. 


14.  DESCRIPTION  OF  AMENDMENT/MODIFICATION  (Organized  by  UCF  section  headings,  including  soiicitation/contract  subject  matter  where  feasible.) 

In  accordance  with  52.212-4  (c) ,  Changes,  the  purposes  of  this  modification  are  to: 

1)  Extend  the  period  of  performance  through  03/31/2018. 

2)  Incorporate  a  revised  Performance  Work  Statement  (PWS) :  noted  additions  3.1  TASKS,  4.0 
PERFORMANCE  REVIEW  SUMMARY,  and  9.0  PERIOD  OF  PERFORMANCE.  See  attached  revised  PWS  pages 
17  -  20. 

3)  Create  CLIN  0002  to  fund  the  Request  for  Equitable  Adjustment  (REA)  in  the  amount  of 
$4,689.00  related  to  drawing  revisions  of  doors  and  window,  HVAC,  electrical,  and 
mechanical  work. 

Continued  . . . 

Except  as  provided  herein,  all  terms  and  conditions  of  the  document  referenced  in  Item  9  A  or  10A,  as  heretofore  changed,  remains  unchanged  and  in  full  force  and  effect. 


15A.  NAME  AND  TITLE  OF  SIGNER  (Type  or  print) 

16A.  NAME  AND  TITLE  OF  CONTRACT  NG  OFFICER  (Type  or  print) 

ROB  RANDOLPH 

15B.  CONTRACTOR/OFFEROR 

15C.  DATE  SIGNED 

16B.  UNITED  STATES  OF  AMERICA 

16C.  DATE  SIGNED 

(Signature  of  person  authorized  to  sign) 

(Signature  of  Contracting  Officer) 

NSN  7540-01-152-8070 
Previous  edition  unusable 
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REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 


20 34 311 8P0 00 01 /POO  001 


NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

2  I  3 


ITEM  NO. 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 


(C) 


(D) 


(E) 


(F) 


This  bilateral  agreement  is  to  clarify 
performance  and  the  period  in  which  it  is  to  be 
performed.  By  signing  this  modification,  the 
Contractor  establishes  and  asserts  no  other 
issues  or  the  need  to  resolve  any  other  REAs 
exists . 

4)  Attach  Wage  Determination  sheet  as  Attachment 

B. 


In  the  event  of  a  lapse  funding  resulting  in  a 
government  shutdown,  the  status  of  Fiscal  Year 
funding  and  any  necessary  action  required  of  the 
Contractor  will  be  made  available  at  the 
following  website: 

https :/ / WWW .fiscal. treasury. gov/ f sf aq/ f s_doing_bus 
iness.htm.  It  is  the  Contractor's  responsibility 
to  monitor  this  website  for  information  regarding 
Fiscal  Year  funding. 

LIST  OF  CHANGES: 

New  Total  Amount  for  this  Award:  $49,034.00 
Obligated  Amount  for  this  Modification:  $4,689.00 
New  Total  Obligated  Amount  for  this  Award: 

$49, 034.00 

Accounting  Info: 

IAF3100DA1 81 9XX-20 18-61 000 00 1-3202 02-IAF2500 000 000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 

FOB:  Destination 

Period  of  Performance:  10/23/2017  to  03/31/2018 


Change  Item  0001  to  read  as  follows (amount  shown 
is  the  obligated  amount) : 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 

General  Conditions/Overhead:  $3,624.00 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 

Continued  . . . 


0.00 


IAF-18-l)224-A-000147 
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REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 


20 34 311 8P0 00 01 /POO  001 


NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

3  I  3 


ITEM  NO. 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


This 

work 


(B) 


proposal  includes  a  1-year  warranty  cover! 
performed  by  CCG  and/or  subcontractors. 


(C) 


(D) 


(E) 


ng 


(F) 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 

CCG  shall  fix  the  existing  pocket  door. 


Add  Item  0002  as  follows: 


0002 


Request  for  Equitable  Adjustment  (REA) 

Revisions  of  doors  and  window,  HVAC,  electrical, 
and  mechanical  work. 


As  revised: 

General  Requirements:  $6,089.00 
Doors/Windows:  $27,846.00 
Specialties:  $1,224.00 

Mechanical/Plumbing/Fire  Protection:  $3,537.00 
Electrical:  $1,377.00 

General  Conditions/Overhead:  $4,007.00 

Fee :  $3,526.00 

P&P  Bond:  $1,428.00 


4,689.00 


IAF-18-l)224-A-000148 
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(O)  52.222-59  Compliance  with  Labor  Laws  (Executive  Order  13673)  (OCT  2016).  Note  to 
paragraph  (e)(1)(ii)(0):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective 
immediately  if  the  court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will 
publish  a  document  in  the  Federal  Register  advising  the  public  of  the  termination  of  the 
injunction. 

(P)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

(Q)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct 
2016)  (Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year 
2008;  10  U.S.C.  2302  Note). 

(R)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  201 7)(E.0.1 3706). 

(S)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations.  (May  2014)  (42 
U.S.C.  1792).  Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(T)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46 

U.S.C.  Appx.  1241(b)  and  10  U.S.C.  2631).  Flow  down  required  in  accordance  with 
paragraph  (d)  of  FAR  clause  52.247-64. 

CONTRACT  DOCUMENTS,  EXHIBITS,  AND  ATTACHMENTS 

PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter- American 
Foundation  is  an  independent  agency  of  the  United  States  government  that  channels  development 
assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the  Caribbean.  Since 
beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded  nearly  5,000  grants,  valued 
at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise  development,  education  and 
training,  environmental  conservation,  culture,  housing,  and  health  care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW,  Suite 
1200,  Washington,  DC  20004.  In  2011,  lAF  contracted  with  RG  Glass  to  create  multiple  conference 
room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  V2”  clear  tempered  glass 
and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass  wall  and  sliding  glass  door 
shah  be  made  with  similar  materials,  V2”  clear  tempered  glass  and  stainless  steel  case,  to  match  the 
conference  room  space. 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding  glass 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure  privacy  and 
openness  to  allow  for  maximum  (natural)  light  into  the  conference  space  as  much  as  possible. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quality  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement.  In  addition,  the  contractor  shah  provide  project  management  and 
accounting  of  this  project. 


IAF-18-0224-A-000149 
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The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  performance  period. 
The  contractor  shall  protect  all  existing  structure  and  tenant  owned  personal  property  during  removal, 
taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall  meet 
all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure  access  to 
property  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring  smooth  surfaces 
with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be  found  in  Attachment  A  - 
COI  Sample. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor  shall, 
without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its  construction  and 
other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

Deliverable  1:  Glass  Wall  Installation 

Installation  shall  include  V2”  clear  tempered  glass  doors  which  shall  be  similar  to  existing  conference 
room  glass  wall  and  sliding  glass  door.  Contractor  shall  paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in  doors 
may  need  to  be  changed.  This  requirement  shall  include  site  visits  to  allow  the  contractors  to  examine 
the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 

Deliverable  2:  Glass  Etching 

Contractor  will  be  responsible  for  or  identifying  company  for  glass  etching  stencil  of  agency  logo  for 
two  locations-  CEO  and  conference  space  glass  wall  and  glass  door. 

Deliverable  3:  Sliding  Door  Repair 

Contractor  shall  assist  in  the  repair  of  the  sliding  door  that  enters  into  the  conference  room  from  the 
President’s  office. 

Deliverable  4:  Training  and  Operations  Overview 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware 
maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer 
literature.  The  contractor  shall  also  provide  lAF  with  operational  information,  door  dimensions,  and 
proposed  hardware  for  all  doors  and  frames. 

4.0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  Contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated  with  the  period  of 
performance.  The  delivery  schedule  is  follows: 


IAF-18-0224-A-000150 
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Assessment 

Performance 

Standard 

Monitoring  Method 

Deliverable  1: 
Installation  of  a  new 
glass  wall  and  sliding 
glass  door 

100%  installation 
completed 

COR  acceptance 

Deliverable  2:  Glass 
etching  stencil  of 
agency  logo  for  two 
locations  (CEO  and 
conference  space 
glass  wall  and  glass 
door). 

100%  complete  in 
both  locations  of 
office 

COR  acceptance 

Deliverable  3:  Fix 
Sliding  Door 

100%  working  door 
completed 

COR  acceptance 

Deliverable  4;  Basic 
training  on 
door/hardware 
maintenance  and 
operations 

Training  held  within 
the  period  of 
performance 

COR  acceptance 

5.0  CONTRACT  TYPE 

Firm-Fixed  price. 

6.0  HOURS  OF  OPERATION 

The  contractor  is  responsible  for  conducting  business  between  the  hours  of  7  a.m.  -  5  p.m.  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local  or 
national  emergencies,  administrative  closings,  or  similar  Government  directed  facility  closings. 
Normal  working  hours  will  be  7  a.m.  -  5p.m. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Avenue  NW,  Suite  1200N,  Washington,  DC  20004. 

8.0  PHYSICAL  SECURITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  government  equipment,  information  and 
property  provided  for  Contractor  use.  COR  will  notify  building  management  and  security  of 
contractor’s  arrival  and  nature  of  work  to  be  completed. 


Attachments 

Attachment  A  -  COI  Sample 
Attachment  B  -  Wage  Determination 
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WD  15-4282  (Rev. -9)  was  first  posted  on  www.wdol.gov  on  01/16/2018 


REGISTER  OE  WAGE  DETERMINATIONS  UNDER 
THE  SERVICE  CONTRACT  ACT 
By  direction  of  the  Secretary  of  Labor 


U.S.  DEPARTMENT  OF  LABOR 
EMPLOYMENT  STANDARDS  ADMINISTRATION 
WAGE  AND  HOUR  DIVISION 
WASHINGTON  D.C.  20210 


Daniel  W.  Simms 
Director 


Division  of 
Wage  Determinations 


Wage  Determination  No.:  2015-4282 
Revision  No . :  9 
Date  Of  Revision:  01/10/2018 


Note:  Under  Executive  Order  (EO)  13658,  an  hourly  minimum  wage  of  $10.35  for 
calendar  year  2018  applies  to  all  contracts  subject  to  the  Service  Contract 
Act  for  which  the  contract  is  awarded  (and  any  solicitation  was  issued)  on  or 
after  January  1,  2015.  If  this  contract  is  covered  by  the  EO,  the  contractor 
must  pay  all  workers  in  any  classification  listed  on  this  wage  determination 
at  least  $10.35  per  hour  (or  the  applicable  wage  rate  listed  on  this  wage 
determination,  if  it  is  higher)  for  all  hours  spent  performing  on  the  contract 
in  caiendar  year  2018.  The  EO  minimum  wage  rate  will  be  adjusted  annually. 
Additional  information  on  contractor  requirements  and  worker  protections  under 
the  EO  is  available  at  www.dol.gov/whd/govcontracts 


States:  District  of  Columbia,  Maryland,  Virginia 
Area:  District  of  Columbia  Statewide 

Maryland  Counties  of  Calvert,  Charles,  Prince  George's 

Virginia  Counties  of  Alexandria,  Arlington,  Fairfax,  Falls  Church,  Fauquier, 
Loudoun,  Manassas,  Manassas  Park,  Prince  William,  Stafford 


**Fringe  Benefits  Required  Follow  the  Occupational  Listing** 


OCCUPATION  CODE  -  TITLE 


FOOTNOTE 


RATE 


01000  -  Administrative  Support  And  Clerical  Occupations 
01011  -  Accounting  Clerk  I 
01012  -  Accounting  Clerk  II 
01013  -  Accounting  Clerk  III 
01020  -  Administrative  Assistant 
01035  -  Court  Reporter 

01041  -  Customer  Service  Representative  I 

01042  -  Customer  Service  Representative  II 

01043  -  Customer  Service  Representative  III 

01051  -  Data  Entry  Operator  I 

01052  -  Data  Entry  Operator  II 

01060  -  Dispatcher,  Motor  Vehicle 

01070  -  Document  Preparation  Clerk 

01090  -  Duplicating  Machine  Operator 

01111  -  General  Clerk  I 

01112  -  General  Clerk  II 

01113  -  General  Clerk  III 

01120  -  Housing  Referral  Assistant 

01141  -  Messenger  Courier 

01191  -  Order  Clerk  I 

01192  -  Order  Clerk  II 

01261  -  Personnel  Assistant  (Employment)  I 

01262  -  Personnel  Assistant  (Employment)  II 

01263  -  Personnel  Assistant  (Employment)  III 

01270  -  Production  Control  Clerk 

01290  -  Rental  Clerk 

01300  -  Scheduler,  Maintenance 


18.06 
20.28 
22 . 68 
31 . 98 
21 . 84 
14 . 94 
16.81 
18.33 
14 . 88 

16.23 

19.28 
16.17 

16.17 
14 . 88 

16.24 
18.74 

25.29 

16.18 
15 . 12 
16.50 
18 . 15 
20.32 
22 . 65 

25.24 
16.55 
18.07 


IAF-18-0224-A-000152 


https://wAvw.wdol.gov/wdol/scafiles/std/15-4282.txt?v=9 


2/13/2018 


Page  2  of  1 1 


01311 

- 

Secretary  I 

18 . 07 

01312 

- 

Secretary  II 

20 .18 

01313 

- 

Secretary  III 

25.29 

01320 

- 

Service  Order  Dispatcher 

17.24 

01410 

- 

Supply  Technician 

31 . 98 

01420 

- 

Survey  Worker 

20.03 

01460 

- 

Switchboard  Opera tor /Receptionist 

15.07 

01531 

- 

Travel  Clerk  I 

14 . 80 

01532 

- 

Travel  Clerk  II 

15 . 91 

01533 

- 

Travel  Clerk  III 

17 .08 

01611 

- 

Word  Processor  I 

16.56 

01612 

- 

Word  Processor  II 

18.59 

01613 

- 

Word  Processor  III 

20.79 

05000  - 

Automotive  Service  Occupations 

05005 

- 

Automobile  Body  Repairer,  Fiberglass 

28 . 60 

05010 

- 

Automotive  Electrician 

23.51 

05040 

- 

Automotive  Glass  Installer 

22 . 15 

05070 

- 

Automotive  Worker 

22 . 15 

05110 

- 

Mobile  Equipment  Servicer 

19.04 

05130 

- 

Motor  Equipment  Metal  Mechanic 

24 .78 

05160 

- 

Motor  Equipment  Metal  Worker 

22 . 15 

05190 

- 

Motor  Vehicle  Mechanic 

24 .78 

05220 

- 

Motor  Vehicle  Mechanic  Helper 

18.49 

05250 

- 

Motor  Vehicle  Upholstery  Worker 

21 . 63 

05280 

- 

Motor  Vehicle  Wrecker 

22 . 15 

05310 

- 

Painter,  Automotive 

23.51 

05340 

- 

Radiator  Repair  Specialist 

22.15 

05370 

- 

Tire  Repairer 

14.44 

05400 

- 

Transmission  Repair  Specialist 

24 .78 

07000  - 

Food  Preparation  And  Service  Occupations 

07010 

- 

Baker 

14 . 14 

07041 

- 

Cook  I 

15 . 15 

07042 

- 

Cook  II 

17 . 61 

07070 

- 

Dishwasher 

10.72 

07130 

- 

Food  Service  Worker 

11 .01 

07210 

- 

Meat  Cutter 

20 . 10 

07260 

- 

Waiter /Waitress 

10 . 67 

09000  - 

Furniture  Maintenance  And  Repair  Occupations 

09010 

- 

Electrostatic  Spray  Painter 

19.86 

09040 

- 

Furniture  Handler 

14.06 

09080 

- 

Furniture  Refinisher 

20.23 

09090 

- 

Furniture  Refinisher  Helper 

15.52 

09110 

- 

Furniture  Repairer,  Minor 

17 . 94 

09130 

- 

Upholsterer 

19.86 

11000  - 

General  Services  And  Support  Occupations 

11030 

- 

Cleaner,  Vehicles 

10 .54 

11060 

- 

Elevator  Operator 

12 . 66 

11090 

- 

Gardener 

18.52 

11122 

- 

Housekeeping  Aide 

12 . 66 

11150 

- 

Janitor 

12 . 66 

11210 

- 

Laborer,  Grounds  Maintenance 

13 . 82 

11240 

- 

Maid  or  Houseman 

12.22 

11260 

- 

Pruner 

12.25 

11270 

- 

Tractor  Operator 

16.94 

11330 

- 

Trail  Maintenance  Worker 

13 . 82 

11360 

- 

Window  Cleaner 

14.28 

12000  - 

Health  Occupations 

12010 

- 

Ambulance  Driver 

22.31 

12011 

- 

Breath  Alcohol  Technician 

21.35 

12012 

- 

Certified  Occupational  Therapist  Assistant 

27 . 96 

12015 

- 

Certified  Physical  Therapist  Assistant 

25 . 93 
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12020  -  Dental  Assistant  19.78 

12025  -  Dental  Hygienist  45.00 

12030  -  EKG  Technician  33.48 

12035  -  Electroneurodiagnostic  Technologist  33.48 

12040  -  Emergency  Medical  Technician  22.31 

12071  -  Licensed  Practical  Nurse  I  19.07 

12072  -  Licensed  Practical  Nurse  II  21.35 

12073  -  Licensed  Practical  Nurse  III  24.13 

12100  -  Medical  Assistant  17.17 

12130  -  Medical  Laboratory  Technician  18.98 

12160  -  Medical  Record  Clerk  18.80 

12190  -  Medical  Record  Technician  21.04 

12195  -  Medical  Transcriptionist  20.50 

12210  -  Nuclear  Medicine  Technologist  39.16 

12221  -  Nursing  Assistant  I  11.74 

12222  -  Nursing  Assistant  II  13.19 

12223  -  Nursing  Assistant  III  14.40 

12224  -  Nursing  Assistant  IV  16.16 

12235  -  Optical  Dispenser  20.67 

12236  -  Optical  Technician  17.38 

12250  -  Pharmacy  Technician  18.12 

12280  -  Phlebotomist  17.93 

12305  -  Radiologic  Technologist  33.85 

12311  -  Registered  Nurse  I  27.64 

12312  -  Registered  Nurse  II  33.44 

12313  -  Registered  Nurse  II,  Specialist  33.44 

12314  -  Registered  Nurse  III  40.13 

12315  -  Registered  Nurse  III,  Anesthetist  40.13 

12316  -  Registered  Nurse  IV  48.10 

12317  -  Scheduler  (Drug  and  Alcohol  Testing)  25.90 

12320  -  Substance  Abuse  Treatment  Counselor  27.04 

13000  -  Information  And  Arts  Occupations 

13011  -  Exhibits  Specialist  I  21.37 

13012  -  Exhibits  Specialist  II  26.46 

13013  -  Exhibits  Specialist  III  32.37 

13041  -  Illustrator  I  20.48 

13042  -  Illustrator  II  25.38 

13043  -  Illustrator  III  31.03 

13047  -  Librarian  37.95 

13050  -  Library  Aide/Clerk  16.35 

13054  -  Library  Information  Technology  Systems  34.26 

Administrator 

13058  -  Library  Technician  20.89 

13061  -  Media  Specialist  I  22.66 

13062  -  Media  Specialist  II  25.36 

13063  -  Media  Specialist  III  28.27 

13071  -  Photographer  I  16.65 

13072  -  Photographer  II  18.90 

13073  -  Photographer  III  23.67 

13074  -  Photographer  IV  28.65 

13075  -  Photographer  V  33.76 

13090  -  Technical  Order  Library  Clerk  20.54 

13110  -  Video  Teleconference  Technician  23.38 

14000  -  Information  Technology  Occupations 

14041  -  Computer  Operator  I  18.92 

14042  -  Computer  Operator  II  21.18 

14043  -  Computer  Operator  III  23.60 

14044  -  Computer  Operator  IV  26.22 

14045  -  Computer  Operator  V  29.05 

14071  -  Computer  Programmer  I  (see  1)  26.36 

14072  -  Computer  Programmer  II  (see  1) 
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14073 

-  Computer 

Programmer  III 

(see 

1) 

14074 

-  Computer 

Programmer  IV 

( see 

1) 

14101 

-  Computer 

Systems  Analyst 

I 

( see 

1) 

14102 

-  Computer 

Systems  Analyst 

II 

( see 

1) 

14103 

-  Computer 

Systems  Analyst 

III 

( see 

1) 

14150  -  Peripheral  Equipment  Operator 
14160  -  Personal  Computer  Support  Technician 
14170  -  System  Support  Specialist 
15000  -  Instructional  Occupations 

15010  -  Aircrew  Training  Devices  Instructor  (Non-Rated) 

15020  -  Aircrew  Training  Devices  Instructor  (Rated) 

15030  -  Air  Crew  Training  Devices  Instructor  (Pilot) 

15050  -  Computer  Based  Training  Specialist  /  Instructor 
15060  -  Educational  Technologist 
15070  -  Flight  Instructor  (Pilot) 

15080  -  Graphic  Artist 

15085  -  Maintenance  Test  Pilot,  Fixed,  Jet/Prop 

15086  -  Maintenance  Test  Pilot,  Rotary  Wing 
15088  -  Non-Maintenance  Test/Co-Pilot 
15090  -  Technical  Instructor 

15095  -  Technical  Instructor/Course  Developer 
15110  -  Test  Proctor 
15120  -  Tutor 

16000  -  Laundry,  Dry-Cleaning,  Pressing  And  Related  Occupations 
16010  -  Assembler 
16030  -  Counter  Attendant 
16040  -  Dry  Cleaner 

16070  -  Finisher,  Flatwork,  Machine 
16090  -  Presser,  Hand 

16110  -  Presser,  Machine,  Drycleaning 

16130  -  Presser,  Machine,  Shirts 

16160  -  Presser,  Machine,  Wearing  Apparel,  Laundry 

16190  -  Sewing  Machine  Operator 

16220  -  Tailor 

16250  -  Washer,  Machine 

19000  -  Machine  Tool  Operation  And  Repair  Occupations 
19010  -  Machine-Tool  Operator  (Tool  Room) 

19040  -  Tool  And  Die  Maker 
21000  -  Materials  Handling  And  Packing  Occupations 
21020  -  Forklift  Operator 
21030  -  Material  Coordinator 
21040  -  Material  Expediter 
21050  -  Material  Handling  Laborer 
21071  -  Order  Filler 

21080  -  Production  Line  Worker  (Food  Processing) 

21110  -  Shipping  Packer 

21130  -  Shipping/Receiving  Clerk 

21140  -  Store  Worker  I 

21150  -  Stock  Clerk 

21210  -  Tools  And  Parts  Attendant 

21410  -  Warehouse  Specialist 

23000  -  Mechanics  And  Maintenance  And  Repair  Occupations 
23010  -  Aerospace  Structural  Welder 
23019  -  Aircraft  Logs  and  Records  Technician 

23021  -  Aircraft  Mechanic  I 

23022  -  Aircraft  Mechanic  II 

23023  -  Aircraft  Mechanic  III 
23040  -  Aircraft  Mechanic  Helper 
23050  -  Aircraft,  Painter 

23060  -  Aircraft  Servicer 

23070  -  Aircraft  Survival  Flight  Equipment  Technician 


18.92 
26.22 
37 . 87 

36.47 
44.06 
52 . 81 

36.47 

36.80 

52 . 81 

30.47 
48 . 72 
48 . 72 
48.72 
28.79 

35.22 
23.24 

23.24 

11.41 
11.41 
14 . 66 
11.41 
11.41 
11.41 
11 .41 
11.41 

15.71 

16.64 

12 .51 

24.71 
28.29 

18.11 

25.24 

25.24 
13 . 83 
15.09 
18 . 11 

17 . 65 
17 . 65 
12.49 
17 . 98 
18.11 
18 . 11 

32 . 92 

23 . 91 

31.25 

32 . 92 

34.52 

21.22 

29.92 

23 . 91 

29.92 
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23080  -  Aircraft  Worker  25.42 

23091  -  Aircrew  Life  Support  Equipment  (ALSE)  Mechanic  25.42 

I 

23092  -  Aircrew  Life  Support  Equipment  (ALSE)  Mechanic  31.25 

II 

23110  -  Appliance  Mechanic  21.75 

23120  -  Bicycle  Repairer  14.43 

23125  -  Cable  Splicer  31.48 

23130  -  Carpenter,  Maintenance  22.45 

23140  -  Carpet  Layer  20.49 

23160  -  Electrician,  Maintenance  27.98 

23181  -  Electronics  Technician  Maintenance  I  30.17 

23182  -  Electronics  Technician  Maintenance  II  32.03 

23183  -  Electronics  Technician  Maintenance  III  33.75 

23260  -  Fabric  Worker  22.55 

23290  -  Fire  Alarm  System  Mechanic  22.91 

23310  -  Fire  Extinguisher  Repairer  20.77 

23311  -  Fuel  Distribution  System  Mechanic  27.60 

23312  -  Fuel  Distribution  System  Operator  23.45 

23370  -  General  Maintenance  Worker  21.43 

23380  -  Ground  Support  Equipment  Mechanic  31.25 

23381  -  Ground  Support  Equipment  Servicer  23.91 

23382  -  Ground  Support  Equipment  Worker  25.42 

23391  -  Gunsmith  I  20.77 

23392  -  Gunsmith  II  24.15 

23393  -  Gunsmith  III  27.00 

23410  -  Heating,  Ventilation  And  Air-Conditioning  28.33 

Mechanic 

23411  -  Heating,  Ventilation  And  Air  Contidioning  29.84 

Mechanic  (Research  Facility) 

23430  -  Heavy  Equipment  Mechanic  26.13 

23440  -  Heavy  Equipment  Operator  22.91 

23460  -  Instrument  Mechanic  27.34 

23465  -  Laboratory/Shelter  Mechanic  25.64 

23470  -  Laborer  14.98 

23510  -  Locksmith  23.54 

23530  -  Machinery  Maintenance  Mechanic  27.44 

23550  -  Machinist,  Maintenance  26.10 

23580  -  Maintenance  Trades  Helper  18.27 

23591  -  Metrology  Technician  I  27.34 

23592  -  Metrology  Technician  II  28.79 

23593  -  Metrology  Technician  III  30.19 

23640  -  Millwright  28.19 

23710  -  Office  Appliance  Repairer  22.96 

23760  -  Painter,  Maintenance  21.75 

23790  -  Pipefitter,  Maintenance  26.55 

23810  -  Plumber,  Maintenance  25.21 

23820  -  Pneudraulic  Systems  Mechanic  27.00 

23850  -  Rigger  27.72 

23870  -  Scale  Mechanic  24.15 

23890  -  Sheet-Metal  Worker,  Maintenance  24.81 

23910  -  Small  Engine  Mechanic  20.49 

23931  -  Telecommunications  Mechanic  I  29.95 

23932  -  Telecommunications  Mechanic  II  31.55 

23950  -  Telephone  Lineman  32.28 

23960  -  Welder,  Combination,  Maintenance  24.34 

23965  -  Well  Driller  22.91 

23970  -  Woodcraft  Worker  27.00 

23980  -  Woodworker  20.77 

24000  -  Personal  Needs  Occupations 

24550  -  Case  Manager  19.40 


IAF-18-0224-A-000156 


https://wAvw.wdol.gov/wdol/scafiles/std/15-4282.txt?v=9 


2/13/2018 


Page  6  of  1 1 


24570 

- 

Child  Care  Attendant 

12.79 

24580 

- 

Child  Care  Center  Clerk 

17 . 77 

24610 

- 

Chore  Aide 

11.57 

24620 

- 

Family  Readiness  And  Support  Services 

19.40 

Coordinator 

24630 

- 

Homemaker 

19.40 

25000  - 

Plant  And  System  Operations  Occupations 

25010 

- 

Boiler  Tender 

33.03 

25040 

- 

Sewage  Plant  Operator 

24 . 67 

25070 

- 

Stationary  Engineer 

33.03 

25190 

- 

Ventilation  Equipment  Tender 

23.58 

25210 

- 

Water  Treatment  Plant  Operator 

24 . 67 

27000  - 

Protective  Service  Occupations 

27004 

- 

Alarm  Monitor 

23.09 

27007 

- 

Baggage  Inspector 

15.38 

27008 

- 

Corrections  Officer 

25.08 

27010 

- 

Court  Security  Officer 

26.37 

27030 

- 

Detection  Dog  Handler 

20.57 

27040 

- 

Detention  Officer 

25.08 

27070 

- 

Firefighter 

28 . 10 

27101 

- 

Guard  I 

15.38 

27102 

- 

Guard  II 

20.57 

27131 

- 

Police  Officer  I 

29.70 

27132 

- 

Police  Officer  II 

33.00 

28000  - 

Recreation  Occupations 

28041 

- 

Carnival  Equipment  Operator 

13.59 

28042 

- 

Carnival  Equipment  Repairer 

14 . 63 

28043 

- 

Carnival  Worker 

9.24 

28210 

- 

Gate  Attendant/Gate  Tender 

15 .74 

28310 

- 

Lifeguard 

11.59 

28350 

- 

Park  Attendant  (Aide) 

17 . 62 

28510 

- 

Recreation  Aide/Health  Facility 

Attendant 

12 . 85 

28515 

- 

Recreation  Specialist 

21 . 82 

28630 

- 

Sports  Official 

14 . 03 

28690 

- 

Swimming  Pool  Operator 

18.21 

29000  - 

Stevedoring/Longshoremen  Occupational  Services 

29010 

- 

Blocker  And  Bracer 

27 . 98 

29020 

- 

Hatch  Tender 

27 . 98 

29030 

- 

Line  Handler 

27 . 98 

29041 

- 

Stevedore  I 

25.78 

29042 

- 

Stevedore  II 

29.33 

30000  - 

Technical  Occupations 

30010 

- 

Air  Traffic  Control  Specialist, 

Center  (HFO) 

( see 

2) 

41.44 

30011 

- 

Air  Traffic  Control  Specialist, 

Station  (HFO) 

( see 

2) 

28.58 

30012 

- 

Air  Traffic  Control  Specialist, 

Terminal  (HFO) 

( see 

2) 

31.47 

30021 

- 

Archeological  Technician  I 

20 .19 

30022 

- 

Archeological  Technician  II 

22 . 60 

30023 

- 

Archeological  Technician  III 

27 . 98 

30030 

- 

Cartographic  Technician 

27 . 98 

30040 

- 

Civil  Engineering  Technician 

26.41 

30051 

- 

Cryogenic  Technician  I 

24 .89 

30052 

- 

Cryogenic  Technician  II 

27.49 

30061 

- 

Drafter/CAD  Operator  I 

20 .19 

30062 

- 

Drafter/CAD  Operator  II 

22 . 60 

30063 

- 

Drafter/CAD  Operator  III 

25 .19 

30064 

- 

Drafter/CAD  Operator  IV 

31.00 

30081 

- 

Engineering  Technician  I 

22 . 92 

30082 

- 

Engineering  Technician  II 

25 . 72 

30083 

- 

Engineering  Technician  III 

28.79 

30084 

- 

Engineering  Technician  IV 

35 . 64 

30085 

- 

Engineering  Technician  V 

43 . 61 
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30086 

- 

Engineering  Technician  VI 

52.76 

30090 

- 

Environmental  Technician 

27 .41 

30095 

- 

Evidence  Control  Specialist 

22.47 

30210 

- 

Laboratory  Technician 

24.41 

30221 

- 

Latent  Fingerprint  Technician  I 

33.09 

30222 

- 

Latent  Fingerprint  Technician  II 

36.55 

30240 

- 

Mathematical  Technician 

28 . 94 

30361 

- 

Paralegal/Legal  Assistant  I 

21.36 

30362 

- 

Paralegal/Legal  Assistant  II 

26.47 

30363 

- 

Paralegal/Legal  Assistant  III 

32.36 

30364 

- 

Paralegal/Legal  Assistant  IV 

39.16 

30375 

- 

Petroleum  Supply  Specialist 

27.49 

30390 

- 

Photo-Optics  Technician 

27 . 98 

30395 

- 

Radiation  Control  Technician 

27.49 

30461 

- 

Technical  Writer  I 

25.75 

30462 

- 

Technical  Writer  II 

31.51 

30463 

- 

Technical  Writer  III 

38 . 12 

30491 

- 

Unexploded  Ordnance  (UXO)  Technician 

I 

26.34 

30492 

- 

Unexploded  Ordnance  (UXO)  Technician 

II 

31 . 87 

30493 

- 

Unexpioded  Ordnance  (UXO)  Technician 

III 

38.20 

30494 

- 

Unexploded  (UXO)  Safety  Escort 

26.34 

30495 

- 

Unexploded  (UXO)  Sweep  Personnel 

26.34 

30501 

- 

Weather  Forecaster  I 

26.93 

30502 

- 

Weather  Forecaster  II 

32.75 

30620 

- 

Weather  Observer,  Combined  Upper  Air 

Or  (see  2) 

25 .19 

Surface 

Programs 

30621 

- 

Weather  Observer,  Senior 

(see  2) 

27 . 98 

31000  - 

Transportation/Mobile  Equipment  Operation  Occupations 

31010 

- 

Airplane  Pilot 

31 . 87 

31020 

- 

Bus  Aide 

14 . 32 

31030 

- 

Bus  Driver 

20 . 85 

31043 

- 

Driver  Courier 

15.38 

31260 

- 

Parking  and  Lot  Attendant 

11.06 

31290 

- 

Shuttle  Bus  Driver 

16.83 

31310 

- 

Taxi  Driver 

13 . 98 

31361 

- 

Truckdriver,  Light 

16.83 

31362 

- 

Truckdriver,  Medium 

18.28 

31363 

- 

Truckdriver,  Heavy 

20.54 

31364 

- 

Truckdriver,  Tractor-Trailer 

20.54 

99000  - 

Miscellaneous  Occupations 

99020 

- 

Cabin  Safety  Specialist 

15.54 

99030 

- 

Cashier 

10.51 

99050 

- 

Desk  Clerk 

12 . 92 

99095 

- 

Embalmer 

27 . 90 

99130 

- 

Flight  Follower 

26.34 

99251 

- 

Laboratory  Animal  Caretaker  I 

13.24 

99252 

- 

Laboratory  Animal  Caretaker  II 

14 . 47 

99260 

- 

Marketing  Analyst 

33.51 

99310 

- 

Mortician 

34 . 10 

99410 

- 

Pest  Controller 

18 .70 

99510 

- 

Photofinishing  Worker 

13.20 

99710 

- 

Recycling  Laborer 

19.20 

99711 

- 

Recycling  Specialist 

23.54 

99730 

- 

Refuse  Collector 

17.01 

99810 

- 

Sales  Clerk 

12.09 

99820 

- 

School  Crossing  Guard 

16.25 

99830 

- 

Survey  Party  Chief 

25.06 

99831 

- 

Surveying  Aide 

15 . 57 

99832 

- 

Surveying  Technician 

23 . 81 

99840 

- 

Vending  Machine  Attendant 

15.48 

99841 

- 

Vending  Machine  Repairer 

19.67 
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99842  -  Vending  Machine  Repairer  Helper 


15.48 


Note:  Executive  Order  (EO)  13706,  Establishing  Paid  Sick  Leave  for  Federal 
Contractors,  applies  to  all  contracts  subject  to  the  Service  Contract  Act  for  which 

the  contract  is  awarded  (and  any  solicitation  was  issued)  on  or  after  January  1, 

2017.  If  this  contract  is  covered  by  the  EO,  the  contractor  must  provide  employees 

with  1  hour  of  paid  sick  leave  for  every  30  hours  they  work,  up  to  56  hours  of  paid 

sick  leave  each  year.  Employees  must  be  permitted  to  use  paid  sick  leave  for  their 
own  illness,  injury  or  other  health-related  needs,  including  preventive  care;  to 
assist  a  family  member  (or  person  who  is  like  family  to  the  employee)  who  is  ill, 
injured,  or  has  other  health-related  needs,  including  preventive  care;  or  for 
reasons  resulting  from,  or  to  assist  a  family  member  (or  person  who  is  like  family 
to  the  employee)  who  is  the  victim  of,  domestic  violence,  sexual  assault,  or 
stalking.  Additional  information  on  contractor  requirements  and  worker  protections 
under  the  EO  is  available  at  www.dol.gov/whd/govcontracts. 

ALL  OCCUPATIONS  LISTED  ABOVE  RECEIVE  THE  FOLLOWING  BENEFITS: 

HEALTH  &  WELFARE:  Life,  accident,  and  health  insurance  plans,  sick  leave,  pension 
plans,  civic  and  personal  leave,  severance  pay,  and  savings  and  thrift  plans. 

Minimum  employer  contributions  costing  an  average  of  $4.41  per  hour  computed  on  the 
basis  of  all  hours  worked  by  service  employees  employed  on  the  contract. 

HEALTH  &  WELFARE  EO  13706:  Minimum  employer  contributions  costing  an  average  of  $4. 
13  per  hour  computed  on  the  basis  of  all  hours  worked  by  service  employees  employed 
on  the  covered  contracts .  * 

*This  rate  is  to  be  used  only  when  compensating  employees  for  performance  on  an  SCA- 
covered  contract  also  covered  by  EO  13706,  Establishing  Paid  Sick  Leave  for  Federal 
Contractors.  A  contractor  may  not  receive  credit  toward  its  SCA  obligations  for  any 
paid  sick  leave  provided  pursuant  to  EO  13706. 

VACATION:  2  weeks  paid  vacation  after  1  year  of  service  with  a  contractor  or 
successor,  3  weeks  after  5  years,  and  4  weeks  after  15  years.  Length  of  service 
includes  the  whole  span  of  continuous  service  with  the  present  contractor  or 
successor,  wherever  employed,  and  with  the  predecessor  contractors  in  the 
performance  of  similar  work  at  the  same  Federal  facility.  (Reg.  29  CFR  4.173) 

HOLIDAYS:  A  minimum  of  ten  paid  holidays  per  year:  New  Year's  Day,  Martin  Luther 
King  Jr.'s  Birthday,  Washington's  Birthday,  Memorial  Day,  Independence  Day, 

Labor  Day,  Columbus  Day,  Veterans'  Day,  Thanksgiving  Day,  and  Christmas  Day.  (A 
contractor  may  substitute  for  any  of  the  named  holidays  another  day  off  with  pay  in 
accordance  with  a  plan  communicated  to  the  employees  involved.)  (See  29  CFR  4.174) 


THE  OCCUPATIONS  WHICH  HAVE  NUMBERED  FOOTNOTES  IN  PARENTHESES  RECEIVE  THE  FOLLOWING: 

1)  COMPUTER  EMPLOYEES:  Under  the  SCA  at  section  8(b),  this  wage  determination  does 
not  apply  to  any  employee  who  individually  qualifies  as  a  bona  fide  executive, 
administrative,  or  professional  employee  as  defined  in  29  C.F.R.  Part  541.  Because 
most  Computer  System  Analysts  and  Computer  Programmers  who  are  compensated  at  a  rate 
not  less  than  $27.63  (or  on  a  salary  or  fee  basis  at  a  rate  not  less  than  $455  per 
week)  an  hour  would  likely  qualify  as  exempt  computer  professionals,  (29  C.F.R.  541. 
400)  wage  rates  may  not  be  listed  on  this  wage  determination  for  all  occupations 
within  those  job  families.  In  addition,  because  this  wage  determination  may  not 
list  a  wage  rate  for  some  or  all  occupations  within  those  job  families  if  the  survey 
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data  indicates  that  the  prevailing  wage  rate  for  the  occupation  equals  or  exceeds 
$27.63  per  hour  conformances  may  be  necessary  for  certain  nonexempt  employees.  For 
example,  if  an  individual  employee  is  nonexempt  but  nevertheless  performs  duties 
within  the  scope  of  one  of  the  Computer  Systems  Analyst  or  Computer  Programmer 
occupations  for  which  this  wage  determination  does  not  specify  an  SCA  wage  rate, 
then  the  wage  rate  for  that  employee  must  be  conformed  in  accordance  with  the 
conformance  procedures  described  in  the  conformance  note  included  on  this  wage 
determination . 

Additionally,  because  job  titles  vary  widely  and  change  quickly  in  the  computer 
industry,  job  titles  are  not  determinative  of  the  application  of  the  computer 
professional  exemption.  Therefore,  the  exemption  applies  only  to  computer  employees 
who  satisfy  the  compensation  requirements  and  whose  primary  duty  consists  of: 

(1)  The  application  of  systems  analysis  techniques  and  procedures,  including 
consulting  with  users,  to  determine  hardware,  software  or  system  functional 
specifications ; 

(2)  The  design,  development,  documentation,  analysis,  creation,  testing  or 
modification  of  computer  systems  or  programs,  including  prototypes,  based  on  and 
related  to  user  or  system  design  specifications; 

(3)  The  design,  documentation,  testing,  creation  or  modification  of  computer 
programs  related  to  machine  operating  systems;  or 

(4)  A  combination  of  the  aforementioned  duties,  the  performance  of  which 
requires  the  same  level  of  skills.  (29  C.F.R.  541.400) . 

2)  AIR  TRAFFIC  CONTROLLERS  AND  WEATHER  OBSERVERS  -  NIGHT  PAY  &  SUNDAY  PAY:  If  you 
work  at  night  as  part  of  a  regular  tour  of  duty,  you  will  earn  a  night  differential 
and  receive  an  additional  10%  of  basic  pay  for  any  hours  worked  between  6pm  and  6am. 

If  you  are  a  full-time  employed  (40  hours  a  week)  and  Sunday  is  part  of  your 
regularly  scheduled  workweek,  you  are  paid  at  your  rate  of  basic  pay  plus  a  Sunday 
premium  of  25%  of  your  basic  rate  for  each  hour  of  Sunday  work  which  is  not  overtime 
(i.e.  occasional  work  on  Sunday  outside  the  normal  tour  of  duty  is  considered 
overtime  work) . 


**  HAZARDOUS  PAY  DIFFERENTIAL  ** 

An  8  percent  differential  is  applicable  to  employees  employed  in  a  position  that 
represents  a  high  degree  of  hazard  when  working  with  or  in  close  proximity  to 
ordnance,  explosives,  and  incendiary  materials.  This  includes  work  such  as 
screening,  blending,  dying,  mixing,  and  pressing  of  sensitive  ordnance,  explosives, 
and  pyrotechnic  compositions  such  as  lead  azide,  black  powder  and  photoflash  powder. 

All  dry-house  activities  involving  propellants  or  explosives.  Demilitarization, 
modification,  renovation,  demolition,  and  maintenance  operations  on  sensitive 
ordnance,  explosives  and  incendiary  materials.  All  operations  involving  re-grading 
and  cleaning  of  artillery  ranges. 

A  4  percent  differential  is  applicable  to  employees  employed  in  a  position  that 
represents  a  low  degree  of  hazard  when  working  with,  or  in  close  proximity  to 
ordnance,  (or  employees  possibly  adjacent  to)  explosives  and  incendiary  materials 
which  involves  potential  injury  such  as  laceration  of  hands,  face,  or  arms  of  the 
employee  engaged  in  the  operation,  irritation  of  the  skin,  minor  burns  and  the  like; 
minimal  damage  to  immediate  or  adjacent  work  area  or  equipment  being  used.  All 
operations  involving,  unloading,  storage,  and  hauling  of  ordnance,  explosive,  and 
incendiary  ordnance  material  other  than  small  arms  ammunition.  These  differentials 
are  only  applicable  to  work  that  has  been  specifically  designated  by  the  agency  for 
ordnance,  explosives,  and  incendiary  material  differential  pay. 

**  UNIFORM  ALLOWANCE  ** 

If  employees  are  required  to  wear  uniforms  in  the  performance  of  this  contract 
(either  by  the  terms  of  the  Government  contract,  by  the  employer,  by  the  state  or 
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local  law,  etc.),  the  cost  of  furnishing  such  uniforms  and  maintaining  (by 
laundering  or  dry  cleaning)  such  uniforms  is  an  expense  that  may  not  be  borne  by  an 
employee  where  such  cost  reduces  the  hourly  rate  below  that  required  by  the  wage 
determination.  The  Department  of  Labor  will  accept  payment  in  accordance  with  the 
following  standards  as  compliance: 

The  contractor  or  subcontractor  is  required  to  furnish  all  employees  with  an 
adequate  number  of  uniforms  without  cost  or  to  reimburse  employees  for  the  actual 
cost  of  the  uniforms.  In  addition,  where  uniform  cleaning  and  maintenance  is  made 
the  responsibility  of  the  employee,  all  contractors  and  subcontractors  subject  to 
this  wage  determination  shall  (in  the  absence  of  a  bona  fide  collective  bargaining 
agreement  providing  for  a  different  amount,  or  the  furnishing  of  contrary 
affirmative  proof  as  to  the  actual  cost) ,  reimburse  all  employees  for  such  cleaning 
and  maintenance  at  a  rate  of  $3.35  per  week  (or  $.67  cents  per  day) .  However,  in 
those  instances  where  the  uniforms  furnished  are  made  of  "wash  and  wear" 
materials,  may  be  routinely  washed  and  dried  with  other  personal  garments,  and  do 
not  require  any  special  treatment  such  as  dry  cleaning,  daily  washing,  or  commercial 
laundering  in  order  to  meet  the  cleanliness  or  appearance  standards  set  by  the  terms 
of  the  Government  contract,  by  the  contractor,  by  law,  or  by  the  nature  of  the  work, 
there  is  no  requirement  that  employees  be  reimbursed  for  uniform  maintenance  costs. 

**  SERVICE  CONTRACT  ACT  DIRECTORY  OF  OCCUPATIONS  ** 

The  duties  of  employees  under  job  titles  listed  are  those  described  in  the 
"Service  Contract  Act  Directory  of  Occupations",  Fifth  Edition  (Revision  1), 
dated  September  2015,  unless  otherwise  indicated. 

**  REQUEST  FOR  AUTHORIZATION  OF  ADDITIONAL  CLASSIFICATION  AND  WAGE  RATE,  Standard 
Form  1444  (SF-1444)  ** 

Conformance  Process: 


The  contracting  officer  shall  require  that  any  class  of  service  employee  which  is 
not  listed  herein  and  which  is  to  be  employed  under  the  contract  (i.e.,  the  work  to 
be  performed  is  not  performed  by  any  classification  listed  in  the  wage 
determination) ,  be  classified  by  the  contractor  so  as  to  provide  a  reasonable 
relationship  (i.e.,  appropriate  level  of  skill  comparison)  between  such  unlisted 
classifications  and  the  classifications  listed  in  the  wage  determination  (See  29  CFR 
4.6(b) (2) (i)) .  Such  conforming  procedures  shall  be  initiated  by  the  contractor 
prior  to  the  performance  of  contract  work  by  such  unlisted  class  (es)  of  employees 
(See  29  CFR  4.6(b)  (2)  (ii) )  .  The  Wage  and  Hour  Division  shall  make  a  final 
determination  of  conformed  classification,  wage  rate,  and/or  fringe  benefits  which 
shall  be  paid  to  all  employees  performing  in  the  classification  from  the  first  day 
of  work  on  which  contract  work  is  performed  by  them  in  the  classification.  Failure 
to  pay  such  unlisted  employees  the  compensation  agreed  upon  by  the  interested 
parties  and/or  fully  determined  by  the  Wage  and  Hour  Division  retroactive  to  the 
date  such  class  of  employees  commenced  contract  work  shall  be  a  violation  of  the  Act 
and  this  contract.  (See  29  CFR  4.6(b) (2) (v) ) .  When  multiple  wage  determinations  are 
included  in  a  contract,  a  separate  SF-1444  should  be  prepared  for  each  wage 
determination  to  which  a  class  (es)  is  to  be  conformed. 


The  process  for  preparing  a  conformance  request  is  as  follows: 

1)  When  preparing  the  bid,  the  contractor  identifies  the  need  for  a  conformed 
occupation ( s )  and  computes  a  proposed  rate(s). 

2)  After  contract  award,  the  contractor  prepares  a  written  report  listing  in  order 
the  proposed  classification  title  (s),  a  Federal  grade  equivalency  (FGE)  for  each 
proposed  classification  (s) ,  job  description ( s ) ,  and  rationale  for  proposed  wage 
rate(s),  including  information  regarding  the  agreement  or  disagreement  of  the 
authorized  representative  of  the  employees  involved,  or  where  there  is  no  authorized 
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representative,  the  employees  themselves.  This  report  should  be  submitted  to  the 
contracting  officer  no  later  than  30  days  after  such  unlisted  class  (es)  of  employees 
performs  any  contract  work. 

3)  The  contracting  officer  reviews  the  proposed  action  and  promptly  submits  a  report 
of  the  action,  together  with  the  agency's  recommendations  and  pertinent 
information  including  the  position  of  the  contractor  and  the  employees,  to  the  U.S. 
Department  of  Labor,  Wage  and  Hour  Division,  for  review  (See  29  CFR  4.6(b) (2) (ii)) . 

4)  Within  30  days  of  receipt,  the  Wage  and  Hour  Division  approves,  modifies,  or 
disapproves  the  action  via  transmittal  to  the  agency  contracting  officer,  or 
notifies  the  contracting  officer  that  additional  time  will  be  required  to  process 
the  request. 

5)  The  contracting  officer  transmits  the  Wage  and  Hour  Division's  decision  to  the 
contractor . 

6)  Each  affected  employee  shall  be  furnished  by  the  contractor  with  a  written  copy 
of  such  determination  or  it  shall  be  posted  as  a  part  of  the  wage  determination  (See 
29  CFR  4.6(b) (2) (iii) ) . 

Information  required  by  the  Regulations  must  be  submitted  on  SF-1444  or  bond  paper. 

When  preparing  a  conformance  request,  the  "Service  Contract  Act  Directory  of 
Occupations"  should  be  used  to  compare  job  definitions  to  ensure  that  duties 
requested  are  not  performed  by  a  classification  already  listed  in  the  wage 
determination.  Remember,  it  is  not  the  job  title,  but  the  required  tasks  that 
determine  whether  a  class  is  included  in  an  established  wage  determination. 
Conformances  may  not  be  used  to  artificially  split,  combine,  or  subdivide 
classifications  listed  in  the  wage  determination  (See  29  CFR  4.152(c)  (1))  . 
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CONTRACTING  OFFICER  REPRESENTATIVE 
DESIGNATION,  APPOINTMENT  AND  AUTHORITY  LETTER 


TO:  Kara  Rogers,  Alternate  Contracting  Officer’s  Representative 

FROM:  Brandon  D.  Bumworth,  Contracting  Officer 

REFERENCE:  20343 1 18P00001  -Glass  Wall  and  Door  Installation 

I.  Appointment:  In  accordance  with  Federal  Acquisition  Regulation  (FAR)  1.602-2(d)  and 
Department  of  Treasuiy  Acquisition  Procedure  (DTAP)  1001.670,  as  the  Contracting  Officer 
(CO)  to  the  reference  award,  I  hereby  appoint  and  authorize  you  to  perfonn  as  the  Contracting 
Officer’s  Representative  (COR)  for  this  award.  The  assigned  FAC-COR  level  for  this  effort  is 

13  Level  I  □  Level  II  DLevel  III. 

AS  THE  APPOINTED  COR  FOR  THIS  AWARD  YOU  MAY  NOT  REAPPOINT 
ANYONE  ELSE  TO  SERVE  IN  YOUR  CAPACITY  OR  DELEGATE  ANY  OF  YOUR 

RESPONSIBILITIES  AS  THE  COR. 

Your  appointment  as  the  COR  shall  remain  in  effect  through  the  closeout  of  the  award  unless 
revoked  earlier  by  the  CO.  If  your  appointment  is  revoked  for  any  reason  (e.g.  expiration)  before 
completion  of  this  contract,  you  are  responsible  for  turning  your  files  *  over  to  the  successor  COR 
and/or  obtaining  disposition  instructions  from  the  CO.  If  you  are  reassigned  or  separated,  you 
must  request  temiination  and  relief  from  your  duties  from  the  CO  sufficiently  in  advance  of  your 
reassignment  or  separation  to  pennit  timely  selection  and  designation  of  a  successor  COR  as  well 
as  transfer  of  your  COR  files. 

IL  Authorities:  The  CO  is  the  exclusive  agent  of  the  Government  with  authority  to  enter  into 
and  administer  contracts.  The  CO  has  the  responsibility  to  see  that  all  requirements  of  law  and 
regulation  are  followed.  As  the  COR  you  are  responsible  for  - 

•  Monitoring  contractor  performance  (e.g.  deliveiy  of  the  products  and/or  performance  of 
services)  under  this  award; 

•  Serving  as  the  technical  liaison  between  the  contractor  and  the  CO;  and 

•  Providing,  as  specified  in  DTAR  clause  1052.201-70,  technical  direction.  Technical 
direction  must  be  within  the  scope  of  the  specification  (s)/work  statement.  The  COR 
does  not  have  authority  to  issue  technical  direction  that; 

o  Constitutes  a  change  of  assignment  or  additional  work  outside  the 
specification(s)/work  statement; 

o  Constitutes  a  change  as  defined  in  Changes  clause  (e.g.  52.212-4(c)  &  52.243-1); 
o  Causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for 
contract  performance; 

o  Changes  the  terms,  conditions,  or  specifications(s)/work  statement  of  the  contract; 
o  Interferes  with  the  contractor's  right  to  perfonn  under  the  teims  and  conditions  of 
the  contract;  or, 

o  Directs,  supervises  or  otherwise  controls  the  actions  of  the  Contractor's  (or  Sub- 
Contractor’s)  employees. 


1  See  FAR  1.604  and  DTAP  1001.604 
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Other  than  the  CO,  you  are  the  only  Government  employee  who  may  direct  the  flow  of  technical 
matters  between  the  Government  and  conti'actor.  You  are  hereby  cautioned  that  you  may  be 
personally  liable  for  actions  taken  or  direction  given  beyond  the  authority  delegated  in  this  letter. 
Further,  suggestions  you  may  make  to  the  contr  actor  may  be  misconstrued  by  the  conti'actor  as 
instruction,  and  lead  to  claims  for  additional  compensation  or  a  release  the  contractor  from 
contractual  obligations.  Therefore,  be  careful  in  the  extent  of  technical  direction  you  provide  the 
contract  and  reach  out  to  the  CO  for  clarification  as  appropriate. 

III.  General  Duties:  In  general,  your  duties  as  the  COR  are  to: 

1 .  Familiarize  yourself  with  the  requirements  of  this  award; 

2.  Monitor  and  evaluate  contractor  performance  in  relation  to  contract  requirements  (e.g. 

QASP)  and  immediately  report  problems  to  the  CO  and  other  concerned  parties  (e.g.  security 
violations  might  be  report  to  the  Office  of  Security); 

3.  Assure  technical  proficiency  and  compliance  by  the  contractor  in  accordance  with  contract 
terns  and  conditions; 

4.  Inform  the  contractor  of  failures  to  meet/  comply  with  the  requirements  of  the  contract,  and 
promptly  notify  the  CO  of  any  such  failures; 

5.  Coordinate  contractor  personnel  access  (e.g.  physical  and  system),  as  applicable,  and  ensure 
return  of  security  badges  (e.g.  PIV  cards  and  laptops)  as  well  as  prompt  revocation  of  access 
upon  departure  of  contractor  personnel  (see  FAR  subpart  4.13); 

6.  Ensure  that  Government  Furnished  Property  (GFP),  Government  Furnished  Information 
(GFI),  if  applicable,  is  made  available  and  provided  to  the  contractor  per  the  terms  of  the 
contract  as  well  as  returned  by  the  contractor  accordingly; 

7.  Ensure  that  deliverables  (e.g.  items,  documentation,  data,  and/or  reports)  are  submitted  as 
required  by  the  contract; 

8.  Ensure  contractor  personnel  complete  any  Government  prescribed  mandatory  training; 

9.  Review  invoices,  recommend  approval/disapproval  for  payment,  and  process  all  invoices  and 
vouchers  in  a  timely  manner  in  accordance  with  the  Prompt  Payment  Act  to  avoid  payment 
of  interest  penalties; 

10.  Properly  and  sufficiently  document  actions  taken  and  decisions  made  as  the  COR; 

11.  Maintain  a  COR  working  file  in  accordance  with  FAR  1 .604  and  DTAP  1001 .604; 

12.  Perform  inspection  and  acceptance  of  all  required  work,  including  review  and  approval  of 
reports/deliverables; 

13.  Provide  the  CO  input  to  fully  support  contractor  performance  evaluation  ratings  for  purposes 
of  meeting  the  Contractor  Perfoimance  Assessment  Reporting  System  (CPAR)  requirements 
(see  FAR  subpart  42.15  and  DTAP  subpart  1042.15); 

14.  Maintain  a  current  FAC-COR  certification  at  the  assigned  level  for  this  award  throughout 
perfoimance; 

15.  Provide  support  to  the  CO  in  negotiation  of  changes,  modifications  and/or  claims  that  arise 
during  contract  performance  at  the  request  of  the  CO; 

16.  Review  progress  in  relation  to  expenditures  (e.g.  mostly  applicable  to  Labor-hour,  T&M  or 
Cost  Reimbursement  contracts),  and  advise  the  CO  of  any  disparity  indicating  excessive  or 
deficient  funding; 

17.  Ensure  proper  action  is  taken  to  fonnally  request  modification  of  the  contract,  before  the 
contractor  proceeds  with  any  changes  in  the  work  to  be  performed; 


AMERICAN 
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18.  Notify  the  CO  of  any  subcontractor  issues  that  they  become  aware  of  that  might  jeopardize 
performance;  and 

19.  Assist  the  CO  in  perfoiTning  contract  close-out  (e.g.  turn  over  COR  file). 

20.  For  all  awards  the  Federal  Acquisition  Regulation  (FAR)  file  retention  period  is  six  (6)  years 
after  final  payment.  It  is  your  agency's  responsibility  to  retain  contract  records  for  that  period 
in  addition  to  any  other  applicable  document  retention  schedules.  As  a  service  to  your  agency, 
Fiscal  Service,  Division  of  Procurement  (Fiscal  Seiwice)  will  retain  any  contract  documents 
and  information  that  it  already  has  or  that  you  provide  to  Fiscal  Service  for  retention.  After 
the  conti'act  expires,  your  agency  can  either  retain  records  for  the  required  retention  period  or 
the  COR  may  send  his  or  her  records  electronically  to 

ContractAdministration@fiscal.treasury.gov  .  File  names  shall  contain  the  award  number. 
Fiscal  Service  will  retain  your  records  in  accordance  with  FAR  4.805  and  the  General  Record 
Schedule  (GRS)  1.1  on  behalf  of  your  agency.  The  records  continue  to  be  records  that  belong 
to  your  agency.  By  providing  records  to  the  Fiscal  Service  they  do  not  become  Fiscal  Service 
records. 

21 .  If  you  choose  to  retain  your  records,  you  must  do  so  in  accordance  with  FAR  4.805  and  the 
General  Record  Schedule  (GRS)  1.1.  Fiscal  Service  is  under  no  obligation  to  seek  out  or 
obtain  any  records  you  may  have.  It  is  your  agency's  responsibility  to  foi'ward  to  Fiscal 
Service  any  records  you  want  the  Fiscal  Service  to  retain  on  your  behalf  Fiscal  Service  will 
retain  contract  records  only  for  purposes  of  FAR  4. 805  and  GRS  1.1.  Y our  agency  is  still 
responsible  for  complying  with  any  other  applicable  document  retention  schedules. 


GENERAL  DOS  AND  DON’TS 


Do: 

•  Maintain  an  arms-length  relationship  at  all  times  with  the  contractor.  This  is  in  the  best 
interests  of  procurement  integrity,  as  well  as  sound  contract  management; 

•  Immediately  advise  the  CO  and  consult  with  bureau  ethics  counsel  if  you  have  any  reason 
to  suspect  that  you  have  a  direct  or  indirect  personal  or  financial  interest  that  could  create 
a  conflict  between  your  private  interest  and  the  interests  of  the  United  States; 

•  Notify  the  CO  of  any  change  in  specifications  or  contracting  requirements; 

•  Keep  the  CO  abreast  of  contractor’s  perfonnancc, 

•  Maintain  documentation  to  fully  report  contractor  performance  evaluations;  and 

•  At  all  times,  be  guided  by  the  contract  terms  and  conditions. 

Do  Not: 

•  Establish  or  permit  the  establishment  of  an  employer/employee  relationship  with 
contractor  personnel; 

•  Interfere  with  or  direct  the  contractor  to  hire,  fire,  promote,  demote,  or  reassign  its 
personnel; 
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•  Award,  agree  to,  or  sign  any  contract,  delivery  order,  or  task  order,  or  make  any 
contractual  agreement,  commitment,  obligation  or  modification; 

•  Make  any  extraneous  commitments  to  the  contractor,  or  make  changes  to  the  contraet; 

•  Grant  deviations  from  or  waive  any  term  or  condition  of  the  contract; 

•  Direct,  demand  or  request  the  contractor  to  perform  any  task  not  specifically  provided  in 
the  contract; 

•  Authorize  work  beyond  the  dollar  limit  specified  in  the  contract; 

•  Change  the  period  of  performance  or  authorize  extending  delivery  past  the  contract; 

•  Authorize  the  purchase  of  equipment,  or  services,  except  as  required  in  the  contraet; 

•  Authorize  Government  Furnished  Property  except  as  required  per  the  contract;  or 

•  Authorize  subcontracting  or  use  of  consultants  except  as  specifically  authorized  in  the 


contract. 


ACKNOWLEDGEMENT/  ACCEPTANCE  OF 
CONTRACTING  OFFICER  REPRESENTATIVE  APPOINTMENT 

REFERENCE:  20343 1 18P00001  -Glass  Wall  and  Door  Installation 


I,  hereby  acknowledge  receipt  of  the  Contracting  Officer  Representative  (COR)  Designation, 
Appointment  and  Authority  Letter  for  the  referenced  award  number. 

I  have  read  the  letter  and  fully  understand  my  COR  responsibilities  and  duties,  and  the 
limitations  of  the  authority  delegated  to  me  by  the  Contracting  Officer  (CO). 

I  understand  that  I  am  not  empowered  to  appoint  anyone  else  to  perform  my  duties  as  the  COR, 
or  delegate  any  of  my  COR  responsibilities  to  anyone  else,  without  written  authority  from  the 
CO  to  do  so. 

I  understand  that  I  must  notify  the  CO  immediately  upon  learning  that  I  will  be  unable  to 
continue  to  perform  as  COR  under  on  this  contract. 

I  understand  this  COR  appointment  is  only  for  this  contract,  and  is  in  effect  until  contract  close¬ 
out,  unless  terminated  earlier. 

Aecordingly, 

I  accept  my  appointment  as  COR  in  support  of  the  reference  award. 


Signature: 


Date 
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AMERICAN 


APPLICATION  AND  CERTIFICATE  FOR  PAYMENT  AIA  DOCUMENT  G702 


PAGE  ONE  OF  THREE  PAGES 


Inter-American  Foundation 
1331  Pennsylvania  Ave  NW 
1200  North 

Washington,  DC  20004 

CAPITAL  Construction  Group,  LLC 

3321  12th  Street,  N.E.,  Suite  3 
Washington,  DC  20017 


PROJECT:  Glass  Wall  Partition 
RENOVATIONS 


ARCHITECT:  Eight  Day  Design  (EDO) 
7653  Leesburg  Pike 
Falls  Church,  VA  22043 


APPLICATION  NO:  03 

PERIOD  FROM;  1-Jan-18 

TO:  31-Jan-18 


PROJECT  NO.:  7102-33 

CONTRACT  DATE:  18-Oct-17 


Distribution  to: 


(X)  OWNER 
0  ARCHITECT 
0  CONTRACTOR 


CONTRACTOR’S  APPLICATION  FOR  PAYMENT 


CHANGE  ORDER  SUMMARY 

Change  Orders  Approved 

In  previous  months  by 

Owner 

ADDITIONS 

DEDUCTIONS 

Approved 

Number 

Date 

Net  change  by  Change  Orders 

0 

The  undersigned  Contractor  certifies  that  to  the  best  of  his  knowledge 
information  and  belief  that  the  Work  covered  by  this  Application  for 
payment  has  been  completed  in  accordance  with  the  Contract  Documents, 
that  all  amounts  have  been  paid  by  him  for  Work  for  which  previous 
Certificated  of  Payment  were  issued  and  payments  received  from  the 
owner,  and  that  current  payment  shown. 


CONTRACTOR; 

By: _  Date;  \  ' 

Project  Manager 


Application  is  made  for  Payment,  as  shown  below,  in  connection  with  the  contract. 

Continuation  Sheet,  AIA  Document  G703,  is  attached. 

The  present  status  of  the  account  for  this  Contract  is  as  follows; 

ORIGINAL  CONTRACT  SUM . $  49,036 

Net  change  by  Change  Orders . . . $  0 


CONTRACT  SUM  TO  DATE 


.S 


49,036 


TOTAL  COMPLETED  &  STORED  TO  DATE . $ 

(Column  G  on  G703) 

RETAINAGE  1 0  %  (Column  I  on  G703) . S 

TOTAL  EARNED  LESS  RETAINAGE . S 

LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Deposit  Received  from  lAF) 
CURRENT  PAYMENT  DUE . $ 


orn  to  before  me  thls^^[\'‘b-of  .  201^ 


Jurisdiction 

Subscribed  and  sworn  to  before  me  this 
Notary  Public: 

My  Commission  expires; 


36,602 

0 

36,602 

.$  20,811 
15,791 


KIMl  D  MCKEOWN 
NOTARY  PUBI- 1' '  N'i.ARYLA.ND 
PRINCE  GEORGE  E  Cr/JNTY 
MY  COMMISSION  EXPIRES 
MARCH  04,2020 


ARCHITECT'S  CERTIFICATE  FOR  PAYMENT 

In  accordance  with  the  Contract  Documents,  based  on  on-site  observation 
and  the  data  compromising  the  above  application,  the  architect 
certifies  to  the  Owner  that  the  Work  has  progressed  to  the  point 
Indicated,  that  to  the  best  of  his  knowledge,  information  and  belief, 
the  quality  of  the  Work  is  in  accordance  with  the  Contract  Docu¬ 
ments;  and  that  the  Contractor  is  entitled  to  payment  of  the  AMOUNT 

AMgPSeTAN - 

PVERSIGHT 


AMOUNT  CERTIFIED . $ 

ARCHITECT: 

By: _ Date: _ 

This  certificate  is  not  negotiable.  The  AMOUNT  CERTIFIED  is  payable  only  to  the  Contractor 
named  herein.  Issuance,  payment  and  acceptance  of  payment  are  without  prejudice  to  any 
rights  of  the  Owner  or  Contractor  under  this  Contract. 
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COI CONTINUATION  SHEET_ AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION  NO.: 

APPLICATION  DATE: 
PERIOD  TO: 

3 

1 -Jan-1 8 
31-Jan-18 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 
OF  VALUES 

WORK  COMPLETED 

PRESENTLY 

STORED 

COMPLETED 
AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 
APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

2,741.00 

1,148.00 

0.00 

3,889.00 

64% 

2,200.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

27,846.00 

12,000.00 

9,100.00 

0.00 

21,100.00 

76% 

6,746.00 

0.00 

17 

D10  -  Specialties 

1 ,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

3,537.00 

0.00 

3,400.00 

0.00 

3,400.00 

96% 

137.00 

0.00 

24 

D16  -  Electrical 

1,377.00 

1,250.00 

0.00 

0.00 

1 ,250.00 

91% 

127.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

40,073.00 

15,991.00 

13,648.00 

0.00 

29,639.00 

74% 

10,434.00 

0.00 

27 

General  Conditions  /  Overhead 

4,009.00 

1,805.00 

1,204.00 

0.00 

3,009.00 

75% 

1,000.00 

0.00 

33 

Construction  Management  Fee 

3,526.00 

1,587.00 

939.00 

0.00 

2,526.00 

72% 

1,000.00 

0.00 

33 

Bonds 

1,428.00 

1,428.00 

0.00 

0.00 

1 ,428.00 

100% 

0.00 

0.00 

21. 

ORIGINAL  CONTRACT  VALUE 

49,036.00 

20,811.00 

15,791.00 

0.00 

36,602,00 

75% 

12,434.00 

0.00 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


September  26,  2017 
R04 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO1 69 


Our  only  promise... We  deliver! 


September  26,  2017 

Shayla  Summerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
THREE  THOUSAND  AND  EIETY-EOUR  DOLLARS  AND  ZERO  CENTS  ($43,054.00).  CCG 
regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help  your 
team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc;  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tl«8''8-0224-A-000170 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  www.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

17% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

25,500 

$ 

242.86 

70% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

1,061 

$ 

10.10 

3% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

1,836 

$ 

17.49 

5% 

Electrical 

$ 

530 

$ 

5.05 

1% 

Subtotal  Direct  Work 

$ 

36,241 

345 

100% 

General  Conditions  /  Overhead 

$ 

3,624 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,189 


TOTAL  CONSTRUCTION  COST 

$ 

43,054 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

44,345 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item 

Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 
by  owner  if  increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

25,500 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

Included  08900 

271 

warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

299 

warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item 

Quantity 

Unit  Remarks 

327 

Division  12  -  Furnishings 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

349 

13850 

Fire  Alarm  &  Detection 

1  Allowance 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

1 

LS 

351 

Special  Construction  Subtotal 

$ 

1,061 

352 

364 

365 

Division  15  -  Mechanical 

369 

15300 

Fire  Protection  /  Suppression 

1  Allowance 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

376 

warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

1,836 

378 

379 

Division  16  -  Electrical 

384 

16510 

Interior  Lighting  -  Repositioning  existing  2  lights 
Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1 

LS 

389 

warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

530 

391 

392 

Direct  Work  Total 

$ 

36,241 

393 

394 

General  Conditions  /  Overhead 

$ 

3,624 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

3,189 

405 

TOTAL  CONSTRUCTION  COST 

$ 

43,054 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

44,345 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017.  No  additional  material  and/or  equipment  specifications  were 
available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

HVAC/Plumbinq 

CCG  excluded  any  HVAC  equipment  or  material  modification. 

CCG  included  an  allowance  for  sprinkle  work.  Please  include  some  contingency. 

Electrical 

CCG  excluded  any  fire  alarm  drawings  and  submittals.  Please  include  some  contingency. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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Robert  L  Randolph  III 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Jonathan  Perez  <jperez@ccg-wdc.com> 

Tuesday,  February  6,  2018  10:55  AM 
Robert  L  Randolph  III 

'Kara  Rogers';  'Shayla  Summerhill';  'Reginald  Herndon' 

7102-33  lAF- #20343 118P00001 

RE:  lAF  Project  -  RFI  01  -  Revised  Price  R05 


Good  morning, 

Per  our  conversation  this  morning,  please  see  the  requested  email. 

If  you  have  any  questions  please  call  me  or  email  me.  I'll  be  available  to  speak  after  1  P.M.  today. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  onLij  proruCse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 
Cell:  202.407.3692 
Fax:  202.526.3421 

https: //hyperlink.  services.treasurv.qov/?oriqin= http://www.ccq- 

wdc.com 
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Robert  L  Randolph  III 


From: 

Sent: 

To: 

Subject: 


Jonathan  Perez  <jperez@ccg-wdc.com> 
Friday,  December  15,  2017  2:06  PM 
'Shayla  Summerhill' 

RE:  lAF  Project  -  RFI  01  -  Revised  Price  R05 


Shayla, 

No  it  does  not.  The  amount  you  already  paid  will  show  in  our  next  invoice. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  or\,Ly  froruise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 
Cell:  202.407.3692 
Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  December  15,  2017  1:29  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01  -  Revised  Price  R05 

Also,  The  total  amount  listed  on  the  summary  does  that  exclude  the  amount  we  have  already  paid? 

On  Fri,  Dec  15,  2017  at  1:24  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thanks  Jonathan. 

Yes,  I  spoke  with  them  and  they  have  your  contact  number.  They  have  not  yet  assigned  someone  for  this  work.  But  I 
asked  that  they  get  in  contact  with  you  for  scheduling. 

-Shayla 

On  Fri,  Dec  15,  2017  at  1:12  PM,  Jonathan  Perez  <iperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla  &  Kara, 


We  will  be  onsite  Monday  morning  at  9:00  A.M. 

IAF-18-0224-A-000191 

1 


Regarding  the  revised  the  price,  please  the  attached  file.  We  haven't  heard  from  FR  International  regarding  the 
handle.  I  added  an  allowance  for  the  handle  hardware  in  the  revised  price. 


Regarding  your  question  below,  the  supplier  has  a  standard  2  weeks  lead  time.  Once  the  order  is  placed  they  provide 
us  with  an  exact  date.  Our  goal  for  mobilization  next  week  is  place  an  order  in  the  beginning  of  week  and  start  on 
mechanical  and  lighting  work.  Did  you  speak  with  the  fire  alarm  company? 


Have  a  wonderful  weekend. 


Jonathan  Perez 


Assistant  Project  Manager 


Our  promise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  December  15,  2017  9:44  AM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01 


Good  morning  Jonathan, 


2 


IAF-18-0224-A-000192 


Were  we  supposed  to  meet  yesterday?  Or  did  you  mean  next  Thursday?  Also  any  news  on  the  updated  proposal  plan 
and  amounts? 


Thanks, 

Shayla 


On  Tue,  Dec  12,  2017  at  4:52  PM,  Shayla  Summerhill  <ssummerhill(Siaf.gov>  wrote: 
Hi  Jonathan, 


Tomorrow  is  fine  and  I  am  available  on  Thursday  between  those  times.  As  for  the  door  frame  and  glass  would  that  be 
two  weeks  each  or  two  weeks  total  and  they  come  in  at  the  same  time? 


Also,  I  am  adding  another  POC  my  colleague  Kara  Rogers,  her  direct  number  is  202.683.7182  and  her  email  is 
krogers@iaf.gov.  As  I  will  be  out  on  leave  starting  Thursday,  December,  21-  January  1.  She  will  be  available  to  let  you 
all  in  the  office  space  starting  around  7:30am.  However,  I  will  still  be  available  by  email  if  there  are  any  issues  or 
questions. 


-Shayla 


On  Tue,  Dec  12,  2017  at  4:12  PM,  Jonathan  Perez  <iperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla  &  Lisa, 


I  know  I  mention  early  today  that  I  would  send  you  a  revised  price,  but  I  need  until  tomorrow.  I  have  several 
question  I  need  answer  before  submitting  a  revised  price. 


Dorma  frame  have  a  2  week  guarantee  lead  time.  Are  you  available  Thursday  afternoon  between  1  P.M.  and  3  P.M.? 
Glass  company  and  I  will  be  onsite  to  get  an  accurate  measurement  and  order  the  Dorma  equipment. 

Dorma  Glass  have  also  a  2  week  lead 
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IAF-18-0224-A-000193 


Please  allow  us  with  a  clear  access  to  get  an  accurate  measurement. 


Please  call  me  if  you  have  any  questions. 


Lisa:  Please  see  the  attached  RFI  file. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  orUy  promise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.688.3050 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
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CONTRACTING  OFFICER  REPRESENTATIVE 
DESIGNATION,  APPOINTMENT  AND  AUTHORITY  LETTER 


TO;  Shayla  Summerhill,  Contracting  Officer’s  Representative 
FROM:  Brandon  D.  Bumworth,  Contracting  Officer 
REFERENCE:  20343 118P00001  -Glass  Wall  and  Door  Installation 

I.  Appointment:  In  accordance  with  Federal  Acquisition  Regulation  (FAR)  1.602-2(d)  and 
Department  of  Treasury  Acquisition  Procedure  (DTAP)  1001.670,  as  the  Contracting  Officer 
(CO)  to  the  reference  award,  I  hereby  appoint  and  authorize  you  to  perform  as  the  Contracting 
Officer’s  Representative  (COR)  for  this  award.  The  assigned  FAC-COR  level  for  this  effort  is 

IS  Level  I  □  Level  II  DLevel  III. 

AS  THE  APPOINTED  COR  FOR  THIS  AWARD  YOU  MAY  NOT  REAPPOINT 
ANYONE  ELSE  TO  SERVE  IN  YOUR  CAPACITY  OR  DELEGATE  ANY  OF  YOUR 

RESPONSIBILITIES  AS  THE  COR. 

Your  appointment  as  the  COR  shall  remain  in  effect  thi'ough  the  closeout  of  the  award  unless 
revoked  earlier  by  the  CO.  If  your  appointment  is  revoked  for  any  reason  (e.g.  expiration)  before 
completion  of  this  contract,  you  are  responsible  for  turning  your  files*  over  to  the  successor  COR 
and/or  obtaining  disposition  instmctions  from  the  CO.  If  you  are  reassigned  or  separated,  you 
must  request  tennination  and  relief  from  your  duties  from  the  CO  sufficiently  in  advance  of  your 
reassignment  or  separation  to  pennit  timely  selection  and  designation  of  a  successor  COR  as  well 
as  transfer  of  your  COR  files. 

II.  Authorities:  The  CO  is  the  exclusive  agent  of  the  Government  with  authority  to  enter  into 
and  administer  contracts.  The  CO  has  the  responsibility  to  see  that  all  requirements  of  law  and 
regulation  are  followed.  As  the  COR  you  are  responsible  for  - 

•  Monitoring  contractor  performance  (e.g.  deliveiy  of  the  products  and/or  performance  of 
services)  under  this  award; 

•  Serving  as  the  technical  liaison  between  the  contractor  and  the  CO;  and 

•  Providing,  as  specified  in  DTAR  clause  1052.201-70,  technical  direction.  Technical 
direction  must  be  within  the  scope  of  the  specification  (s)/work  statement.  The  COR 
does  not  have  authority  to  issue  technical  direction  that: 

o  Constitutes  a  change  of  assignment  or  additional  work  outside  the 
specification(s)/work  statement; 

o  Constitutes  a  change  as  defined  in  Changes  clause  (e.g.  52.212-4(c)  &  52.243-1); 
o  Causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for 
contract  perfoimance; 

o  Changes  the  terms,  conditions,  or  specifications(s)/work  statement  of  the  contract; 
o  Interferes  with  the  contractor's  right  to  perfonn  under  the  teims  and  conditions  of 
the  contract;  or, 

o  Directs,  supervises  or  otheiwise  controls  the  actions  of  the  Contractor's  (or  Sub- 
Contractor’s)  employees. 


1  See  FAR  1.604  and  DTAP  1001.604 
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CONTRACTING  OFFICER  REPRESENTATIVE 
DESIGNATION,  APPOINTMENT  AND  AUTHORITY  LETTER 


Other  than  the  CO,  you  are  the  only  Government  employee  who  may  direct  the  flow  of  technical 
matters  between  the  Government  and  conti'actor.  You  are  hereby  cautioned  that  you  may  be 
personally  liable  for  actions  taken  or  direction  given  beyond  the  authority  delegated  in  this  letter. 
Further,  suggestions  you  may  make  to  the  conti'actor  may  be  misconstrued  by  the  contractor  as 
instmction,  and  lead  to  claims  for  additional  compensation  or  a  release  the  contractor  from 
contractual  obligations.  Therefore,  be  careful  in  the  extent  of  technical  direction  you  provide  the 
confract  and  reach  out  to  the  CO  for  clarification  as  appropriate. 

III. General  Duties:  In  general,  your  duties  as  the  COR  are  to: 

1 .  Familiarize  yourself  with  the  requirements  of  this  award; 

2.  Monitor  and  evaluate  contractor  performance  in  relation  to  contract  requirements  (e.g. 

QASP)  and  immediately  report  problems  to  the  CO  and  other  concerned  parties  (e.g.  security 
violations  might  be  report  to  the  Office  of  Security); 

3.  Assure  technical  proficiency  and  compliance  by  the  contractor  in  accordance  with  contract 
terms  and  conditions; 

4.  Inform  the  contractor  of  failures  to  meet/  comply  with  the  requirements  of  the  contract,  and 
promptly  notify  the  CO  of  any  such  failures; 

5.  Coordinate  contractor  personnel  access  (e.g.  physical  and  system),  as  applicable,  and  ensure 
return  of  security  badges  (e.g.  PIV  cards  and  laptops)  as  well  as  prompt  revocation  of  access 
upon  departure  of  contractor  personnel  (see  FAR  subpart  4.13); 

6.  Ensure  that  Government  Furnished  Property  (GFP),  Government  Furnished  Information 
(GFI),  if  applicable,  is  made  available  and  provided  to  the  contractor  per  the  terms  of  the 
contract  as  well  as  returned  by  the  contractor  accordingly; 

7.  Ensure  that  deliverables  (e.g.  items,  documentation,  data,  and/or  reports)  are  submitted  as 
required  by  the  contract; 

8.  Ensure  contractor  personnel  complete  any  Government  prescribed  mandatory  fraining; 

9.  Review  invoices,  recommend  approval/disapproval  for  payment,  and  process  all  invoices  and 
vouchers  in  a  timely  manner  in  accordance  with  the  Prompt  Payment  Act  to  avoid  payment 
of  interest  penalties; 

10.  Properly  and  sufficiently  document  actions  taken  and  decisions  made  as  the  COR; 

1 1.  Maintain  a  COR  working  file  in  accordance  with  FAR  1 .604  and  DTAP  1001.604; 

12.  Perform  inspection  and  acceptance  of  all  required  work,  including  review  and  approval  of 
reports/deliverables; 

13.  Provide  the  CO  input  to  fully  support  contractor  performance  evaluation  ratings  for  purposes 
of  meeting  the  Contractor  Perfoimance  Assessment  Reporting  System  (CPAR)  requirements 
(see  FAR  subpart  42.15  and  DTAP  subpart  1042.15); 

14.  Maintain  a  current  FAC-COR  certification  at  the  assigned  level  for  this  award  throughout 
perfoimance; 

15.  Provide  support  to  the  CO  in  negotiation  of  changes,  modifications  and/or  claims  that  arise 
during  contract  performance  at  the  request  of  the  CO; 

16.  Review  progress  in  relation  to  expenditures  (e.g.  mostly  applicable  to  Labor-hour,  T&M  or 
Cost  Reimbursement  contracts),  and  advise  the  CO  of  any  disparity  indicating  excessive  or 
deficient  funding; 

17.  Ensure  proper  action  is  taken  to  fonnally  request  modification  of  the  contract,  before  the 
contractor  proceeds  with  any  changes  in  the  work  to  be  performed; 
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18.  Notify  the  CO  of  any  subcontractor  issues  that  they  become  aware  of  that  might  jeopardize 
perfomiance;  and 

19.  Assist  the  CO  in  perfomiing  contract  close-out  (e.g.  turn  over  COR  file). 

20.  For  all  awards  the  Federal  Acquisition  Regulation  (FAR)  file  retention  period  is  six  (6)  years 
after  final  payment.  It  is  your  agency's  responsibility  to  retain  contract  records  for  that  period 
in  addition  to  any  other  applicable  document  retention  schedules.  As  a  service  to  your  agency, 
Fiscal  Seiwice,  Division  of  Procurement  (Fiscal  Seiwice)  will  retain  any  contiact  documents 
and  information  that  it  already  has  or  that  you  provide  to  Fiscal  Service  for  retention.  After 
the  contract  expires,  your  agency  can  either  retain  records  for  the  required  retention  period  or 
the  COR  may  send  his  or  her  records  electronically  to 

ContractAdministration@fiscal.treasury.gov  .  File  names  shall  contain  the  award  number. 
Fiscal  Service  will  retain  your  records  in  accordance  with  FAR  4.805  and  the  General  Record 
Schedule  (GRS)  1 . 1  on  behalf  of  your  agency.  The  records  continue  to  be  records  that  belong 
to  your  agency.  By  providing  records  to  the  Fiscal  Service  they  do  not  become  Fiscal  Service 
records. 

21.  If  you  choose  to  retain  your  records,  you  must  do  so  in  accordance  with  FAR  4.805  and  the 
General  Record  Schedule  (GRS)  1.1.  Fiscal  Service  is  under  no  obligation  to  seek  out  or 
obtain  any  records  you  may  have.  It  is  your  agency's  responsibility  to  forward  to  Fiscal 
Service  any  records  you  want  the  Fiscal  Service  to  retain  on  your  behalf  Fiscal  Service  will 
retain  contract  records  only  for  puiposes  of  FAR  4.805  and  GRS  1.1.  Your  agency  is  still 
responsible  for  complying  with  any  other  applicable  document  retention  schedules. 


GENERAL  DOS  AND  DON’TS 


Do; 

•  Maintain  an  arms-length  relationship  at  all  times  with  the  contractor.  This  is  in  the  best 
interests  of  procurement  integrity,  as  well  as  sound  contract  management; 

•  Immediately  advise  the  CO  and  consult  with  bureau  ethics  counsel  if  you  have  any  reason 
to  suspect  that  you  have  a  direct  or  indirect  personal  or  financial  interest  that  could  create 
a  conflict  between  your  private  interest  and  the  interests  of  the  United  States; 

•  Notify  the  CO  of  any  change  in  specifications  or  contracting  requirements; 

•  Keep  the  CO  abreast  of  contractor’s  performance, 

•  Maintain  documentation  to  fully  report  contractor  perfomiance  evaluations;  and 

•  At  all  times,  be  guided  by  the  contract  terms  and  conditions. 

Do  Not: 

•  Establish  or  permit  the  establishment  of  an  employer/employee  relationship  with 
contractor  personnel; 

•  Interfere  with  or  direct  the  contractor  to  hire,  fire,  promote,  demote,  or  reassign  its 
personnel; 
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•  Award,  agree  to,  or  sign  any  contract,  delivery  order,  or  task  order,  or  make  any 
contractual  agreement,  commitment,  obligation  or  modification; 

•  Make  any  extraneous  commitments  to  the  contractor,  or  make  changes  to  the  contract; 

•  Grant  deviations  from  or  waive  any  term  or  condition  of  the  contract; 

•  Direct,  demand  or  request  the  contractor  to  perform  any  task  not  specifically  provided  in 
the  contract; 

•  Authorize  work  beyond  the  dollar  limit  specified  in  the  contract; 

•  Change  the  period  of  perfonnance  or  authorize  extending  delivery  past  the  contract; 

•  Authorize  the  purchase  of  equipment,  or  services,  except  as  required  in  the  contract; 

•  Authorize  Government  Furnished  Property  except  as  required  per  the  contract;  or 

•  Authorize  subcontracting  or  use  of  consultants  except  as  specifically  authorized  in  the 


contract. 


ACKNOWLEDGEMENT/  ACCEPTANCE  OF 
CONTRACTING  OFFICER  REPRESENTATIVE  APPOINTMENT 

REFERENCE:  203431 18P00001  -Glass  Wall  and  Door  Installation 

I,  hereby  acknowledge  receipt  of  the  Contracting  Officer  Representative  (COR)  Designation, 
Appointment  and  Authority  Letter  for  the  referenced  award  number. 

I  have  read  the  letter  and  fully  understand  my  COR  responsibilities  and  duties,  and  the 
limitations  of  the  authority  delegated  to  me  by  the  Contracting  Officer  (CO). 

I  understand  that  I  am  not  empowered  to  appoint  anyone  else  to  perfoiTn  my  duties  as  the  COR, 
or  delegate  any  of  my  COR  responsibilities  to  anyone  else,  without  written  authority  from  the 
CO  to  do  so. 

I  understand  that  I  must  notity  the  CO  immediately  upon  learning  that  I  will  be  unable  to 
continue  to  perform  as  COR  under  on  this  contract. 

I  understand  this  COR  appointment  is  only  for  this  contract,  and  is  in  effect  until  contract  close¬ 
out,  unless  terminated  earlier. 

Accordingly, 

I  accept  my  appointment  as  COR  in  support  of  the  reference  award. 


Signature: 


Date 
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Eighth  Day  Design,  Inc. 

7653  Leesburg  Pike 
Falls  Church,  VA  22043 

USA 


703/562.3636 
703/562.3637  FAX 

November  28,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details  and  elevations  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  lAF  will  contract  separately  with  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  EDD  has  not 
included  MEP  engineering  in  this  proposal. 

•  EDD  has  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other  correspondence  will  be 
handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  s  hr; 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  shall  make  one  site  visit  to  field  measure  and  verify  the  existing  conditions  of  the  spaces 
in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction  documents  in  EDD’s 
archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field  conditions  and/or  other 
site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  has  not  included  engineering  drawings  in  this  proposal,  however,  EDD  will  coordinate  the 
requirements  of  the  project  with  the  MEP  engineers. 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  documents  at  100%  complete  for  owner  and  tenant’s  review  and 
comment. 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  EDO  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue  the  final  set 
of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDO  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDO  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 


SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  MEP  Engineering  design. 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 


Phase  I- Architectural 

Principal  (4hrs  X  $175.00)  $700.00 

Project  Manager  (10  hrs  x  $140.00)  $1 ,400.00 

Jr.  Designer  (16  hrs  X  $84.00)  $1,344.00 

_ Reimbursables _ $50.00 

Total  Architectural  $3,494.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

MEP  engineering.  Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in 
the  fee  schedule  above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  lAF  with  a 
separate  proposal  for  approval. 

BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDO  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDO  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDO  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDO. 

Set-offs,  Back  charges,  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDO 

Payments  to  EDO  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDO's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 
defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whole  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDD  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDD.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDD  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDD.  Linder  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDD,  and  EDD  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDD  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDD's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDO  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDO,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDO  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDO  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDO's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

it  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 

ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 

Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details,  elevations  and  engineering  design  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  EDD  has  included  the  services  of  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  Blue  Moon  will 
provide  sketches  for  any  Mechanical  and  Life  Safety  construction  requirements. 

•  Per  code,  existing  switching  will  need  to  be  modified  so  that  the  new  office  has  individual  controls.  Blue 
Moon  will  include  documentation  for  the  new  switching. 

•  EDD  and  Blue  Moon  have  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other 
correspondence  will  be  handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  s  bt; 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  and  Blue  Moon  shall  make  one  site  visit  to  field  measure  and  verify  the  existing 
conditions  of  the  spaces  in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction 
documents  in  EDD’s  archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field 
conditions  and/or  other  site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  will  provide  engineering  documents  through  its  consultant.  Blue  Moon  Engineering.  EDD 
will  coordinate  the  requirements  of  the  project  with  the  MEP  engineers  in  order  to  obtain  sketches  for 
inclusion  with  the  architectural  sketches. 

2.  Blue  Moon  will  provide  sketches  for  the  following: 

a.  Mechanical  sketch  to  indicate  new  return  grille  and  transfer  opening  in  new  slab-high  wall 

b.  Fire  Alarm  sketch  to  indicate  relocated  fire  alarm  device  within  adjacent  open  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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c.  Lighting  sketch  to  indicate  new,  code-compliant  occupancy  sensor  switch  for  new  office 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  and  engineering  documents  at  100%  complete  for  owner  and 
tenant’s  review  and  comment. 

2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  The  A/E  team  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue 
the  final  set  of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDD  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDD  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 

SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 

Phase  1- Architectural 

Principal  (3hrs  x  $175.00) 

Project  Manager  (10  hrs  x  $140.00) 

Jr.  Designer  (16  hrs  x  $84.00) 

$525.00 

$1,400.00 

$1,344.00 

Totai  Architecturai 

$3,269.00 

Phase  i  -  Enqineerinq 

Sr.  Project  Manager  (15  hrs  x  $150.00) 

$2,250.00 

EDD  Markup  (10%) 

$225.00 

Arch  Principal  (3hrs  x  $175.00) 

$525.00 

Reimbursable  Expenses 

$275.00 

Total  Engineering 

$3,275.00 

Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architecturai 

MEP 

Structurai 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

$150.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in  the  fee  schedule 
above.  If  required,  EDO  will  procure  services  of  the  required  consultants  and  present  lAF  with  a  separate 
proposal  for  approval. 

MEP  design  services  include  a  10%  markup  in  the  fee. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 

Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDD  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDD  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDD  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDD. 

Set-offs.  Back  charges.  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDD 

Payments  to  EDD  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDD's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whoie  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDO  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDO.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDO  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDO  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDO.  Under  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDO,  and  EDO  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDO  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDO's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable, 
and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDD  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDD,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDD  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDD  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDD's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

It  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 


Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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- Forwarded  message - 

From;  Jonathan  Perez  <iperez@eeg-wdc.eom> 
Date:  Fri,  Feb  2,  2018  at  2:47  PM 

- - - - ^Subjeet:  RE;  7102-33  -  lAF  Projeet  -  Levolor 

Blinds 

To:  Kara  Rogers  <krogers@iaf. gov> 

Ce:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Flerndon  (CCG)"  <rherndon@eeg-wde.eom> 

Good  afternoon  Kara, 


Please  review  the  attaehed  doeuments. 

1 .  CCG  -  lAF  Proposal  -  R4.pdf 

2.  CCG-lAFRevisedPriceR05.pdf 

3.  lAF  01  Compensable  Delay  02  02  2018.pdf 


CCG  proposal  R4  was  used  to  ereate  the  eontract.  Contraet  order  number  #203431 18P00001  was  signed  by 
CCG  General  Manager  Reginald  Herndon  on  October  17,  2017  and  by  Contracting  Officer  Brandon  D. 
Burnworth  October  18,  2017.  In  November  Shayla  mention  that  an  architect  will  get  involved  with  this  project 
and  provided  plans  as  requested  by  building  owner.  CCG  revised  proposal  R4  and  re-submitted  cost  change  R5 
to  Shayla  according  to  plans  dated  12/06/2017.  Please  see  the  attached  file  (CCG  -  lAF  Revised  Price  R05). 


Please  review  both  files;  R4  price  and  new  cost  (R05)  according  to  the  drawings  from  EDD  Architect  & 
bluemoon  Engineering. 

1 .  Division  8  increased  in  file  R05. 

2.  Division  13:  Fire  alarm  cost  deleted  in  file  R4.  They  building  had  a  prefer  fire  alarm  company  to 
perform  the  work. 

3.  Division  15:  Sprinkler  work  removed  in  R05. 

•  HVAC  work  cost  added  in  file  R05.  New  plans  as  to  perform  ductwork  and  test  and  balance  the  new 
space. 

4.  Division  16;  Price  increased  in  file  R05.  Additional  electrical  work  was  added  on  the  plans  dated 
12/06/2017. 


Also,  please  see  the  attached  document  letter  for  Project  time  extension. 
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If  you  have  questions  eall  or  email  me. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  oi^Ly  'proruLse. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Kara  Rogers  [ mailto : kro gers@iaf . go v1 
Sent:  Wednesday,  January  31,  2018  12:32  PM 
To:  Jonathan  Perez  <iperez@eeg-wde.eom> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf. gov>;  Reginald  Herndon  (CCG)  <rherndon@eeg-wdc.eom> 


Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Hi  Jonathan, 


I'm  chiming  in  here  in  Shayla's  absence,  I  reviewed  the  contract  and  this  is  a  Firm-Fixed-Price  contract  in  the 
amount  of  $44,345.00.  A  Firm-Fixed-Price  contract  provides  a  price  that  is  not  subject  to  any  adjustment  on  the 
basis  of  the  contractor's  cost  experience  in  performing  the  contract. 


Please  adjust  the  budget  to  reflect  the  signed  contract  amount  of  $44,345.00.  The  contract  has  been  billed 
against  for  a  total  of  $20,81 1.00  as  of  today.  IAF-18-0224-A-000214 
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Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


On  Wed,  Jan  31,  2018  at  12:1 1  PM,  Jonathan  Perez  <iperez@eeg-wde.eom>  wrote: 
Shayla  - 1  attaehed  the  revised  eost  R05  and  AlA  invoiee  #3. 


IPP:  PO  #IAF-203431 18P00001  still  shows  proposal  revision  R04. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 

Our  onLy  promise. . .  We  deLtver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 
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IAF-18-0224-A-000215 


From:  Shayla  Summerhill  [ mailto : ssuinmerhill@iaf. go v1 
Sent:  Wednesday,  January  31,  2018  12:03  PM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rhemdon@ccg-wdc.com> 
Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Jonathan,  can  you  forward  me  the  most  recent  proposal  with  itimized  costs.  Thanks 


On  Jan  31,  2018  4:54  PM,  "Jonathan  Perez"  <iperez@ccg-wdc.com>  wrote: 
Good  morning  Shayla, 


After  reviewing  the  IIP  Collector  site  I  notice  that  PO  #IAF-203431 18P00001  has  not  been  revised.  CCG 
invoices  show  the  revised  cost. 


Also,  regarding  the  purchase  made  yesterday  please  update  IPP  showing  the  additional  cost  for  the  blinds.  In 
the  previous  email  I  attached  Home  depot  order  receipt.  CCG  gets  charged  interest  when  purchased  with 
company  home  depot  card. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


IAF-18-0224-A-000216 


Our  oyiLyprom.Ls.e...  We  deliver! 
3321  12th  Street,  NE  I  Suite  3 

Washington,  DC  20017-4008 

Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [ mailto : ssummerhill@iaf. govi 
Sent:  Tuesday,  January  30,  2018  3:28  PM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rhemdon@ccg-wdc.com> 
Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Jonathan, 


CCG  is  paid  through  the  IPP  payment  system  we  do  not  use  checks.  This  was  how  the  first  invoice  was  paid 
and  how  all  payments  will  be  made.  I'm  not  sure  how  or  what  interest  you're  being  charged.  But  as  for 
payment  we  pay  the  among  on  the  invoice  that  is  provided  to  us  through  IPP. 


Shayla 


On  Jan  30,  2018  10:23  PM,  "Jonathan  Perez"  <iperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla, 


Levolor  representative  reach  out  confirming  a  supplier  around  my  area. 
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Please  see  the  attaehed  doeuments.  Also,  how  will  the  payment  to  CCG  be  made? 


Note:  CCG  aceount  gets  eharged  interest  (.06024)  every  day.  Please  inelude  this  interest  when  you  send  us  a 
eheek. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  c>r.Ly  promCse. . .  We  deLLver! 
3321  12th  Street.  NE  I  Suite  3 

Washington,  DC  20017-4008 

Office:  202.526.3420 


CAflTA. 

Coo*tiucflon 

Group 


Cell:  202.407.3692 


Fax:  202.526.3421 


http://www.cca-wdc.com 
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Evaluation  Criteria  -  how  do  you  want  to  evaluate  the  proposals 

•  Price 

•  Previous  work 

•  References 

•  Plan  Proposal,  including  timeline  to  completion 

•  Ability  to  meet  COI,  exactly  as  listed 

•  Date  for  Site  visit 

•  I  am  thinking  Sept.  11,  12  or  13 

•  I  will  be  out  of  the  office  that  week.  The  site  visit  will  need  to  take  place  Monday, 
Sept.  18*^  or  Tuesday,  19"^ 

•  List  of  vendors- 

•  The  vendors  you  used  for  your  market  research 

o  1.  Modern  Door-  Gary  Tippett,  301.843.5255 
o  2.  CGE-  Jonathon  Perez,  202.526.3420  or  202.407.3692 
o  3.  HITT  Construction-  Gonzalo  D'Ambrosio,  703.846.9131  or  703.928.1631 
o  4.  Athena  Construction  Group-  Mac  Farrell,  703-763-4208 

•  Vendors  identified  from  the  building- 

o  1.  Select  Contracting,  Tom  Page,  selectcontractor(5)aol.com.  202-438-2900 

•  As  many  as  possible  so  we  can  get  at  least  1  good  bid-  are  we  expecting  to  get 
quotes  from  these  companies  again? 

•  Prospective  Timeline 

o  Here's  what  I  am  looking  at  based  on  the  route  we  are  on 

■  Post  to  FBO  by  9/1 

■  Site  visit  9/12.  Will  need  to  take  place  Sept  18*^  or  19*'^ 

■  Solicitation  closes  9/18.  Sept  22''“^ 

■  Evaluation  completed  by  lAF  by  9/21.  Sept  27th 

■  Purchase  order  award  before  9/29.  Same 


IAF-18-0224-A-000219 


CAPITAL 

Construction 

Group 


Our  only  promise... We  deliver! 


February  02,  2018 
Kara  Rogers 

Management  Analyst  /  Contract  Officer 
Inter -American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington,  DC  20004 

RE:  Inter-American  Foundation  lAF  -  Glass  Wall  Partition 

1331  Pennsylvania  Ave  NW,  Suite  1200  North,  Washington,  DC  20004 

Dear  Ms.  Rogers, 

Capital  Construction  Group,  LLC  (CCG)  submits  this  letter  to  inform  you  that  we  request  an  extension  to 
complete  this  project  based  on  changes  by  lAF  design  team.  The  new  date:  February  28,  2018.  New  date 
will  cover  glass  wall  partition  installation  (February  05,  2018),  vinyl  base  /  window  blinds  installation  and 
should  cover  new  pocket  door  equipment  lead  time. 

lAF  and  its  design  team  had  to  work  together  to  create  drawings  upon  the  buildings  requests  which  added 
more  work  to  CCG’s  contract.  CCG  and  lAF  design  team  had  several  internal  conference  calls  regarding 
the  original  scope  of  work.  CCG  and  its  construction  team  reviewed  the  submitted  drawings  and 
scheduled  site  visits  in  December.  CCG  took  some  time  to  revisit  the  site  and  revise  its  construction  costs. 

As  it  relates  to  an  extension  new  date,  CCG  will  be  submitting  another  extension  letter  after  Markar  and 
Pemko  Products  representative  reach  out  to  CCG  regarding  the  additional  pocket  door  work.  CCG  is 
waiting  on  material  cost  and  lead  time  from  this  company.  We  reserve  our  rights  for  a  final  time  extension 
and  overall  cost  impacts  for  a  change  order. 

CCG  is  working  diligently  to  resolve  this  matter  as  promptly  as  feasible. 

Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 


DD  I  202-407-3692 


CC:  JF  7102-33  lAF  /  Kara  Rogers  -  lAF  /  Shayla  Summerhill  -  lAF  /  RH  -  CCG 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tl«8''8-0224-A-000220 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  www.ccg-wdc.com 


^969 


Frosted  Sparkled  Etchmark  Vinyl 


IAF-18-0224-A-000221 


AMENDMENT  OF  SOLICITATION/MODIFtCATION  OF  CONTEIACT 


1  CONTFtACT  lO  CODE 


PAGE  OF  PAGES 

1  I  3 


2.  AMENOMENTMODIFICATION  NO. 

POOOOl 


3  EFFECTIVE  DATE 

See  Block  16C 


4.  PEouisiTiONffnjRCHAse  req  no 

IAF-25000-18-0015 


S.  PROJECT  NO.  (l/eptlHalllg) 


a.issuEDay  code  [fsA-JBJACKSON 

BUREAU  OF  THE  FISCAL  SERVICE 
DIVISION  OF  PROCUREMENT 
AVERY  5F 
200  THIRD  STREET 
ATTN:  J.  JACKSON 
PARKERSBURG  WV  26101 


7.  ADMINISTERED  BY  (If otfMVttNVilAKnEi  COI 

Bureau  of  the  Fiscal  Service 
Division  of  Procureirent 
Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 


FSA-PARKERSBURG 


a.  NAME  AND  ADDRESS  OF  CONTRACTOR  (No.,  ftmI.  county.  SIM>  mdimcat.) 

CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4006 


(X) 


98.  DATED  fSEE  ITEM  177 


CODE  603210399 


FADLITY  CODE 


9A.  AMENDI^NT  OF  SOLiaTARON  NO. 


lOA.  MODIFICATION  OF  CONTITACTlOROER  NO. 

20343118P00001 


lOB.  DATED  rSEE/TEM  73; 

10/18/2017 


11.  T»U  ITEM  aM.Y  Appues  TO  AMtNIMnMTB  OF  SOUCITAtlOUS 


□  TTw  (have  numberad  solicitation  Is  amended  as  Ml  loiin  In  lioin  14,  The  hour  and  date  spedtled  foi  receipt  ol  OEen  C  )>  (xMKTda.  □isnoleslandad. 

Otiefa  must  admovAedge  receipt  of  this  amendment  prior  to  the  hour  and  date  spactrnd  In  the  solicitation  or  as  amended  .  by  one  at  the  following  nrettiods:  <a}  By  comploting 

Hems  6  and  1 5 ,  and  returning  _  copies  of  the  amendmem;  (b)  By  acknowledging  recalpl  of  ttiis  amendment  on  each  copy  of  the  offer  submitled ,  or  (c)  By 

separate  letter  or  telegram  which  includes  a  reforenca  lo  the  solidlallon  and  amendmenl  numbers.  FAILURE  OF  YOUR  ACKNOWLEDGEMENT  TO  BE  RECEIVED  AT 
The  PLACE  DESIGNATED  FOR  THE  RECEIPT  OF  OFFERS  PRIOR  TO  THE  HOUR  AND  DATE  SPECIFIED  MAY  RESULT  IN  REJECRON  OF  YOUR  OFFER  II  by 
virtue  of  this  arnondmont  you  desire  to  change  an  offer  already  ubmltled ,  such  change  may  be  made  by  telegram  or  letter,  provided  each  telagmm  er  letter  makes 
refaronca  to  die  solidfaflon  and  thb  amendment,  and  Is  received  prior  lo  the  open  ho  hour  and  data  loedned.  


12.  ACCOUNRNG  AflO  APPROPRIATION  DATA  (Itnqulnd} 

See  Schedule 


Net  Increase: 


$4,689.00 


73.  THIS  ITEM  ONLY  APPUES  TO  MODIFICATION  OP  CONTRACTSfOROEItS.  IT  MODIFIES  THE  CONTRACT/ORDER  NO.  AS  DESCRIBEO  IN  ITEM  14. 


CHECK  ONC 

A,  THIS  CHANGE  ORAR  IS  ISSUED  PURSUANT  TO;  fSpedty  aulhotfty)  THE  CHANGES  SET  FORTH  IN  ITEM  14  ARE  MAA  IN  THE  CONTRACT 

ORDER  NO.  IN  ITEM  lOA.  <  n 

a.  THE  ABOVE  NUMBERED  CONTRACT/ORDER  IS  MODIFIED  TO  REFLECT  THE  ADMINISTRATIVE  CHANGES  (such  as  changes  In  paying  oUiea. 
appmpiialhn  Pela.  ele  )  SET  FORTH  IN  ITEM  14.  PURSUANTTO  THE  AUTHORITY  OF  FAR  43  103(h). 

X 

C,  THIS  SUPPLEMENTAL  AGREEMENT  IS  ENTERED  INTO  PURSUANT  TO  AUTHORITY  OP 

FAR  52.212-4  (c)  Changes 

D.  OTWER  (Spec^  type  of/noiit/lfcetion  end  eut/wdyj 

E  IMPORTANT:  Caturadoi  O  Is  not.  Rl  Is  required  to  sign  this  document  and  lelum  1  capiai  10  the  Issuing  ofTice 


14  ASCRIPTION  OF  AMENDMENT/MO01FICATION  (Organtywi  by  UCf^  sodion  hoadtngj.  Including  solldlaffanAcorrfrecfaub/acfmaffer  where  feasibfa.) 

In  accordance  with  52.212-4  <c) ,  Changes,  the  purposes  of  this  modification  are  to; 


1)  Extend  the  period  of  performance  through  03/31/2018. 


2)  Incorporate  a  revised  Performance  Work  Statement  (PWS) :  noted  additions  3.1  TASKS,  4.0 
PERFORMANCE  REVIEW  SUMMARY,  and  9.0  PERIOD  OF  PERFORMANCE.  See  attached  revised  PWS  pages 
17-20. 


3)  Create  CLIN  0002  to  fund  the  Request  for  Equitable  Adjustment  (REA)  in  the  amount  of 
$4,689.00  related  to  drawing  revisions  of  doors  and  window,  HVAC,  electrical,  and 
mechanical  work. 

Continued  . . . 


ExcepI  as  providad  herein,  all  terms  and  conditions  of  itia  document  refsrencad  In  horn  9  A  or  10A,  as  heretofore  changed,  remalnB  unchangad  and  In  lull  lorca  and  oflect 


1SA.NAMEANDTITLEOFSIGNER(T)7»Ofpr*)fJ 

KV)  \rya 

16A.  NAhe  AND  TITLE  OF  CONTRACTING  AFICER  (Type  orprih/) 

ROB  RANDOLPH 

15B.  CONTRACTOR/OFFeRO 

uJtjl 

R 

n  mMhofttPd  ta  tip 

1; 

ISC.  DATE  SIGNED 

1  fc 

168  UNITED  STATES  A  AMERICA 

16C  DATE  SIGNED 

/7 

(Sfgnaiure  of  Centfwebng  Otneef) 

NSN  7545^1-152.6070 

STANDARD  FORM  30  (REV  10.63) 

A 


Pisvigus  edUon  uninabto 


(«8CfR): 


>g4-A-000222 


PVERSIGHT 


CONTINUATION  SHEET 


REFERENCE  NO  OF  DOCUMENT  BEING  CONTINUED 

203431iaP00001/P00001 


NAME  OF  OFFEROR  OR  CONTRACTOR 

CAPITAL  CONSTRUCTION  GROUP  LLC 


ITEM  NO 


SUPPLIES/SERVICES 


OUAMTITV 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 


(C) 


(D) 


This  bilateral  agreement  is  to  clarify 
performance  and  the  period  in  which  it  is  to  be 
performed.  By  signing  this  modification,  the 
Contractor  establishes  and  asserts  no  other 
issues  or  the  need  to  resolve  any  other  REAs 
exists . 


(E) 


IF) 


A)  Attach  Wage  Determination  sheet  as  Attachment 
B. 


In  the  event  of  a  lapse  funding  resulting  in  a 
government  shutdown,  the  status  of  Fiscal  Year 
funding  and  any  necessary  action  required  of  the 
Contractor  will  be  made  available  at  the 
following  website: 

https : / /WWW. fiscal . treasury.gov/ fsfaq/f s_dolng_bus 
iness.htm.  It  is  the  Contractor's  responsibility 
to  monitor  this  website  for  information  regarding 
Fiscal  Year  funding. 

LIST  OF  CHANGES; 

New  Total  Amount  for  this  Award:  $49,034.00 
Obligated  Amount  for  this  Modification:  $4,689.00 
New  Total  Obligated  Amount  for  this  Award: 
$49,034.00 


Accounting  Info: 

IAF3100DA1819XX-201S-61000001-320202-IAF2500000000 

-XXXXXXXKXX-XXXXXXXXXXXX-XXXXXXX-XXXXXXXXX-XXXX-XX 

xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 

FOB:  Destination 

Period  of  Performance;  10/23/2017  to  03/31/2018 


Change  Item  0001  to  read  as  follows (amount  shown 
is  the  obligated  amount) : 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
In  accordance  with  the  Performance  Wor)c  Statement. 

General  Requirements:  $6,089.00 
Doors/Windows;  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 


0.00 


General  Conditions/Overhead:  $3,624.00 


Fee:  $3,189.00 
P«P  Bond:  $1,291.00 
Continued  . . . 


m- 


iAF-i?1-n??4-A-nQn??:^ 


OPTIONM.  FORM  US  |44fl) 


PVERSIGHT 


SpontoMdbyGSA 


CONTINUATION  SHEET 

REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 

OF 

20343118P00001/P00001 

3 

NAME  OF  OFFEROR  OR  C0^4TRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


ITEM  NO. 

(A) 

SUPPUES/SERVICES 

(B) 

QUANTITY 

<C) 

UNIT 

(D) 

UNIT  PRICE 

(E) 

AMOUNT 

(F) 

0002 

This  proposal  includes  a  1-year  warranty  covering 
work  performed  by  CCG  and/or  subcontractors. 

CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 

CCG  shall  fix  the  existing  pocket  door. 

Add  Item  0002  as  follows: 

Request  for  Equitable  Adjustment  (REA) 

Revisions  of  doors  and  window,  HVAC,  electrical, 
and  mechanical  work. 

As  revised: 

General  Requirements:  $6,089.00 

Doors/Windows:  $27,846.00 

Specialties:  $1,224.00 

Mechanical/Plumbing/Fire  Protection:  $3,537.00 
Electrical:  $1,377.00 

General  Conditions /Overhead:  $4,007.00 

Fee:  $3,526.00 

PfiP  Bond:  $1,428.00 

lAC  it 

4,689,00 

noo/i  A  nnnoo/i 

OPnOfUL  FORM  336  (4^) 

PVERSIGHT 
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(O)  52.222-59  Compliance  with  Labor  Laws  (Executive  Order  13673)  (OCT  2016).  Note  to 
paragraph  (e)(1)(ii)(0):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  onder.  The  enjoined  paragraph  will  become  effective 
immediately  if  the  court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will 
publish  a  document  in  the  Federal  Register  advising  the  public  of  the  termination  of  the 
injunction. 

(P)  52.222-60.  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

(Q)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (OCT 
2016)  (Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year 
2008;  10  U.S.C.  2302  Note). 

(R)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  201 7)(E.0.1 3706). 

(S)  52.226-6.  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations.  (May  2014)  (42 
U.S.C.  1792).  Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(T)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46 
U.S.C.  Addx.  1241(6)  and  10  U.S.C.  26311.  Flow  down  required  in  accordance  with 
paragraph  (d)  of  FAR  clause  52.247-64. 

CONTRACT  DOCUMENTS.  EXHIBITS,  AND  ATTACHMENTS 

PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter-American 
Foundation  is  an  independent  agency  of  the  United  States  government  that  channels  development 
assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the  Caribbean.  Since 
beginning  operations  in  1972,  the  Inter-American  Foundation  has  awarded  nearly  5,000  grants,  valued 
at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise  development,  education  and 
training,  environmental  conservation,  culture,  housing,  and  health  care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW,  Suite 
1200,  Washington,  DC  20004.  In  201 1,  lAF  contracted  with  RG  Glass  to  create  multiple  conference 
room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  V”  clear  tempered  glass 
and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass  wall  and  sliding  glass  door 
shall  be  made  with  similar  materials,  '/i”  clear  tempered  glass  and  stainless  steel  case,  to  match  the 
conference  room  space, 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding  glass 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure  privacy  and 
openness  to  allow  for  maximum  (natural)  light  into  the  conference  space  as  much  as  possible. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quality  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement.  In  addition,  the  contractor  shall  provide  project  management  and 
accounting  of  this  project. 
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The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  performance  period. 
The  contractor  shall  protect  all  existing  structure  and  tenant  owned  personal  property  during  removal, 
taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall  meet 
all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure  access  to 
propierty  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring  smooth  surfaces 
with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be  found  in  Attachment  A  - 
COI  Sample. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor  shall, 
without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its  construction  and 
other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

Deliverable  1 :  Glass  Wall  Installation 

Installation  shall  include  '/i”  clear  tempered  glass  doors  which  shall  be  similar  to  existing  conference 
room  glass  wall  and  sliding  glass  door.  Contractor  shall  paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in  doors 
may  need  to  be  changed.  This  requirement  shall  include  site  visits  to  allow  the  contractors  to  examine 
the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 

Deliverable  2:  Glass  Etching 

Contractor  will  be  responsible  for  or  identifying  company  for  glass  etching  stencil  of  agency  logo  for 
two  locations-  CEO  and  conference  space  glass  wall  and  glass  door. 

Deliverable  3:  Sliding  Door  Repair 

Contractor  shall  assist  in  the  repair  of  the  sliding  door  that  enters  into  the  conference  room  from  the 
President’s  office. 

Deliverable  4:  Training  and  Operations  Overview 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware 
maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer 
literature.  The  contractor  shall  also  provide  lAF  with  operational  information,  door  dimensions,  and 
proposed  hardware  for  all  doors  and  frames. 

4.0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  Contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated  with  the  period  of 

performance.  The  delivery  schedule  is  follows: 
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Assessment 

Performance 

Standard 

Monitoring  Method 

Deliverable  1: 
Installation  of  a  new 
glass  wall  and  sliding 
glass  door 

1 00%  installation 
completed 

COR  acceptance 

Deliverable  2:  Glass 
etching  stencil  of 
agency  logo  for  two 
locations  (CEO  and 
conference  space 
glass  wall  and  glass 
door). 

1 00%  complete  in 
both  locations  of 
office 

COR  acceptance 

Deliverable  3:  Fix 
Sliding  Door 

1 00%  working  door 
completed 

COR  acceptance 

Deliverable  4:  Basic 
training  on 
door/hardware 
maintenance  and 
operations 

Training  held  within 
the  period  of 
performance 

COR  acceptance 

5.0  CONTRACT  TYPE 
Firm-Fixed  price. 


6.0  HOURS  OF  OPERATION 

The  contractor  is  responsible  for  conducting  business  between  the  hours  of  7  a.m,  -  5  p.m.  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local  or 
national  emergencies,  administrative  closings,  or  similar  Government  directed  facility  closings. 

Normal  working  hours  will  be  7  a.m.  -  5p.m. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Avenue  NW,  Suite  1200N,  Washington,  DC  20004. 
8.0  PHYSICAL  SECURITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  government  equipment,  information  and 
property  provided  for  Contractor  use.  COR  will  notify  building  management  and  security  of 
contractor’s  arrival  and  nature  of  work  to  be  completed. 

Attachments 

Attachment  A  -  COI  Sample 
Attachment  B  -  Wage  Determination 
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SPECIAL  SERVICES  CUSTOMER  INVOICE 

store  2583  NE  WASHINGTON  DC  Phone:  <202)  526-8760 

901  RHODE  ISLAND  AVE  NE  Salesperson:  KEK66g3 

WASHINGTON.  DC  2001 8  Reviewer:  KEK6693 


Page  1  of  2  No.  H2583-1 73008 


Name 

LLC  CAPITAL  CONSTRUCTION  GROUP 

Ptione  1 

(202)  526-3420 

Addr^s  3321  12TH  STREET  NE 

PtwiteZ 

Contparty  Name 

^'1'  WASHINGTON 

jobD«cnpiion  i2thstoHice 

Slate  0Q  Zip 

20017 

DISTRICT  OF  COLUMBIA 

REPRINT 


2018-01-3011:05 


VENDOR  DIRECT  SHIP  #1 


MERCHANDISE  AND  SERVICE  SUMMARY 


We  reserve  the  right  to  limit  the  quantities  of  merchandise 
sokJ  to  customers 


TO:  CUSTOMER 


S/0  -  MERCHANDISE  TO  BE  SHIPPED: 

S/0  LEVOLOR  REF  #  SOI  ESTIMATED  ARRIVAL  DATE:  02/13/201SrAt 

^p^^535237 

REF# 

SKU 

QTY 

UM 

DESCRIPTION 

[Pl] 

TAX 

PR1.M|AC^ 

EXTENSION 

S0101 

0000-443-314 

2.00 

EA 

RIV1  /  METAL  BLINDS  ALUMINUM  BLIND  24  X  42  BRUS  /  ALUMINUM 
BLIND24  X  42BRUSHED  ALUMINUM  (00034)MOUNT  TYPE  =  INSIDE 
MOUNTLIGHT  CONTROL  =  STANDARD  ROUTE  HOLESSLAT  SIZE  = 

1  “BLINDS/SHADES  ON  ONE  HEADRAIL  =  SINGLE  UNITRIV1  (#11  ^ 

A 

$54.50 

$109.00 

VENDOR  WILL  SHIP  MDSE  TO: 

CAPITAL  CONSTRUCTION  GROUP  LLC 

ADDRESS:  3321  12TH  STREET  NE 

CITY:  WASHINGTON 

1  STATE:  DC  ZIP:  20017 

COUNTY:  DISTRICT  OF  COLUMBIA  SALES  TAX  1 

MERCHANDISE  TOTAL:  | 

$109.00 

1  PHONE: 

(202) 5263420 

ALTERNATE  PHONE: 

PAGER: 

END  OF  VENDOR  DIRECT  SHIP 


0. 


Check  your  current  order  status  online  at 
www.homedepot.com/orderstatus 

:GA 

No.  H2583-1 73008 
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Customer  Copy 


SPECIAL  SERVICES  CUSTOMER  INVOICE  -  Continued  Name:  LLC 


Page  2  of  2  No.  H2583-1 73008 


TOTAL  CHARGES  OF  ALL  MERCHANDISE  &  SERVICES 


Policy  Id  (PI): 

A:  90  DAYS  DEFAULT  POLICY; 

PAYMENT  TERMS  : 

cc 

‘The  Home  Depot  reserves  the  right  to  limit  /  deny  returns.  Please  see  the  return  policy  sign  in  stores  for  details. ' 


ORDER  TOTAL 

$109.00 

SALES  TAX 

$6.27 

TOTAL 

$115.27 

BALANCE  DUE 

$0.00 

&HH*IGaEND'OE.OROER’Nc 

^inAM 
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WWW . homedepot . com/ survey 


More 

More 


saving. 

doing.'" 


901  RHODE  ISLAND  AVE 
WASHINGTON,  DC  20018  {202)526-8760 

2503  00097  56933  01/30/18  11:02  AM 

ORDER  ID:  H2583-173008 

RECALL  AMOUNT  109.00 


User  ID: 

GVMG  116738  114252 

Password: 

18080  114155 

Entries  must  be  completed  within  14  days 
of  purchase.  Entrants  must  be  18  or 
older  to  enter.  See  complete  rules  on 
website.  No  purchase  necessary. 


SUBTOTAL  109.00 

SALES  TAX  6.27 

TOTAL  $115.27 

X.XXXXXXXXXXX2112  HOME  DEPOT 

USD$  115.27 

AUTH  CODE  030769/8973803  TA 

Chip  Read 

AID  A0000000049999D8400304  THD  PLCC  CRC 
TVR  8080008000 

lAD  0110601001220000000000000000000000FF 
TSI  6800 
ARC  00 


P.0.#/J0B  NAME:  12th3toffice 


2583  97  56933  01/30/2018  5683 


THE  HOME  DEPOT  RESERVES  THE  RIGHT  TO 
LIMIT  /  DENY  RETURNS.  PLEASE  SEE  THE 
RETURN  POLICY  SIGN  IN  STORES  FOR 
DETAILS . 


BUY  ONLINE  PICK-UP  IN  STORE 
AVAILABLE  NOW  ON  HOMEDEPOT.COM. 
CONVENIENT,  EASY  AND  MOST  ORDERS 
READY  IN  LESS  THAN  2  HOURS! 
*************************************** 


ENTER  FOR  A  CHANCE 
TO  WIN  A  $5,000 
HOME  DEPOT  GIFT  CARD! 


Tell  us  about  your  store  visit! 
Complete  our  short  survey  and 
enter  for  a  chance  to  win  at : 


WWW . homedepot . com/ survey 


PARTICIPB  EN  UNA 
OPORTUNIDAD  DE  GANAR 
UNA  TARJETA  DE 
REGALO  DE  THD 
DE  $5,0001 

^!CAN  ,  ,  , 

Coraparta  Su  Opinion!  Complete  la  breve 
encuesta  sobre  su  visita  a  la  tienda  y 
_  _  tenqa  la  oportunidad  de  qanar  en:  .  _ 
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Page  3  of  3  Ho.  H2583-1 73008 
The  Home  Depot  Special  Services 
Will  Cali/Direct  Ship/Delivery 

"  Returns:  Except  where  prohibited  by  law,  all  returned  Special  Order  Mercfiandise  is  subject  to  a 
fifteen  percent  (15%)  restocking  fee.  Custom  made  goods  are  not  returnable. 

Will  Call:  The  Home  Depot  Store  will  call  the  number  provided  on  the  invoto  v«/hf:n  your  order  is 
available.  A  Will  Call  held  at  the  store  for  over  thirty  (30)  days  shall  be  subject  to  lie  abandoned 
property  laws  in  your  state. 

Direct  Ship:  Direct  Ship  merchandise  will  be  sent  by  the  vendor  and/or  mannfacti  rer  to  the 
address  on  the  invoice. 

Delivery:  The  Home  Depot  shall  arrange  for  its  delivery  agent  to  deliver  the  rnercl  landise  to  the 
address  identified  on  the  invoice  pursuant  to  the  following  terms  and  condit  ic  is 
Roads  Notice:  The  delivery  address  must  be  accessible  by  vehicle  over  rca:ls  and  bridges  rated  to 
handle  up  to  and  including  (40)  forty  ton  loads.  If  any  portion  of  delivery  acerit’s  r<  iute  must  traverse  a 
section  of  road  that  is  not  rated  to  handle  a  forty  ton  load  or  heavier,  Custotiur  wil  be  responsible  for 
seeking  a  waiver,  at  Customer’s  expense,  from  the  appropriate  governmerti  authority.  If  Customer 
is  unable  to  obtain  a  waiver,  delivery  service  will  not  be  available  to  the  del  v  ly  address. 

Unattended  Drop:  If  Customer  will  not  be  present  to  accept  the  deliver/,  and  the  delivery  can 
be  left  unattended,  please  Initial  below: 

_ By  initialing  here,  I  authorize  The  Home  Depot  and  its  claliv€:ry  agent  to  leave 

the  merchandise  unattended  following  delivery,  and  I  accept  full  responsibilitc  for :  my  resulting  loss  of, 
or  damage  to,  the  merchandise. 

Outside  Deliveries  Onlv:  If  you  are  purchasing  merchandise  designated  by  The  Home  Depot  for 
outside  delivery  only,  your  purchase  does  not  include  delivery  of  the  mercl'andi:  .e  beyond 
curbside:  however,  additional  services  may  be  available  to  deliver  the  merc.hcinitiRis  to  a  location 
that  you  designate.  In  that  event,  you  will  be  presented  with  the  following  ver  at  the  time  of 
delivery,  which  you  must  sign  as  a  condition  of  receiving  any  additional  del  v;  ry  scirvices; 

In  consideration  of  the  delivery  of  the  merchandise  that  I  purchased  frc^m  Tl  le  Home  Depot 

(“Merchandise")  to  a  location  designated  by  me  at  my  request,  I, _ _ _ ,  on 

behalf  of  myself  and  my  agents,  successors,  and  assigns,  hereby  RE  ..EAS  E  AMD 
FOREVER  DISCHARGE,  WITHOUT  CONDITIONS,  Home  Depot  U  S  A.,  I  ic.  and  its 
affiliates,  employees,  officers,  directors,  managers,  agents,  contractor:;  and  any  other 
person  working  through  or  under  it  (hereinafter  collectively  “The  Honej  Depiat”),  -’tom  any 
and  all  claims,  causes  of  action,  demands,  liabilities,  damages,  cost  ?  nd  e:>;pen&es,  of 
every  kind  and  nature,  \whether  known  or  unknown,  suspected  or  unsuspecled,  which  exist 
now  or  in  the  future  (hereinafter  “Claims”),  relating  and/or  arising  out  c-  the  delivery  of  the 
Merchandise.  1  FURTHER  EXPRESSLY,  FULLY,  AND  UNCONDITh'  NALLY  ASSUME 
ANY  AND  ALL  RISKS  AND  FULL  LIABILITY  FOR  ANY  RESULTINf  .  PERSONAL 
INJURY,  DAMAGE  TO  PROPERTY  OR  DAMAGE  TO  MERCHANDISE  WHICH  MAY 
GIVE  RISE  TO  CLAIMS  AGAINST  ME  AND/OR  THE  HOME  DEPOT  I  HAVE  FULLY 
INFORMED  MYSELF  OF  THE  NATURE  OF  THE  RISKS  INHERENT  IN  THE  DELIVERY 
OF  THE  MERCHANDISE  AND  VOLUNTARILY  AGREE  TO  ALLOW  DELIVERY  OF  THE 
MERCHANDISE  ONTO  MY  PREMISES.  I  HAVE  CAREFULLY  READ  AND 
COMPLETELY  UNDERSTAND  THIS  RELEASE  AND  ASSUMPTION  OF  RISK  FORM 
BEFORE  SIGNING  IT.  This  agreement  shall  become  effective  upon  my  signature  and  shall 
be  governed  by  the  laws  of  the  State  of  Georgia. 

If  you  choose  not  to  utilize  additional  delivery  services  beyond  curbside  del  v*  ry  yuu  v/ill  not  be 
required  to  sign  the  above  waiver. 

j 

Accepted  by:  / 

X  :  1  1 _  01/30/2018 

Customer’s  Signature  '  i^ate 

IAF-18-0224-A-000231 
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DECOR  RELEASE  FORM 


Tills  form  should  only  be  signed  if  you  choose  to  provide  the  Home  Depot  with 

your  own  Measurements. 


I(customer)  understand  that  The  Home  Depot  orders  products  based  on  the 
measurements  that  l(customer)  personalty  completed.  1  agree  that  The  Horae 

T  LT  “y  fe'-  ‘he  measurements  1  have  provided 

Teteri/ orir'^l-"^’ vendors  of  p™dums  1  not 
ted  to/  or  arising  from  measurements  provided  by  me  or  a  contractor  on  my 

behalf.  ^ 


force  or  effect. 


I  have  read  this  release  and  understand  all  of  its  termc  le. 

voluntarily  and  wid,  ful,  knowledge  of  significance"® 


/ 


Signature  of  customei::  .  , 
Print  Namei:_ 


Address: 

Phone  Number: 

Signature  of  decor  specialist:  / 


/  Z  CL  ,  I  ... 

kA'  /c  >J‘  L  -.  ,/....  i_ 

V7  6  -  c 


2^  Y-  V 
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The  Home  Depot  Special  Order  Quote 

Customer  Agreement  ff:  H2583-17300S 
Printed  Date:  1/30/2018 

( - ^ 

Store:  2583 

Associate:  KEN 

Address:  901  RHODE  ISLAND  AVE  NE 
WASHINGTON,  DC  20018 

Phone;  202-S26-8760 

V _ 

AH  prices  are  subject  to  change.  Customer  Is  responsible  for  verifying  product  selections.  The  Home  Depa  t  will  not  accept  returns  for  the  below  products. 


r - 

Customer: 

CAPITAL  CONSTRUaiON 

GROUP  LLC 

Address: 

3321  12TH  STREET  NE 
WASHINGTON,  DC  20017 

Phone  1; 

202-526-3420 

Phone  2: 

202-526-3420 

Email: 

JPEREZ@CCG-WDC.COM 

V _ 

J 

24" X  42" 


e  Number.  Jtem  Summary 


100-1  Metal  Blinds  Aluminum  Blind  24  x  42  Brushed  Aluminum 
(00034) 


Unit  100  Total: 


Was  Price  U  Naw^r 


$54.50  $54.50  2  $0.00  >109,00 


$54.50  ($54.50 


Begin  Line  100  Description 


Meta  Blinds  Aluminum  Blind  24  x  42 

Room  Location  =  office  1 

Installed  Tnrough  a  THO  Install  Service?  -  No 

Mount  Type  =  Inside  Mount 

Number  of  Units  =  Customer  purchasing  less 

10  units 

B!inds/Shadeson  One  Headrail  >  Single  Unit 
Slat  Size  >  1" 

Collection  3  Riviera  Classic 

Light  Control  =  Standard  Route  Holes 


—  Line  100-1  — 
Color  Colleaion  ■  Metallic 
Colors  Brushed  Aluminum  (00034) 
Sheervlew  =  No 
Tilt  Types  Wand  Tilt 
Tilt  /  Lift  Location  s  Left  Tilt  /  Right  Lift 
Valance  Mount  *  Inside  Mount 
Advanced  Hardware  -  No 
Cord  Cleats  ■  No 
Shims  =  No 


Advanced  Tilt/Cci  d  Opti'ins  =  No 
Advanced  Un  t  Type  =  No 
Cut  Outs  s  Me 
Remake  =  No 
SKU  =  443314 

Vendor  Name  =  5/0  LEVC  lOR 
Vendor  Number  ^  60455202 
Customei  Service  =  1-805-538-2242 
Catalog  Version  Ciate  =  12/21/2017 


End  line  100  Description 
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Hate  Printed:  1/30/2018  10:59  AM 


From:  Google  Calendar 

To:  kvaraasOlaf.aov:  mdelorevialaf.aov:  scoxOlaf.aov:  alsaacsiaiaf.aov 

Subject:  Anita  Mary  and  Steve  Weekly  Monday  Check-in 

Date:  Monday,  December  11,  2017  3:06:13  PM 


HI  Steve  -  Can  I  please  ask  that  you  guys  move  this  meeting  to  Chimborazo.  We're  being 
relocated  from  the  exec  suite  for  construction  of  a  wall.  So  Paloma  and  I  are  making  home 
base  in  Atitlan  from  Monday  -  Wednesday  of  next  week. 

Thanks! 

Karen  and  Paloma 


Anita  Mary  and  Steve  Weekly  Monday  Check-in 

Locking  Mondays  in  as  weii,  since  you're  oniy  here  two  days/week 

When  Mon  Dec  18,  2017  9ani  -  10am  Eastern  Time 
Where  Atitian  (map) 

Who  •  Stephen  Cox  -  organizer 

•  aisaacs@iaf.gov 

•  mdeiorey@iaf.gov 


IAF-18-0224-A-000234 


To: 

Subject: 

Attachments: 


Lesley  Duncan  <lduncan(ai3f.aov> 

kvaroasOiaf.aov;  Rajiv  lain:  Danny  Glenn:  ssummerhilKSiaf.aov:  Chris  Wood:  Kara  Rogers:  Michael  Campbell:  Operations:  Mark  Caicedo 

Invitation:  Acuario  -  move  chairs  @  Tue  Mar  6,  2018  9:45am  -  10:15am  (EST)  (Karen  Vargas) 
nvite.ics 


more  details  »  <https://www.googlc.com/calendar/cvcnt? 

action  VlEW&eid  NXNkZmFvZmNwZmJvZWMyMWNmZWo4bWUxZGUga3ZhcmdhcOBpYWYuZ292&tok  MTUjbORlbmNhbkBpYWYuZ292M2EyND0xNjAyZDY5NG12OTlc5MGZkZjRkN211YzElOTNmZGNmOTk0NA&elz  America/New_York&hl  en> 

Acuario  -  move  chairs 
When 

Tue  Mar  6, 2018  9:45am  -  10:15am  Eastern  Time 

Calendar 
Karen  Vargas 

Who 

Lesley  Duncan  -  organizer 
Rajiv  Jain 
Danny  Glenn 
ssummerhill@iaf.gov 
Chris  Wood 


Kara  Rogers 
Michael  Campbell 
Operations 
Karen  Vargas 
Mark  Caicedo 


Going?  Yes  <https://www.google.com/calendar/event? 

action  RESPOND&cid  NXNkZmFvZmNwZmJvZWMyMWNmZWo4bWUxZGUga3ZhcmdiicOBpYWYuZ292&rst  l&tok  MTUjbGRlbmNhhkBpYWYuZ292M2EyND0xNjAyZDY5NG12OTk5MGZkZjRkN2llYzElOTNmZGNmOTk0NA&ctz  America/New_York&hl  en> 

-  Mayhe  <https://www.google.com/calcndar/event? 

action  RESPOND&eid  NXNkZmFvZmNwZmJvZWMyMWNmZWo4bWUxZGUga3ZhcmdhcOBpYWYuZ292&rst  3&tok  MTUjbGRlbmNhhkBpYWYuZ292M2EyNDQxNjAyZDY5NG12OTk5MGZkZjRkN211YzElOTNmZGNmOTk0NA&ctz  America/New_York&hl  en> 

-  No  <https://www.google.com/caicndat/event? 

action  RESPOND&eid  NXNkZmFvZmNwZmJvZWMyMWNmZWo4bWUxZGUga3ZhcmdhcOBpYWYuZ292&rst  2&tok  MTUjbGRlbmNhhkBpYWYuZ292M2EyNDQxNjAyZDY5NG12OTk5MGZkZjRkN211YzElOTNmZGNmOTk0NA&ctz  America/New_York&hl  en> 
more  options  »  <https://www.google.eom/calendar/event? 

action  VIEW&cid  NXNkZmFvZmNwZmJvZWMyMWNmZWo4bWUxZGUga3ZhcindhcOBpYWYuZ292&tok  MTUibORlbmNhbkBpYWYuZ292M2EyND<)xNjAyZDY5NG12OTk5MGZkZjRkN211YzElOTNmZGNmOTk0NA&ctz  Amorica/New_York&hl  en> 

Invitation  from  Google  Calendar  <https://www.google.com/calcndat/> 

You  arc  receiving  this  email  at  the  account  kvargas@iaf  gov  because  you  are  subscribed  tor  invitations  on  calendar  Karen  Vargas. 

To  stop  receiving  these  emails,  please  log  in  to  https://www.googlc.com/calcndar/  and  change  your  notification  settings  for  this  calendar. 

Forwarding  this  invitation  could  allow  any  recipient  to  modify  your  RSVP  response.  Learn  More  <https;//support.googlc.com/calcndar/answet/37135#forwarding> . 


IAF-18-0224-A-000235 


From: 


55umm0rhill@iaf  qqv  <ssummerhillfaiaf  aov> 

kvaroasfBiaf.Qov 

Invitation:  Construction  work  @  Mon  Mar  12,  2018  Sam  -  3pm  (EDT)  (Karen  Vargas) 
invite. ics 


To: 

Subject: 


Attachments: 


more  details  »  <http8;//www.google.coni/calendar/cvcnt? 

action  VIEW&eid  MzVoNHFpc2QyNWFkaDByZDNjN3B2aXZzN2wga3Zhcmdhc0BpYWYuZ292&tok  MTkjc3NlbWllcmhpbGxAaWFmLmdvdmUzNjklN2Q3NzExMmRkMjhiZDI5ZGVhYzkzZmFkYzBhYWI20TA3YmI&ctz  Amcrica/New_York&hl  en> 

Construction  work 
When 

Mon  Mar  12, 2018  Sam  -  3pm  Eastern  Time 


Calendar 
Karen  Vargas 

Who 

ssummcrhill@iaf.gov  -  organizer 
Karen  Vargas 


Going?  Yes  <https;//www.google.com/calcndar/cvent? 

action  RESPOND&cid  MzVoNHFpc2QyNWFkaDByZDNjN3B2aXZzN2wga3ZhcmdhcOBpYWYuZ292&rst  l&tok  MTkjc3NlbWllcmhpbGxAaWFmLmdvdmUzNjklN203NzExMmRkMjhiZD15ZGVhYzkzZmFkYzBhYWI2OTA3Yml&ctz  Amorica/New_York&hl  en> 

-  Maybe  <https://www.google.com/calendar/evenl? 

action  RESPOND&cid  MzVoNHFpc2QyNWFkaDByZDNjN3B2aXZzN2wga3ZhcmdhcOBpYWYuZ292&rst  3&tok  MTkjc3NlbWllcmhpbGxAaWFmLmdvdmUzNjklN203NzExMmRkMjhiZD15ZGVhYzkzZmFkYzBhYWI2OTA3Yml&ctz  Amorica/New_York&hl  cn> 

-  No  <https://www.googlc.com/calendar/evcnt? 

action  RESPOND&cid  MzVoNHFpc20yNWFkaDByZDNjN3B2aXZzN2wga3ZhcmdhcOBpYWYuZ292&rst  2&tok  MTkjc3NlbWllcmhpbGxAaWFmLmdvdmUzNjklN203NzExMmRkMjhiZD15ZGVhYzkzZmFkYzBhYWI2OTA3Yml&ctz  Amcrica/New_York&hl  cn> 
more  options  »  <https://www.googlc.com/calcndar/cvent? 

action  VIEW&eid  MzVoNHFpc2QyNWFkaDByZDNjN3B2aXZzN2wga3ZhcmdhcOBpYWYuZ292&tok  MTkjc3NIbWllcmhpbGxAaWFmLmdvdmUzNjkIN2Q3NzExMmRkMjhiZDlSZGVhYzkzZmFkYzBhYWI20TA3Yml&ctz  Amcrica/New_York&hl  en> 

Invitation  from  Google  Calendar  <https://www.googlc.com/calendar/> 

You  arc  receiving  this  email  at  the  account  kvargas@iaf  gov  because  you  arc  subscribed  for  invitations  on  calendar  Karen  Vargas. 

To  stop  receiving  these  emails,  please  log  in  to  https://www.googlc.com/calcndar/  and  change  your  notification  settings  for  this  calendar. 

Forwarding  this  invitation  could  allow  any  recipient  to  modily  your  RSVP  response.  Leant  More  <https://support.googlc.eom/calcndar/answcr/37135#forwarding> . 
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From: 

Shayla  Summerhill 

To: 

Karen  Varqas 

Cc: 

Gloria  Miller 

Subject: 

Re:  Building  Management  Contact 

Date: 

Morxiay,  August  14,  2017  9:59:13  AM 

Good  momiug  Karen, 

Who  would  have  that  infomiation? 

Thanks, 

Shayla 

On  Mon,  Aug  14,  2017  at  9:51  AM,  Karen  Vargas  <kvargas@iaf. gov>  wrote: 

Good  moiuing,  Shayla. 

I  don't  have  any  contact  infoimatiou  on  contractors. 

Karen 

On  Fri,  Aug  11,  2017  at  2:27  PM,  Shayla  Suumierhill  <ssunuuerhill@iaf. gov>  wrote: 

Good  afternoon  ladies-  just  wanted  to  follow  irp  with  yoir  regarding  any  contact 
inforuratiou  yoir  can  pass  along  on  the  corrtractors  that  managemerrt  office  rrses  for 
repairs. 

Tharrks  again! 

Best, 

Shayla 

Orr  Thrt,  Arrg  10,  2017  at  1 1:49  AM,  Shayla  Simunerhill  <ssumnierhill@ iaf. gov>  wrote: 
Hello  ladies- 

Carr  I  get  the  contact  infomration  for  the  constnrction/renovation  comparries  the  bitilding 
uses?  We  are  considering  irsiug  another  company  for  the  glass  wall  constnrction  we 
want  to  have  done  irr  oin  office. 

Thank  you, 

Shayla 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 


AMERICAN 
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Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869  iaf.gov 

Helping  communities  thrive 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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IAF-18-0224-A-000238 


From:  Karen  Vargas 

To:  Shavla  Summerhill 

Subject:  Re:  Follow-up 

Date:  Thursday,  May  25,  2017  9:20:08  PM 


Thanks,  Shayla. 

Look  foiAvard  to  it! 

Karen 

On  Thu.  May  25,  2017  at  5;  1 1  PM,  Shayla  Siuninerhill  <ssunnneihill@iaf. gov>  wrote: 

Karen, 

I  just  sent  out  an  invite  with  a  time  that  looks  like  it  works  for  everyone.  Let  me  know  if  that 
changes. 

-Shayla 

On  Thu.  May  25,  2017  at  5:04  PM,  Karen  Vargas  <kvargas@iaf. gov>  wiote: 

Hi  Shayla. 

I  am  planning  to  move  cubes  tomoirow.  Can  we  block  off  some  time  across  all  three 
calendars? 

Thanks  and  sorry  for  the  short  notice. 

Karen 

On  Mon,  May  22,  2017  at  5:08  PM,  Shayla  Summerhill  <ssummeiiiill@iaf.gov>  wrote: 
Hey  Karen, 

Just  spoke  with  Lesley  and  she  mentioned  that  you  are  moving  into  the  cubicle  in  front 
of  you.  Let  me  know  when  you  would  like  to  move  and  I  will  schedule  sometime  with 
Lucas  s  we  can  work  on  that. 

Also,  have  you  received  any  information  regarding  the  standing  desk  Palonia  had  at  her 
previous  office?  If  not,  is  there  someone  at  that  office  that  you  can  reach  out  to  or  visit 
for  that  infoiinatiou? 

Tlianks, 

Shayla 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


AMERICAN 
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IAF-18-0224-A-000239 


m 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  iaf.gov 

Helping  communities  thrive 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


m 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  v\v\v\'.iaf  go\~ 
Helping  communities  thrive 
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IAF-18-0224-A-000240 


From: 

To: 

Subject: 

Date: 


Shayla  Summerhill 
Karen  Varaas 

Re:  Office  Set-up  Requests 
Friday,  April  28,  2017  10:38:24  AM 


Great-  that  works  for  me. 

Thanks, 

Shayla 

On  Fri,  Apr  28,  2017  at  9:48  AM,  Karen  Vargas  <kvar gas@.iaf . go v>  wrote: 
How  about  Monday  after  the  OD  meeting.  We  should  be  over  by  12:00pm. 

Does  that  work? 


K 


On  Fri,  Apr  28,  2017  at  8:54  AM,  Shayla  Summerhill  <ssummerhill@.iaf . go v>  wrote: 
Morning  Karen, 

When  is  a  good  time  to  meet  with  Paloma  to  talk  about  standing  desk  options? 


Thanks, 

Shayla 


On  Thu,  Apr  27,  2017  at  5:57  PM,  Paloma  Adams- Allen  <padamsallen@.iaf  gov>  wrote: 
Hi  there. 

Thanks  for  double  checking  with  me! 

1 .  Office  phone  set  up  -  sounds  perfect. 

2.  Business  cards  -  yes;  both  numbers. 

3.  Standing  desk  -  check  with  Karen  on  a  good  time  to  swing  by  and  review  the  options. 


My  best. 


Paloma 


On  Thu,  Apr  27,  2017  at  2:44  PM,  Shayla  Summerhill  <ssummerhill@.iaf . go v>  wrote: 
Good  afternoon  Paloma, 

I  would  like  to  follow  up  with  you  regarding  a  few  requests- 

1 .  Office  phone  setup- 1  can  have  the  phone  profile  set  to  ring  both  to  you  and  Karen. 
If  you  do  not  answer  then  it  will  ring  to  Karen  second.  If  she  does  not  answer  then  it 
will  ring  back  to  your  phone  for  the  caller  to  leave  a  voicemail  message. 

2.  Business  cards-  would  you  like  both  your  office  and  mobile  numbers  on  the 


IAF-18-0224-A-000241 


business  cards? 


3.  Standing  desk-  Lesley  mentioned  that  you  would  like  a  standing  desk.  We  have  a 
couple  of  options  ui  the  office  that  you  can  look  at  and  I  can  order.  If  neither  of  those 
work  for  you  I  can  order  something  else. 

Please  let  me  know  if  you  have  any  questions. 

Best, 

Shayla 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


m 


Karen  Vargas 
202. .524.8869 
www.iaf  gov 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 
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From:  Shayla  Summerhill 

To:  Karen  Vargas 

Subject:  Re:  Office  set-up 

Date:  Thursday,  May  11,  2017  3:55:27  PM 


Hi  Karen-  no  problem 

1)  Install  a  phone  line  in  El  Acuario-  I  hope  to  have  tliis  completed  today 

2)  Wall  and  closed  ofiGce  space  for  Paloma-  Waitmg  on  quotes  from  tvvo  contractors  and  hope  to  have  them  by  next  week. 
Once  we  have  signed  a  contract  tlie  process  should  be  quick  to  complete. 

3)  Reordering  a  standing  desk-  Was  she  able  to  get  any  information  from  her  last  agency?  That  would  be  helpfiil  to  order  the 
exact  one  she  would  like.  Once  a  model  is  chosen  I  can  order. 

4)  reftimishing  el  Aciuuio  with  a  table  and  task  chairs?  Hope  to  have  some  options  for  her  tlie  beghming  of  next  week. 

Let  me  know  if  there  are  any  other  questions. 

-Shayla 


On  Thu,  May  11,  2017  at  3;39  PM,  Karen  Vargas  <kvargas@iaf. gov>  wrote; 

Hi  Shayla, 

Thank  you  for  yoiu'  continued  support  in  helping  to  set  up  the  executive  suite  area.  Paloma  is 
cm  ious  to  know  if  we  can  get  a  timeline  or  general  plan  for  getting  the  following  items 
completed: 

1)  histall  a  phone  line  in  El  Acuario 

2)  Wall  and  closed  office  space  for  Paloma 

3)  Reordering  a  standing  desk 

4)  refluiiishiug  el  Acuario  with  a  table  and  task  chans? 


Thanks  again  for  yoin  help  and  support. 
Karen 


Karen  Vargas 
Executive  Assistant 
hiter- American  Foundation 


202.524.8869  'WT^'vv.iaf.go\’ 
Helping  communities  thrive 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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IAF-18-0224-A-000243 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Karen  Vargas 
Lesley  Duncan 

Operations 

Re:  Thanks  for  help  @  9;45  am  (moving  chairs  out  of  Acuario) 

Tuesday,  March  06,  2018  9:15:41  AM 

imaae()02.prx] 


Thanks  eveiyone ! ! ! 

Karen 

On  Tue,  Mar  6,  2018  at  9:10  AM,  Lesley  Duncan  <lduncan@iaf. gov>  wrote: 

CEO  conference  table  and  chairs  being  delivered  this  am,  to  replace  the 
red  &  grey  chairs  in  Acuario. 

We  need  multiple  hands  to  move  those  (heavy!)  chairs  into  storage 
and/or  around  the  office  before  10  am. 

Please  meet  in  Acuario  to  lend  your  muscles  to  this.  Thanks,  L. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


B 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  wwwLiaf.goi' 
Helping  communities  thrive 
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From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Karen  Vargas 
Lesley  Duncan 

Operations 

Re:  Thanks  for  help  @  9;45  am  (moving  chairs  out  of  Acuario) 

Tuesday,  March  06,  2018  9:15:41  AM 

imaae()02.prx] 


Thanks  eveiyone ! ! ! 

Karen 

On  Tue,  Mar  6,  2018  at  9:10  AM,  Lesley  Duncan  <lduncan@iaf. gov>  wrote: 

CEO  conference  table  and  chairs  being  delivered  this  am,  to  replace  the 
red  &  grey  chairs  in  Acuario. 

We  need  multiple  hands  to  move  those  (heavy!)  chairs  into  storage 
and/or  around  the  office  before  10  am. 

Please  meet  in  Acuario  to  lend  your  muscles  to  this.  Thanks,  L. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


B 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  wwwLiaf.goi' 
Helping  communities  thrive 
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IAF-18-0224-A-000245 


From: 

To: 

Subject: 


Karen  Vargas 
Kara  Rogers 


Re:  Updated  invitation:  Contractor  -  pocket  door  repair  on  El  Acuario  @  Wed  Feb  14,  2018  3:30pm  -  4pm  (EST) 
(Karen  Vargas) 

Date:  Wednesday,  February  14,  2018  9:54:54  AM 


Yes  -  this  should  be  fine. 

K 

On  Wed,  Feb  14,  2018  at  9:26  AM,  Kara  Rogers  <krogers@.iaf.gov>  wrote: 

This  event  has  been  changed. 

Contractor  --  pocket  door  repair  on  El  Acuario  more  details  » 

Is  this  a  good  time  for  the  Contractor  to  look  at  the  door  and  take  measurements.  Thanks  for 
confirming! 

When  Changed:  Wed  Feb  14,  2018  3:30pm  -4pm  Eastern  Time 

Calendar  Karen  Vargas 

Who  •  Kara  Rogers  -  organizer 
•  Karen  Vargas 

Going?  Yes  -  Maybe  -  No  more  options  » 

Invitation  from  Google  Calendar 

You  are  receiving  this  email  at  the  account  kvaraas@iaf.aov  because  you  are  subscribed  for  updated  invitations  on 
calendar  Karen  Vargas. 

To  stop  receiving  these  emails,  please  log  in  to  httDs://vvww.aooale. com/calendar/  and  change  your  notification 
settings  for  this  calendar. 

Forwarding  this  Invitation  could  allow  any  recipient  to  modify  your  RSVP  response.  Learn  More. 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 


202.524.8869  www.iaf.gov 
Helping  communities  thrive 
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From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Shayla  Summerhill 
Karen  Varoas 

Kara  Rogers 

Re:  Wall  finalized  tortwrrow  March  7? 
Thursday,  March  08,  2018  9:39:46  AM 
imaae002.Drx] 

imaoeOOS.prKi 


Hi  Karen, 


Once  its  coufuiiied  will  do.  I  am  dying  to  confiim  for  next  Monday. 
-Shayla 


On  Thu,  Mar  8,  2018  at  9;38  AM,  Karen  Vargas  <kvargas@iaf  gov>  wrote: 

Hi  Both  - 

Please  send  a  calendar  invite  when  you  have  a  confirmed  time  with  the  contractor. 

Thanks. 

Karen 


On  Wed,  Mar  7,  2018  at  9:55  AM,  Karen  Vargas  <kvargas@iaf. gov>  wrote: 
HI  all. 


I  was  on  leave  yesterday  afternoon  and  only  seeing  yoiu  emails  this  inoming.  Would 
Friday  work  for  whoever  is  coordinating  with  the  building?  Otherwise,  next  Monday  is 
okay. 

Karen 


On  Tue,  Mar  6,  2018  at  2:28  PM,  Kara  Rogers  <kiogers@iaf  gov>  wrote: 

Karen  please  suggest  alternative  dates  that  coirld  work  for  finalizing  this  project. 
Thanks! 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 
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On  Tire,  Mar  6,  2018  at  1:47  PM,  Shayla  Smnmerhill 
<ssTininTerhill@iaf  gov>  wrote: 

If  they  need  to  use  the  loading  dock  I  dont  think  tomorrow  is  going  to  work.  According  to  the 
building  notice  it  will  be  closed  for  half  the  day. 


On  Tue,  Mar  6,  2018  at  1:21  PM,  Kara  Rogers  <krogers@iaf  gov>  wrote: 
Hi  Karen, 


AMERICAN 


Please  confirm  if  tomorrow  will  work  with  Paloma's  schedule.  I'm  hoping  it's  just  a 
half  day  work  to  finish  the  wall. 

IAF-18-0224-A-000247 
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Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter- American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 
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- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Tue,  Mar  6,  2018  at  9: 18  AM 
Subject:  RE:  Fwd:  Operating  Status  Update 
To:  Kara  Rogers  <kiogers@iaf.gov> 

Cc:  Shayla  Simunerliill  <ssuininerhill@iaf.gov>.  "Robert  L.  Randolph  III" 
<Robei1.Randolph(fr  fiscal. treasiu'y.gov> 


Good  morning  Kara, 


Please  confirm  if  Wednesday  March  7,  20 1 8  at  8:00  A.M.  works.  If  not,  please 
provide  us  with  dates  available. 


Also,  we  will  need  onsite  coordination  complete  before  entering  the  birilding: 


•  Inform  the  loading  dock  seciuity  girard  we  will  need  access  to  imload 
materials. 

•  Speak  with  the  birilding  engineer  to  transport  metal  cover.  Option  I :  See  if  the 
company  working  on  the  freight  elevator  will  take  our  material  to  the  1 2*^^ 
floor.  Option  2:  Can  the  building  engineer  remove  once  ceiling  tile  in  the 
ciuient  temporary  freight  elevator  (back  left  tile  or  right  tile).  We  will  be 
onsite  7:30  A.M.  ready  to  transport  the  material. 

•  We  will  need  access  to  office  space  at  8:00  A.M. 


Thank  you. 


AMERICAN 


Jonathan  Perez 


PVERSIGHT 


IAF-18-0224-A-000248 


Project  Manager 

Our  01^.  •  -promise.  ■■  We  deliver! 
3321  12th  street.  NE  I  Suite  3 

Washington.  DC  20017-4008 

Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 

am 


From:  Kara  Rogers  [mailto:kTogers@iaf.gov] 
Sent:  Simday,  March  04,  2018  1 1:37  AM 
To:  jperez@ccg-wdc.com 
Cc:  Shayla  Siimmerhill  <ssummerhill@iaf  gov> 
Subject:  Re:  Fwd:  Operating  Status  Update 


Hi  Jonathan,  —  Please  give  us  a  few  options  to  reschedule  the  crew  this  week  to 
finalize  this  project. 


Thanks, 

Kara 


IBl 


Kara  Rogers 


Management  Analyst,  Inter-American  Foundation 


1331  Pennsylvania  Ave  NW.  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


m 

m 

|B| 

m 

AMERICAN 


IAF-18-0224-A-000249 


PVERSIGHT 


On  Fri,  Mai'  2,  2018  at  6:46  AM,  Kara  Rogers  <krogers@iaf. gov>  wrote: 


Hi  Jonathan. 


We  will  need  to  reschedule  for  next  week  as  it  is  a  safety  issue  riglit  now  and  the 
predictability  that  the  power  will  stay  on  at  the  office  building.  Please  confinn 
when  we  can  reschedule  the  crew. 


Thanks, 

Kara 


m  Kara  Rogers 


Management  Analyst,  Inter-American  Foundation 


1331  Pennsylvania  Ave  NW.  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


m 

B 

H 

B 

On  Fri,  Mar  2, 2018  at  6:20  AM,  Jperez@,ccg-wdc.cc>m  <jpeiez@ccg-wdc ■CQm> 
wrote: 

Good  morning  Kara, 


Yes,  my  crew  will  be  aixiving  today  at  1  P.M. 


Please  confirm. 


AMERICAN 


Jonathan  Perez 
202.407.3692 


PVERSIGHT 


IAF-18-0224-A-000250 


On  Mar  2,  2018  4:47  AM,  Kara  Rogers  <laogers@iaf.gov>  wrote: 


Hi  Jonathan,  —  The  Government  is  closed  today  due  to  the  ciuient  weather 
sitiratiou. 


Woirld  yom  crew  still  be  able  to  anive  at  the  office  today?  If  so,  I  will 
reqirest  permission  to  go  into  the  office  today  in  order  to  meet  the 
Contractors.  Please  confirm. 


Thanks, 

Kara 


B 


Kara  Rogers 


Management  Analyst,  Inter-American  Foundation 


1331  Pennsylvania  Ave  NW.  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


DIB]  Q  |B] 


- Forwarded  message - 

From:  Operating  Status  <operatmgstatus@opm.  gov> 
Date:  Fri,  Mar  2,  2018  at  3:45  AM 
Subject:  Operating  Statirs  Update 
To:  OPERATINGSTATUS@listserv.opm.gov 


All  Federal  Government 


The  following  message  applies  to  March  2,  2018. 


Statirs:  Federal  Offices  are  Closed  -  Emergency  and  Telework-ready 
Employees  Must  Follow  Then  Agency's  Policies 

IAF-18-0224-A-000251 

PVERSIGHT 


AMERICAN 


FEDERAL  OFFICES  in  the  Washington,  DC  area  are  CLOSED.  Emergency  and 
telework-ready  employees  requued  to  work  must  follow  theh  agency's 
policies,  including  written  telework  agreements. 

Non-emergency  employees  will  be  gr  anted  excused  absence  (admuiistrative 
leave)  for  the  number  of  hoius  they  were  scheduled  to  work  imless  they  are: 

•  requued  to  telework, 

•  on  official  travel  outside  of  the  Washington,  DC  area, 

•  on  pre-approved  leave  (including  leave  without  pay),  or 

•  on  an  alternative  work  schedule  (AWS)  day  off. 

Telework-Ready  Employees  who  are  scheduled  to  perform  telework  on  the 
effective  day  of  the  armoimcement  or  who  are  reqirued  to  perform  telework 
on  a  day  wherr  Federal  offices  are  closed  rnirst  telework  the  eutue  workday  or 
reqirest  leave,  or  a  combination  of  both,  in  accordance  with  theh  agency's 
policies  and  procedures,  sirbject  to  any  applicable  collective  bargaining 
reqirueruents  (as  consistent  with  law). 

Emergency  Employees  are  expected  to  report  to  theh  worksite  imless 
otherwise  dhected  by  their  agencies. 


NOTE:  Official  operating  status  updates  are  posted  on  our  website  at 
htto://www.oDm.aov/status/. 

•  Download  the  PPM  Alert  mobile  app 

•  Call  202-606-1900  to  hear  voice  recording 

•  Get  oin  Operating  Status  XML  Feed  fXML  file) 

•  Subscribe  to  the  ListSerw  and  get  email  updates 

•  Unsubscribe  fiom  the  ListServ  to  no  longer  receive  email  updates 

This  message  is  fiom  the  U.S.  Office  of  Persormel  Management. 


AMERICAN 


m  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 


PVERSIGHT 


IAF-18-0224-A-000252 


202.688.3050 


Karen  Vargas 
Executive  Assistant 
Inter- Aniericau  Foimdation 


202.524.8869  •v^^v^'^v.iaf.go^' 
Helping  communities  thrive 


|B| 

|B| 

m 

|B| 

Karen  Vargas 
Executive  Assistant 


Inter- American  Foundation 
202.524.8869  v\'\w.iaf.gov 
Helping  communities  thrive 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000253 


Karen  Vargas 
Paloma  Adams-Allen 


From: 

To: 

Subject:  Standing  Desk  option  /  Ergo  Assessment 

Date:  Tuesday,  June  06,  2017  11:42:47  AM 


Hi  Paloma, 


Some  time  ago,  the  lAF  commissioued  an  ergonomics  specialist! 

1. 1  got  a  copy  of  his  assessment  from  Shayla  at 
the  beginning  of  May,  and  as  I  was  reviewing  it  now,  I  believe  I  foimd  a  good  standing  desk 
option  for  yon,  http :  //www.ergotion.com/ en-us/prodiicts/product-details/3  3  -349#/? 
coloi-black. 

will  lollow  up  on  my 

own  ergonormcs  but  wanted  to  send  this  to  you  right  away.  Also,  I  think  the  Federal 
Occupational  Health  evaluator,  Sarny  Shihata,  did  a  good  job  and  I  would  recommend  him  if 
an  assessment  is  warranted  by  staff  members. 


Best, 

Karen 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869  'w-ww’.iaf.go\' 
Helping  communities  thrive 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000254 


Lesley  Duncan  <lduncan@iaf.gov> 


FYI:  Purchase  Requisition  IAF-25000-1 8-0005  has  been  approved 

1  message 


Workflow  Mailer  -  PBPD6I  <wfpbpd6i@fodatoracle.com>  Wed,  Oct  11,  2017  at  12:27  PM 

Reply-To:  wfpbpd6i@fodatoracle.com 

To:  "DUNCAN,  LESLEY"  <LDUNCAN@iaf.gov> 


'  Information 

The  current  responsibility  context  has  been  switched  to:  Application  Administrator 


From  SUMMERHILL,  SHAYLA 
To  DUNCAN,  LESLEY 
Sent  10/11/2017  12:27:46 
ID  946675 


Description 


Requisition  Total 
Non-Recoverable  Tax 
Attachments 


The  objective  is  to  procure  professional  construction  services  to  install  a 
glass  wall  and  sliding  door  for  the  CEO/ President  office  space.  The  glass  wall 
and  sliding  glass  door  will  ensure  privacy  and  should  be  open  to  allow  for 
maximum  (n 
44,345.00  USD 
0.00  USD 


Requisition  Lines 

Cost  Price  Amount 

Line  Description  Supplier  Center  Unit  Quantity  (USD)  (USD) 

1  000001  Construction  work  to  President/CEO  space  to  include  installing  glass  wall  and  door,  XXXXXXXXXX  EACH  44345  1  44,345.00 

repair/replace  wooden  door,  and  add  logo  on  2  glass  conference  doors 


Approval  Sequence 

12 — Approved 


Num 

Name 

Action 

Action  Date 

Note 

1 

SUMMERHILL,  SHAYLA  R 

Imported 

10/11/2017  12:27:38 

2 

SUMMERHILL,  SHAYLA  R 

Submitted 

10/11/2017  12:27:42 

3 

SUMMERHILL,  SHAYLA  R 

Reserved 

10/11/2017  12:27:44 

4 

SUMMERHILL,  SHAYLA  R 

Approved 

10/11/2017  12:27:45 

Copyright  (c)  2006,  Oracle.  All  rights  reservecd. 


.A*)  Notification  Detail.html 

^  IK 


IAF-18-0224-A-000255 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  chairs 

1  message 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Mar  9,  2018  at  12:24  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

I  will  pick  some  out  and  put  them  in  the  space  today. 

On  Fri,  Mar  9,  2018  at  12:22  PM,  Lesley  Duncan  <lduncan@iaf.gov>  wrote: 

Fli  -  also  assume  you're  on  this,  thanks  for  working  with  Karen  to  put  chairs  in  Aquario  soonest. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


- Forwarded  message - 

From:  Paloma  Adams-Alien  <padamsallen@iaf.gov> 
Date:  Fri,  Mar  9,  2018  at  11:15  AM 
Subject:  chairs 

To:  Lesley  Duncan  <lduncan@iaf.gov> 


Fli  there, 

I  now  have  a  lovely  table,  but  we'll  have  to  do  standing  meetings  unless  we  can  get  some  chairs  :-).  We'd  discussed  with  Shayla  using  8  of  the 
excess  chairs  rattling  around  in  Patagonia.  I'm  assuming  she's  on  this,  but  wanted  to  double  check  whether  the  ball  in  her  court  or  should  Karen 
be  doing  the  chair  selection. 

Tnx! 


O  Paloma  Adams-Alien 

President  and  CEO 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000256 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  Conference  Room  Table 

1  message 

Lesley  Duncan  <lduncan@iaf.gov>  Fri,  Feb  9,  2018  at  2:52  PM 

To:  Paloma  Adams-Allen  <padamsallen@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Karen  Vargas  <kvargas@iaf.gov> 

Yep,  we'll  order  now. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Fri,  Feb  9,  2018  at  2:42  PM,  Paloma  Adams-Allen  <padamsallen@iaf.gov>  wrote: 

Hi  there, 

I  want  to  confirm  that  we  can  now  hit  send  on  the  conference  room  table  for  El  Acuario?  Thanks, 


Paloma 


Paloma  Adams-Allen 

President  and  CEO 
Inter-American  Foundation 
202.524.8869  www.iaf.gov 
Helping  communities  thrive 


Q 


IAF-18-0224-A-000257 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  FW:  Distribution  of  lAF  Award  #203431 18P00001 

1  message 

Lesley  Duncan  <lduncan@iaf.gov>  Wed,  Oct  18,  2017  at  3:08  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Rec'd,  thank  you. 

Kara  will  be  back  tomorrow,  Shayla  next  week  and  they'll  return  the  COR  memos  then.  L. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Wed,  Oct  18,  2017  at  1:54  PM,  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  wrote: 
Leslie, 

Since  Shayla  and  Kara  are  out  of  the  office,  I  wanted  to  ensure  this  reached  lAF. 

Thank  you, 

Sara 


From:  Sara  R.  Bonnette 

Sent:  Wednesday,  October  18,  2017  1:49  PM 

To:  'Shayla  Summerhill'  <ssummerhill@iaf.gov>;  'Kara  Rogers'  <krogers@iaf.gov>;  'Jonathan  Perez'  <jperez@ccg-wdc.com> 
Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov> 

Subject:  Distribution  of  lAF  Award  #203431 18P00001 


Good  afternoon, 


The  Bureau  of  the  Fiscal  Service  is  pleased  to  present  you  with  award  documents  for  lAF  action  20343118P00001  (IAF-25000-1 8-0005)  - 
Glass  Wall  and  Door  Installation. 


Attached  you  will  find  a  fully  executed  copy  of  the  subject  award  for  your  records. 


COR/ACOR  -  Please  sign  and  return  the  attached  COR/ACOR  Memos. 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 
sara.bonnette@fiscal.treasury.gov 


304-480-8251 


IAF-18-0224-A-000258 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  Glass  wall  contract  signed  (!) 

1  message 

Lesley  Duncan  <lduncan@iaf.gov>  Wed,  Oct  18,  2017  at  3:25  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Kara  Rogers  <krogers@iaf.gov> 

Hallelujah  -  the  glass  wall  can  be  built! 

Let  me  know  what  support  you  need  from  me,  and  thanks  for  working  with  Paloma  and  Karen  re  the  timing/impact  etc. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Wed,  Oct  18,  2017  at  1:54  PM,  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  wrote: 
Leslie, 

Since  Shayla  and  Kara  are  out  of  the  office,  I  wanted  to  ensure  this  reached  lAF. 

Thank  you, 

Sara 


From:  Sara  R.  Bonnette 

Sent:  Wednesday,  October  18,  2017  1:49  PM 

To:  'Shayla  Summerhill'  <ssummerhill@iaf.gov>;  'Kara  Rogers'  <krogers@iaf.gov>;  'Jonathan  Perez'  <jperez@ccg-wdc.com> 
Cc:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov> 

Subject:  Distribution  of  lAF  Award  #203431 18P00001 


Good  afternoon, 


The  Bureau  of  the  Fiscal  Service  is  pleased  to  present  you  with  award  documents  for  lAF  action  20343118P00001  (IAF-25000-1 8-0005)  - 
Glass  Wall  and  Door  Installation. 


Attached  you  will  find  a  fully  executed  copy  of  the  subject  award  for  your  records. 


COR/ACOR  -  Please  sign  and  return  the  attached  COR/ACOR  Memos. 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 
sara.bonnette@fiscal.treasury.gov 


304-480-8251 


IAF-18-0224-A-000259 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  Tour  of  lAF  Construction 

1  message 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Mar  15,  2018  at  9:57  AM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Dai  Do  <ddo@quad1.com> 

No  problem,  I  will  be  here. 

On  Thu,  Mar  15,  2018  at  9:35  AM,  Janet  Stein  <jstein@quad1.com>  wrote: 

Great.  I  will  be  coming  from  another  asset  thus  I  apologize  for  not  being  specific  about  timing. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Thursday,  March  15,  2018  9:32  AM 


To:  Janet  Stein 

Cc:  Lesley  Duncan;  Dai  Do 

Subject:  Re:  Tour  of  lAF  Construction 


Hi  Janet, 


That  time  works  for  me. 


-Shayla 


On  Thu,  Mar  15,  2018  at  9:29  AM,  Janet  Stein  <jstein@quad1.com>  wrote: 
Hi  Shalya  - 


If  acceptable  to  you  Dai  and  I  will  make  every  effort  to  stop  by  btwn  12  &  12:45  today. 


Kindly  let  us  know  if  that  works  for  you.  Many  thanks. 


From:  Janet  Stein 

Sent:  Monday,  March  12,  2018  4:13  PM 
To:  'Shayla  Summerhill' 

Cc:  Lesley  Duncan;  Dai  Do 
Subject:  RE:  Tour  of  lAF  Construction 


Thank  you  Shayla.  I  will  be  in  and  out  at  other  assets  tomorrow.  Thus  it  looks  like  Thursday  is  the  best  day.  I'll  discuss  with  Dai  and  propose 
a  few  times  shortly.  Take  care. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  March  12,  2018  4:05  PM 


To:  Janet  Stein 


IAF-18-0224-A-000260 


Cc:  Lesley  Duncan;  Dai  Do 
Subject:  Re:  Tour  of  lAF  Construction 


Wednesday  or  Friday  will  not  work  for  me. 


-Shayla 


On  Mon,  Mar  12,  2018  at  3:44  PM,  Janet  Stein  <jstein@quad1.com>  wrote: 
Thank  you  Shayla  - 


Dai  and  I  will  be  stopping  by  early  this  week.  Is  there  any  day  that  does  not  work  for  your  team? 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  March  12,  2018  2:33  PM 


To:  Janet  Stein 

Cc:  Lesley  Duncan;  Dai  Do 

Subject:  Re:  Tour  of  lAF  Construction 


Janet, 


The  crew  has  finished  the  glass  wall.  I  am  available  for  you  all  to  come  by  again  to  tour  the  space. 

Thanks, 

Shayla 

On  Thu,  Mar  8,  2018  at  10:11  AM,  Janet  Stein  <jstein@quad1.com>  wrote: 

Thank  you. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Thursday,  March  08,  2018  10:05  AM 

To:  Janet  Stein 

Cc:  Lesley  Duncan;  Dai  Do 

Subject:  Re:  Tour  of  lAF  Construction 


Fil  Janet, 


I  am  available  at  that  time. 


Thanks, 

Shayla 


On  Thu,  Mar  8,  2018  at  9:49  AM,  Janet  Stein  <jstein@quad1.com>  wrote: 
Fli  Lesley  - 


IAF-18-0224-A-000261 


I  wanted  to  inquire  if  it  is  acceptable  for  myself  and  our  Lead  Engineer  to  access  you  space  this  coming  3.9.18  at  some  point  btwn  9  and  10 
a.m.  to  complete  the  review  of  the  recent  construction. 

Thanks  for  letting  us  know.  Kind  regards. 

Janet  Stein 

Assistant  Vice  President 
Quadrangle  Management  Company 
Direct  Dial:  202.662.1205 
Main:  202.662.1200 
Fax:  202.662.1212 
E-Mail:  jsteln@quad1.com 


Shayla  SummerhIII 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  SummerhIII 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  SummerhIII 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  SummerhIII 

Management  Analyst,  Inter-American  Foundation 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


IAF-18-0224-A-000262 


Lesley  Duncan  <lduncan@iaf.gov> 


Re:  Work  Update 

1  message 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Mar  14,  2018  at  9:37  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Paloma  Adams-Alien  <padamsallen@laf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 

HI  Shayla, 

Thanks  for  the  update.  Paloma  will  actually  be  back  In  the  office  tomorrow.  However,  please  do  move  forward  with  the  schedule  as  you  proposed  - 
-  I  will  move  all  her  meetings  from  El  Acuarlo  to  Atitlan. 

Thanks, 

Karen 

On  Wed,  Mar  14,  2018  at  9:27  AM,  Shayla  Summerhill  <ssummerhlll@iaf.gov>  wrote: 

HI  Karen, 

I  thought  Paloma  was  still  out  of  the  office  tomorrow  so  I  set  up  time  for  the  construction  people  to  come  In  the  mornlng- 

7:30am-  Stencil  work  at  CEO  office  and  Atitlan 

8am-  Crew  coming  to  paint  and  add  baseboards. 

Thanks, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


O  Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 

202.524.8869  www.iaf.gov 
Helping  communities  thrive 


IAF-18-0224-A-000263 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachmeirts: 


Lesley  Duncan 
Kara  Rogers 


Paloma  Adams- Allen 
Congratulations  and  thank  you 
Thursday,  March  08,  2018  12:36:02  PM 
imaae002.Dna 


Hi  Kara  -  Thank  you  for  your  keen  eye  on  procurement  scopes,  for  facilitating  the  CEO  office 
construction  work,  and  for  assuming  the  lead  role  during  recent  staffing  gaps. 

In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  10  00.00  ;  look  for  it  in  your 
paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


IAF-18-0224-A-000264 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachmeirts: 


Lesley  Duncan 
Shavla  Summerhill 

Paloma  Adams- Allen 
Congratulations  and  thank  you 
Thursday,  March  08,  2018  12:36:04  PM 
imaae002.Dna 


Hi  Shayla  -  Thank  you  for  facilitating  office  construction  work  -  including  conference  room  and 
CEO  suite  -  including  drafting  procurement  documents,  working  with  building  owners,  architects, 
and  duct-and-fire-safety  personnel,  and  providing  overall  high  customer  service  to  the  lAF. 

In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  5  00.00  ;  look  for  it  in  your 
paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


IAF-18-0224-A-000265 


From:  Karen  Vargas 

To:  Paloma  Adams-Alien:  Lesley  Duncan:  Shavla  Summertiill:  Julia  Toscano:  Kaitlin  Stastnv 

Subject:  Executive  Office  during  the  holiday  season 

Date:  Wednesday,  December  20,  2017  5:00:54  PM 


Hi  all.  Thank  you  for  kindly  helping  cover  front  office  and  CEO  support  dmiug  my  holiday 
travel.  Below  are  some  notes  to  help  ensiue  an  easy  tr  ansition  of  duties.  Luckily,  the  next  two 
weeks  are  mostly  quiet  and  require  very  minimal  work. 

The  most  important  thing  is  to  be  present.  Small  tasks  that  may  come  up  mcliide;  scheduling, 
locatmg  specific  infomiation,  printing,  etc.  None  of  this  should  prevent  any  of  yoiu  other 
workflow  from  happening. 

Things  to  know 

Karen  will  be  out  of  office  fr  om  Dec  21  -  Jan  4.  Front  office  coverage  in  the  interim  is  as 
follows:  Dec  28  (Julia),  Dec  29  (Kaitlin),  Jan  3-4  (Shayla).  Thank  you  all  for  yoiu  help! 

Paloma  will  be  out  of  office  fr  om  Dec  21  -  27.  Lesley  will  be  Acting  President  fr  om  Dec  21- 
22  and  Paul  from  Dec  26-27. 


Executive  suite  work.  Contractors  will  be  here  to  put  up  the  wall/door  for  what  will  become 
Paloma's  office  and  to  work  on  the  diywall  in  El  Acuario.  As  such,  I  have  reserved  the 
following  rooms  for  Paloma's  ALL-DAY  use 

•  Chimborazo  (Dec  28  -  29,  Jan  2-3) 

•  Ilopongo  (Jan  4) 

She  may  telework  on  Friday,  Jan  5.  In  the  event  that  she  decides  to  come  into  the  office, 
please  coordinate  the  all-day  irse  of  one  of  the  meeting  rooms. 

Meetings/Calendar  Management.  The  ODs  will  meet  on  Jan  4  from  1 1:30  am  to  12:30  pm 
in  Atitlan.  Lesley  typically  handles  minrrtes  m  my  absence.  All  other  meetings  have  been 
cleared  from  the  calendar.  Ad-hoc  meeting  may  occin,  irr  that  event,  please  scheditle  on  the 
calendar,  ensme  that  the  CEO  knows  the  room  and  has  a  print  out  of  the  calendar  invite  for 
notetaking. 


Thanks, 

Karen 


PS  -  don't  hesitate  to  reach  me  duectly  at 
difference)  <3 


(kindly  remember  the  3 -horn  time 


HAPPY  HOLIDAYS! 


m 


Karen  Vargas 
Execirtive  Assistant 
Inter- American  Foimdation 
202.524.8869  iaf.gov 

Helping  communities  thrive 
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Karen  Vargas 
Paloma  Adams- Allen 


From: 

To: 

Subject:  Fwd:  Conference  table  quotes 

Date:  Friday,  J  anuary  26,  2018  12:17:33  PM 

Attachments:  image. ono 

image. png 

image. png 

image. png 

image. png 


This  is  my  tipping  point... 
FYI 


- Forwarded  message - 

From;  Shayla  Summerhill  <ssummerhill@.iaf .  go v> 
Date;  Thu,  Jan  25,  2018  at  5;27  PM 
Subjeet;  Re;  Conference  table  quotes 
To;  Karen  Vargas  <kvargas@iaf.gov> 


Karen, 

Here  are  two  other  table  options  1  have  requested  a  quote  for  that  should  be  within  our  price 
threshold. 


IAF-18-0224-A-000268 


On  Wed,  Jan  24,  2018  at  4:14  PM,  Karen  Vargas  <kvargas@.iaf.gov>  wrote: 

Ahh.  1  understand  the  restrietion...  Well,  let  me  know  if  you  need  any  help  from  us. 

Karen 

On  Wed,  Jan  24,  2018  at  4:08  PM,  Shayla  Summerhill  <ssummerhill@iaf  gov>  wrote: 
Karen, 

Below  are  pies  of  the  eonferenee  room  tables  I  requested  quotes  for  and  one  is  attaehed. 
However,  as  we  will  probably  want  to  use  a  eredit  eard  for  purehase  I  am  trying  to  find  a 
table  that  fits  within  the  eost  restrietions  of  $3500.  The  produets  below  are  well  over  that 
eost. 

-Shayla 


Darran  Diva  Conference 


IAF-18-0224-A-000269 


Dan'aii  Edgeworks  Conference 


m 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas 
Executive  Assistant 


Inter- American  Foimdation 
202.524.8869  iaf.gov 

Helping  communities  thme 
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IAF-18-0224-A-000270 


B 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


B 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  w\w.iaf.go\- 
Helping  communities  thrive 
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From:  Karen  Vargas 

To:  Paloma  Adams-Allen;  Lesley  Duncan;  Kara  Rogers 

Subject:  Fwd:  Manna  Distribution  Services  for  National  Business  Furniture  -  Milwaukee:  BOL  ZJ  994607LES  has  been  Scheduled. 

Date:  Wednesday,  February  28,  2018  9:51:49  AM 


I'm  too  excited. 

Thank  you  for  your  help,  Kara. 

Best, 

Karen 

. Forwarded  message . 

From:  Manna  Distribution  Services  <HDTeam2@manna.com> 

Date:  Wed,  Feb  28,  2018  at  2:03  AM 

Subject:  Manna  Distribution  Services  for  National  Business  Furniture  -  Milwaukee:  BOL  ZJ994607LES 
has  been  Scheduled. 

To:  KVARGASraiaf  gov 


Manna  Distribution  Services  Header  Image 

m 


You're  on  Our  Schedule! 


Thank  you  for  scheduling  your  delivery  from  National 
Business  Furniture  -  Milwaukee.  We  have  logged  it  in  our 
system  and  will  send  you  a  reminder  email  one  day  before 
your  scheduled  date.  Please  see  the  details  of  your  delivery 
below,  and  as  always,  we  look  forward  to  serving  you. 

Customer  Service 


Service  Schedule 


Important  Information 


Date:  Tuesday,  March  6,  2018 
Time:  8:00AM  -  4:00PM 


Service  Location 

KAREN  VARGAS 
INTERAMERICAN  FOUNDATION 
2025248869 

1331  PENNSYLVANIA  AVE  NW 

1200 

WASHINGTON,  DC  20004 


Tracking  Number:  ZJ994607LES 

From:  National  Business  Furniture  - 
Milwaukee 

Service:  White  Glove 

Print  Delivery  Receipt 

Note:  The  Driver  will  bring  a  copy  of  the 

delivery  receipt  with  him,  and  you  may 

also  print  it 


Questions? 

Contact  Customer  Service 


We  look  forward  to  serving  you! 


IAF-18-0224-A-000272 


Service  Description 

2-person  service  required;  bring  inside  to  client-specified  location,  unpack,  and 
remove  dunnage  (unless  otherwise  directed). 


Manna  Distribution  Services 

2440  Enterprise  Drive 
Mendota  Heights,  MN  55120 

http://www.Manna.com/ 

Phone:  877-626-6249 

_  _  _  _  If  you  have  questions  please  Contact  Customer  Service 

Manna  Distribution  Services  Footer  Image 

n 


m 


Karen  Vargas 
Executive  Assistant 
luter-Ainericaii  Foimdation 
202.524  8869  www.iaf.gov 
Helping  communities  thrive 
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IAF-18-0224-A-000273 


From:  Karen  Vargas 

To:  Kara  Rogers:  Paloma  Adams-Allen:  Lesley  Duncan 

Subject:  Fwd:  National  Business  Furniture  Quote  #  QM432280 

Date:  Monday,  January  29,  2018  1:32:22  PM 

Attachments:  OM432280.Ddf 


Hi  Kara, 

I  understand  that  in  Shayla's  absence  you  can  help  advance  the  re-do  for  the  executive  office 
space.  I'm  forwarding  a  quote  on  the  table  we  are  interested  in  purchasing. 

I  note  that  the  address  listed  is  incorrect  and  that  the  name  should  probably  be  changed  to  a 
purchasing  officer. 

Let  me  know  if  I  can  be  helpful  in  any  way. 

Best, 

Karen 


- Forwarded  message - 

From:  TONIB@nbf.com  <TONIB@.nbf.com> 

Date:  Mon,  Jan  29,  2018  at  10:45  AM 

Subject:  National  Business  Furniture  Quote  #  QM432280 

To:  KVARGAS@iaf.gov 


I  have  included  the  quote  we  discussed.  I  am  here  to  help  with  every  phase  of  your  selection 
process. 

I  want  to  address  any  needs,  constraints  or  concerns  and  can  be  reached  at  18001  558-1010  ext. 
x3588. 

Thank  you  for  giving  me  the  opportunity  to  be  your  #1  furniture  source. 

Why  buy  from  National  Business  Furniture,  LLC? 

1.  Amazing  selection  -  Over  44,000  items! 

2.  Free  Lifetime  Guarantee 

3.  Fast  shipping  -  Most  items  are  in-stock  and  arrive  in  1-2  weeks. 

Select  items  ship  same  day.  Call  for  details! 

4.  If  you  receive  a  better  quote  on  identical  or  similar  items,  call  us! 


Thank  you. 

Cam  Kulick 

National  Business  Furniture 
770  South  70th  Street 
Milwaukee,  WI  53214 

Phone:  (800)  558-1010  x3588 
Fax: (800)  329-9349 
Email:  C AMK@.nbf. com 
Toll  Free  Sales:  18001  558-1010 


IAF-18-0224-A-000274 


Toll  Free  Customer  Semce:  18001  626-6060 


http:  \v\v\v. nationalbusinessfiuiiitiue.com 


This  e-mail  and  any  files  transmitted  with  it  are  confidential  and  intended  solely  for  the  use  of 
the  individual  or  company  to  whom  they  ar  e  addiessed.  If  you  have  received  this  e-mail  in 
error,  please  notify  the  sender  immediately  and  delete  this  e-mail  including  all  attachments 
fi'om  yom'  system.  Thank  you. 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869 

Helping  communities  thrive 
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IAF-18-0224-A-000275 


From:  Karen  Vargas 

To:  Shavla  Summertiill:  Paloma  Adams-Alien 

Subject:  Re:  Office  Additions 

Date:  Friday,  March  16,  2018  10:34:36  AM 


Thaiiks!  Let's  put  it  on  the  agenda  for  Monday  morning,  9: 15-9:30am. 

Best, 

Karen 

On  Fii,  Mar  16,  2018  at  10:32  AM,  Shayla  Summerhill  <ssummerhill@iaf. gov>  wrote; 

I  will  add  them  to  the  list.  Let  me  know  when  you  have  time  next  week  to  discuss  the 
chairs. 

-Shayla 

On  Fri,  Mar  16,  2018  at  10:09  AM,  Karen  Vargas  <kvargas@iaf.gov>  wrote; 

Shayla, 

In  addition  to  the  glass  and  whiteboard  friendly  markers,  can  you  also  add  the  following 
items; 


•  Whiteboard  cleaner  spray 

•  Note  cards  for  talking  points,  etc.  (perhaps  we  have  some  in  the  other  office  supply 
closet,  hnk  &  I  can  go  giab  some) 

And,  it  would  also  be  super  helpfiil  for  me/us  to  get  a  hitorial  on  how  to  get  the  chans  to 
then  original  upriglit  position.  ;-) 

Thank  you  so  much  for  all  yoin  help! 

Karen 

On  Fri,  Mar  16,  2018  at  9:55  AM,  Shayla  Summerhill  <ssummerhill@iaf. gov>  wrote; 
Okay  I  will  add  those  to  the  list. 

-Shayla 

On  Fri,  Mar'  16,  2018  at  9:54  AM,  Paloma  Adams-Allen  <padamsallen@iaf. gov>  wrote: 
So  we'd  like  markers  that  we  use  to  write  on  glass.  Karen  will  follow  up  with  you. 
Tuks!  Paloma 


Paloma  Adams-Allen 
President  and  CEO 


Inter- American  Foiuidation 
202.524.8869  www.iaf.gov 
Helping  communities  thrive 
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On  Fri,  Mai'  16,  2018  at  8:31  AM,  Paloma  Adams-Allen  <padamsallen@iaf. gov> 
wrote; 

'  IAF-18-0224-A-000276 


PVERSIGHT 


Hi  there, 


Thanks  for  checking  in!  At  the  moment,  I  can't  think  of  anything  —  but  let  me  confer 
with  Karen. 

Best.  P 

Paloma  Adams- Allen 
President  and  CEO 
Inter- American  Foimdation 
202.524.8869  www.iaf  gov 
Helping  communities  thrive 

On  Mar  15,  2018,  at  3:18  PM,  Shay  la  Simmierhill  <ssummerhill@iaf  gov>  wrote: 


Hi  Paloma, 

As  we  are  finishing  up  the  coushuction  project  of  yoin  space.  I  wanted 
to  check  in  with  you  about  yom  space.  Are  there  any  other 
additions/fluiiitme  you  would  like  for  yom  office  or  conference  room? 

Thanks, 

Shayla 


m 


Shayla  Summerhill 

Management  Analyst,  Inter- American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  mTO’. iaf.gov 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869 

Helping  communities  thrive 
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IAF-18-0224-A-000278 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Paloma  Adams-Alien 

Lesley  Duncan 

Kara  Rogers:  Karen  Vargas 

Re:  Conference  Room  Table 

Friday,  February  09,  2018  3:08:11  PM 

imaoe()02.DrK] 


Awesome.  Tnx! 


Paloma  Adams-Allen 
President  and  CEO 
Inter- American  Foimdation 
202.524.8869  www.iaf.gov 
Helping  comimmities  thrive 


On  Feb  9,  2018,  at  2:52  PM,  Lesley  Dimcan  <ldimcan@iaf.gov>  wrote: 


Yep,  we'll  order  now. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Fii,  Feb  9,  2018  at  2:42  PM,  Paloma  Adams-Allen  <padamsallen@iaf  gov> 
wrote: 

Hi  there, 

I  want  to  confirm  that  we  can  now  hit  send  on  the  conference  room  table  for  El 
Acnario?  Thanks, 


Paloma 


Paloma  Adams-Allen 
President  and  CEO 


Inter-American  Foimdation 
202  524.8869  mvw.iaf.gov 
Helping  communities  thrive 
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IAF-18-0224-A-000279 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachmeirts: 


Paloma  Adams- Allen 

Lesley  Duncan 

Shavla  SummerhIII 

Re:  Congratulations  and  thank  you 

Thursday,  March  08,  2018  1:09:42  PM 

lmaae002.Dna 


Ditto!  Thank  you!  My  best,  Paloma 

Paloma  Adams- Allen 

President  and  CEO 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 
Helping  communities  thrive 

On  Mar  8,  2018,  at  12:35  PM,  Lesley  Duncan  <lduncan@iaf  gov>  wrote: 

Hi  Shayla  -  Thank  you  for  facilitating  office  construction  work  -  including  conference 
room  and  CEO  suite  -  including  drafting  procurement  documents,  working  with 
building  owners,  architects,  and  duct-and-fire-safety  personnel,  and  providing  overall 
high  customer  service  to  the  lAF. 

In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  5  00.00  ;  look 
for  it  in  your  paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


IAF-18-0224-A-000280 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Shayla  Summerhill 

Lesley  Duncan 

Paloma  Adams-Allen 

Re:  Congratulations  and  thank  you 

Thursday,  March  08,  2018  12:55:00  PM 

imaoe002.DrK] 


Thank  you  Lesley  and  Paloma  I  really  appreciate  that.  I  know  we  will  all  be  glad  once  it  is 
finally  complete. 


Best, 

Shayla 

On  Thu,  Mar  8,  2018  at  12:35  PM,  Lesley  Dimcaii  <ldimcan@iaf. gov>  wiote: 

Hi  Shayla  -  Thank  you  for  facilitating  office  construction  work  -  inciuding  conference  room  and 
CEO  suite  -  including  drafting  procurement  documents,  working  with  building  owners,  architects, 
and  duct-and-fire-safety  personnel,  and  providing  overall  high  customer  service  to  the  lAF. 

In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  5  00.00  ;  look  for  it  in 
your  paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


gj  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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IAF-18-0224-A-000281 


From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Kara  Rogers 

Lesley  Duncan 

Paloma  Adams-Allen 

Re:  Congratulations  and  thank  you 

Thursday,  March  08,  2018  12:38:45  PM 

imaQe002.DrK] 


Many  thanks!  It's  eveiy  Contiacting  Officer's  dieain  to  be  able  to  use  what  we  learn  and  apply 
it  to  real  conhacts. 


I  wear  my  lAF  hard  hat  with  pride! 


m 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


usmisi 


On  Thu,  Mar  8,  2018  at  12:35  PM,  Lesley  Dimcan  <ldimcan@ iaf. gov>  wiote: 
Hi  Kara  -  Thank  you  for  your  keen  eye  on  procurement  scopes,  for  facilitating  the  CEO  office 
construction  work,  and  for  assuming  the  lead  role  during  recent  staffing  gaps. 


In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  10  00.00  ;  look  for  it  in 
your  paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


AMERICAN  IAF.18.0224-A-000282 
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From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Paloma  Adams-Alien 
Kara  Rogers 
Lesley  Duncan 

Re:  Congratulations  and  thank  you 
Thursday,  March  08,  2018  1:18:47  PM 
imaQe002.Dno 


Love  it.  Well  done.  Best,  P 


Paloma  Adams-Allen 
President  and  CEO 


Inter- American  Foundation 

202  524  8869  w\\ta  laf  gov 
Helping  communities  thrive 
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On  Thu,  Mar  8,  2018  at  12:38  PM,  Kara  Rogers  <krogers@iaf  gov>  wrote: 

Many  thanks!  It's  every  Contracting  Officer's  dieam  to  be  able  to  use  what  we  leam  and 
apply  it  to  real  contracts. 


I  wear  my  lAF  hard  hat  with  pride! 


m 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.683.7182 
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On  Thu,  Mar  8,  2018  at  12:35  PM,  Lesley  Dimcan  <ldimcan@iaf  gov>  wrote: 
Hi  Kara  -  Thank  you  for  your  keen  eye  on  procurement  scopes,  for  facilitating  the  CEO  office 
construction  work,  and  for  assuming  the  lead  role  during  recent  staffing  gaps. 


In  recognition  of  your  efforts,  Paloma  has  approved  a  cash  award  of  $  10  00.00  ;  look  for  it  in 
your  paycheck  in  PP  08/2018  . 

Thanks  again  and  bravo! 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 
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IAF-18-0224-A-000283 


From: 

Karen  Vargas 

To: 

Shavla  Summertiill 

Cc: 

Leslev  Duncan:  Paloma  Adams-Alien 

Subject: 

Re:  Construction  of  the  exec  suite  wall 

Date: 

Tuesday,  December  12,  2017  10:15:10  AM 

Thanks! 

Karen 


On  Tue,  Dec  12,  2017  at  10:02  AM,  Shayla  Siinunerhill  <ssinnmerhill@iaf. gov>  wrote: 
Hi  Karen, 


Sme,  once  I  have  a  more  definite  time  frame  I  will  share  it  with  everyone.  I  would  say  that 
the  work  site  would  be  closed  while  they  are  actively  working  on  it,  so  that  no  one  gets  hint 
by  anything  in  the  area.  Also,  we  are  hoping  to  have  it  completed  within  a  week  but  I  will 
provide  a  more  defrnitive  answer  once  I  speak  with  them  again  this  week. 

Thanks, 

Shayla 


On  Mon,  Dec  1 1,  2017  at  3: 18  PM,  Karen  Vargas  <kvaigas@iaf  gov>  wrote: 

Hi  Shayla, 

Thanks  for  checking  in  with  me  regarding  Paloma's  schedule  next  week.  I've  discussed 
with  Paloma  and  we'll  be  setting  up  Atitlan  as  oiu  homebase  for  the  start  of  the  week. 
Please  confirm  the  specific  schedule  and  safety  restrictions  when  you  get  a  chance.  To 
help,  Paloma  and  I  prepare  please  let  us  know  the  following:  Will  we  be  able  to  access  the 
work  site  at  all  or  is  it  only  closed  while  they  are  actively  working??  What  is  the 
anticipated  completion  of  the  project? 


Best, 

Karen 


Karen  Vargas 
Execirtive  Assistant 
Inter- American  Formdation 


202.524.8869  •w^^'.iaf.go\' 
Helping  communities  thrive 


B 

|B| 

B 

|B| 

Shayla  Summeitiill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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Karen  Vargas 
Executive  Assistant 
luter-Auierican  Foimdation 


202.524.8869  w^\\^^iaf.go\^ 
Helping  communities  thrive 
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From: 

Kara  Rogers 

To: 

Karen  Vargas 

Cc: 

Paloma  Adams-Allen;  Leslev  Duncan 

Subject: 

Re:  0  Acuario  door 

Date: 

Wednesday,  January  31,  2018  2:45:12  PM 

Hi  Karen, 

The  contractor  will  be  back  in  the  office  on  Monday  (2/5)  at  Sam.  I'll  have  them  fix  the  door 
again. 

Thanks, 

Kara 


m 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


unim 


On  Wed,  Jan  31,  2018  at  2:23  PM,  Karen  Vargas  <kvargas@iaf.gov>  wiote: 

Hi  Kara, 

Lesley  mentioned  that  the  contractors  working  in  the  executive  office  are  scheduled  to  retimi 
to  the  lAF  in  the  near  fiitiue.  I  want  to  alert  you  to  the  fact  that  the  door  that  was  installed  in 
El  Acuario  isn't  opening  properly  -  i.e.,  it  is  stuck. 

Please  work  with  the  contractors  to  make  sure  that  whatever  tweaks  are  needed  are  taken 
care  of  in  their  next  visit. 

Best, 

Karen  and  Paloma 


|B1 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869 

Helping  communities  thrive 


H 
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From: 

Karen  Vargas 

To: 

Kara  Rogers 

Cc: 

Paloma  Adams-Allen:  Leslev  Duncan 

Subject: 

Re:  B  Acuario  door 

Date: 

Wednesday,  January  31,  2018  2:47:15  PM 

Thank  you! 

Karen 

On  Wed,  Jan  31,  2018  at  2:44  PM,  Kara  Rogers  <kiogers@iaf. gov>  wrote: 

Hi  Karen, 

The  contractor  will  be  back  in  the  office  on  Monday  (2/5)  at  Sam.  I'll  have  them  fix  the  door 
again. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW.  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


|B| 

m 

|B| 

m 

On  Wed,  Jan  31,  2018  at  2:23  PM,  Karen  Vargas  <kvargas@iaf. gov>  wrote: 

Hi  Kara, 

Lesley  mentioned  that  the  contractors  working  in  the  execirtive  office  are  schedirled  to 
retmn  to  the  lAF  in  the  near  fittiue.  I  want  to  alert  yoir  to  the  fact  that  the  door  that  was 
installed  in  El  Acirario  isn't  opening  properly  -  i.e.,  it  is  strrck. 

Please  work  with  the  contractors  to  make  sine  that  whatever  tweaks  are  needed  are  taken 
care  of  in  then  next  visit. 

Best, 

Karen  and  Paloma 


Karen  Vargas 
Execrrtive  Assistant 
Inter- American  Formdation 


202.524.8869  iaf.gov 

Helping  communities  thrive 


ena  H  m 
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Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869 

Helping  communities  thrive 
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From:  Karen  Vargas 

To:  Lesley  Duncan:  Kara  Rogers 

Cc:  Paloma  Adams-Allen 

Subject:  Re:  B  Acuario 

Date:  Morxiay,  January  29,  2018  10:34:29  AM 

Attachments:  imaae002.Dno 


Thanks,  Lesley! 

Kara,  when  you  have  a  moment  can  you  please  check  in  on  the  status  of  the  contractor 
scheduled  to  come  in  today  for  cleanup  and  to  pickup  the  old/broken  door? 

Thanks, 

Karen 

On  Mon,  Jan  29,  2018  at  10:24  AM,  Lesley  Dimcan  <ldimcan@iaf. gov>  wrote: 

Good  morning  -  pis  work  with  Kara,  that  door  was  supposed  to  be  picked 
up  this  am.  See  attached. 

Lesley 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Mon,  Jan  29,  2018  at  10:21  AM,  Karen  Vargas  <kvargas@iaf  gov>  wiote: 

Good  morning,  Lesley. 

Please  let  me  know  who  is  the  best  person  to  answer  questions  regarding  office 
management  in  Shayla  absence.  The  door  that  was  replaced  in  El  Acuaiio  was  left  in  the 
room  and  we're  wondering  if  there  is  a  scheduled  pickup  for  it  to  be  removed/discarded  or 
if  we  should  be  planning  with  building  management  to  come  take  it  away,  etc.? 


Thanks! 

Karen  and  Paloma 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 
202.524.8869  w-^^-.iaf.gov 
Helping  communities  thrive 
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Karen  Vargas 
Executive  Assistant 


lutei-Auieiican  Foundation 
2Q2. 524.8869  w-vw.iaf.go\' 
Helping  communities  thrive 


Q  B  Q  Q 
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From: 

To: 

Cc: 

Subject: 

Date: 

Attachments: 


Kara  Rogers 
Karen  Varaas 

Lesley  Duncan:  Paloma  Adams-Allen 
Re:  B  Acuario 

Mofxiay,  January  29,  2018  10:59:44  AM 
imaae002.Dno 


Hello!  —  The  conhactor  estimates  he  will  be  in  the  office  between  12-12:30  today  to  pick  up 
the  door. 

Thanks, 

Kara 


m 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[g  11  Dll 


On  Mon,  Jan  29,  2018  at  10:34  AM,  Karen  Vargas  <kvargas@iaf  gov>  wrote: 
Thanks,  Lesley! 


Kara,  when  you  have  a  moment  can  you  please  check  in  on  the  status  of  the  contractor 
scheduled  to  come  in  today  for  cleanup  and  to  pickup  the  old/broken  door? 


Thanks, 

Karen 


On  Mon,  Jan  29,  2018  at  10:24  AM,  Lesley  Dimcaii  <ldimcan@iaf. gov>  wrote: 
Good  morning  -  pis  work  with  Kara,  that  door  was  supposed  to  be 
picked  up  this  am.  See  attached. 

Lesley 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Mon,  Jan  29,  2018  at  10:21  AM,  Karen  Vargas  <kvargas@iaf  gov>  wrote: 
Good  uromrug,  Lesley. 


Please  let  me  know  who  is  the  best  person  to  answer  qirestions  regarding  office 
management  in  Shayla  absence.  The  door  that  was  replaced  in  El  Acuario  was  left  m  the 
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room  and  we're  wondering  if  there  is  a  scheduled  pickup  for  it  to  be  removed/discarded 
or  if  we  should  be  planning  with  building  management  to  come  take  it  away,  etc.? 

Thanks! 

Karen  and  Paloma 


Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdatiou 
202.524.8869  iaf.gov 

Helping  communities  thrive 
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Karen  Vargas 
Executive  Assistant 
Inter- American  Foimdation 


202.524.8869  w^w.iaf  gov 
Helping  communities  thrive 


|B| 

B 

|B| 

m 

AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000292 


From:  Paloma  Adams-Alien 

To:  Shavla  Summertiill:  Lesley  Duncan:  Karen  Vargas 

Subject:  Re:  Office  Set-up  Requests 

Date:  Thursday,  April  27,  2017  5:57:40  PM 


Hi  there. 

Thanks  for  double  checking  with  me! 

1 .  Office  phone  set  up  -  soimds  perfect. 

2.  Business  cards  -  yes;  both  numbers. 

3.  Standing  desk  -  check  with  Karen  on  a  good  time  to  swing  by  and  review  the  options. 
My  best, 

Paloma 


On  Thu.  Apr  27,  2017  at  2:44  PM,  Shayla  Suimnerhill  <ssuiunierhill@iaf  gov>  wiote: 

Good  afternoon  Paloma, 

I  would  like  to  follow  up  with  you  regarding  a  few  requests- 

1 .  Office  phone  setup-  I  can  have  the  phone  profile  set  to  ring  both  to  you  and  Karen.  If  you 
do  not  answer  then  it  will  ring  to  Karen  second.  If  she  does  not  answer  then  it  will  ring  back 
to  yoiu  phone  for  the  caller  to  leave  a  voicemail  message. 

2.  Business  cards-  would  you  like  both  yoiu  office  and  mobile  nmnbers  on  the  business 
cards? 

3.  Standing  desk-  Lesley  mentioned  that  you  would  like  a  standing  desk.  We  have  a  couple 
of  options  in  the  office  that  you  can  look  at  and  I  can  order.  If  neither  of  those  work  for  you 
I  can  order  something  else. 

Please  let  me  know  if  you  have  any  questions. 

Best, 

Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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Quote  #QM432280i^n 

National  Business  Furniture,  LLC 

770  South  70th  Street  Milwaukee,  Wl  53214 
Phone  (800)  558-1010  x3588  Fax  (800)  329-9349 


Ship-To  Address  kvargas@iaf.gov _ 

KAREN  VARGAS 
BUYER 

INTERAMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  NW  STE1700 
WASHINGTON,  DC  20004  Source:  99 

(202)  524-8869  Cat:  46 

Cust#:  BS5510 


Item  # 

Qty 

Description 

Options 

Lead 

Time 

Catalog 

Price 

Total 

Merch 

LESCUST 

1 

MYSTIC  CONE  TABLE  96"  X  42"  (Orig  Item# 

41 649) 

NATURAL 

2-4  Wks 

$1,208.29 

$1,208.29 

1 

LIFETIME  GUARANTEE 

FREE 

Important  Information: 

YOUR  ORDER  IS  MADE-TO-ORDER  AND  NON-RETURNABLE. 


DELIVERY  LEVEL  -  TAILGATE  DELIVERY,  YOU  WILL  NEED  PERSONNEL  OR  EOUIPMENT  TO  LOWER 
THE  ITEMS  FROM  THE  TRUCK  AND  BRING  THEM  INSIDE.  PLEASE  CONTACT  US  IF  INSIDE  DELIVERY 
IS  REOUIRED 

This  quote  is  for  Open  Market  items,  if  you  require  GSA  approved  aiternatives,  piease  contact 
me  to  discuss. 

FOB  destination  pricing  is  quoted,  the  deiivery  cost  is  inciuded  in  the  cost  of  each  item 
Price  refiects  quoted  discount,  vaiid  for  90  days  from  1/29/2018. 


**  Cage  Code:  6P292  *  DUNS:  07-616-4771  *  TaxlD:  20-3851320  ** 


Merchandise 

$1,208.29 

Shipping  &  Handiinq 

0.00 

Subtotal 

1,208.29 

Total  Tax  ..p  ..g  noo/i  a 

nnnoQ/i  0.00 

Customer  PO#:  Quoted  By:  CAM  KULICK  Ext:  3588  On:  01/29/18  Page  1 

Order  Total 

$1,208.29 

Quotations  &  Drawings  property  of  National  Business  Furniture  -  MIL  per  FAR3. 104-3.  Copyright  2018. 
The  provided  items  consist  of  $1 ,01 9.00  in  Merchandise  and  $1 89.29  in  Freight  and  Insurance. 


BiM-To  Address  kvargas@iaf.gov 

(  ^ 

SAME 


V _ y 


NATIONAL  BUSINESS 

FURNITURE 


Inter-American  Foundation 


DARRAN  Quotation  #:  101598CB 

2402  Shore  Street 

High  Point  NC  27263  1/4/2018 


Prepared  For: 


E:'  Quotation 


TO  EXPEDITE  YOUR  ORDER  PROCESSING  SPECIFY  FINISHES/LAMINATES,  HARDWARE, 
GROMMET  COLOR,  FABRIC  COLOR/PATTERN. 

PLEASE  LIST  REQUIRED  SHIP  DATE  ON  YOUR  ORDER  TO  ENSURE  WE  MEET  YOUR 
EXPECTATIONS. 


Prepared  by: 

Chasity  Boyd 
P:  800-334-7891  x2426 
F:  336-861-6485 
cboyd@darran.com 


DARRAN  Representative: 

Design  Products 
Mark  Elledge 
P:  919-413-5773 

mark@designproductsinc.com 


Line  # 

Qty  Part  Number 

Part  Description 

Tag 

List  Price 
w/  Options 

Ext  List  Discount 

Ext  Net 

1 

1  DIV9648RE121W 

96W  X  48D  X  29H  CONFERENCE 
TABLES  48"  Depth  -  RECTANGLE  - 
SITTING  HEIGHT 

$5,373.00 

$5,373.00  56.90 

$2,315.76 

FINISH 

TBD 

$0.00 

EDGE 

TBD 

$0.00 

MFW 

Metal  Finish  White  (Standard) 

$0.00 

**Open  Market  Item** 

$0.00 

2 

1  EDG9648RE121 

W 

96W  X  48D  X  29H  CONFERENCE 
TABLES  RECTANGLE  48"  Depth 
SITTING  HEIGHT 

$3,880.00 

$3,880.00  56.90 

$1,672.28 

FINISH 

TBD 

$0.00 

EDGE 

TBD 

$0.00 

MFB 

Metal  Finish  Black  (standard) 

$0.00 

**Open  Market  Item** 

$0.00 

3 

1  THQ9648RE121 

W 

96W  X  48D  X  29H  CONFERENCE 
TABLES  RECTANGLE  -  48"  DEPTH 

$3,813.00 

$3,813.00  56.90 

$1,643.40 

FINISH 

TBD 

$0.00 

EDGE 

TBD 

$0.00 

**Open  Market  Item** 

$0.00 

IAF-18-0224-A-000295 

Line  #  Qty  Part  Number  Part  Description 


Tag 


List  Price 
w/  Options 


Ext  List  Discount 


Ext  Net 


Subtotal:  $13,066.00 


$5,631.44 


TOTAL  PROJECT:  $13,066.00 


$5,631.44 


NOTE:  Within  the  Continentai  USA,  ali  orders  above  $1,500  net  are  shipped  FOB  factory,  freight  prepaid  and  aiiowed.  Aii  orders  iess  than  $1,500  net  wiil 
be  subject  to  a  $100  net  freight  charge.  Freight  ailows  deiivery  to  one  quaiified  iocation. 

It  is  the  specifier's  responsibility  to  ensure  fieid  measurements  comply  with  the  product  quoted  by  DARRAN. 

Quotation  vaiid  for  60  Days  only.  After  which,  any  price  increases  wili  apply.  Errors  resulting  from  unclear  information,  changes,  revisions,  etc  are  not 
the  liability  of  DARRAN.  Therefore,  DARRAN  reserves  the  right  to  reject  acceptance  of  orders  /  items  involving  such  errors.  Leadtime-is  an  estimate 
only.  Actual  leadtime  determined  at  time  of  Order  Acknowledgment.  Failure  of  actual  order  to  comply  with  special  quote  requirements  relieves  DARRAN 
of  order  acceptance  liability. 
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AMENDMENT  OF  SOLICITATION/MODIFICATION  OF  CONTRACT 


1.  CONTRACT  DCODE 


PAGE  OF  PAGES 

1  I  2 


2.  AMENDMENT/MODIFICATION  NO. 


3.  EFFECTIVE  DATE 


4.  REQUISITION/PURCHASE  REQ.  NO. 


5.  PROJECT  NO.  (If  applicable) 


P00002 

6.  ISSUED  BY 

Bureau  of 
Division 


CODE 


See  Block  16C 
FSA-RRANDOLPH 


7.  ADMINISTERED  BY  (If  other  than  Item  6) 


CODE 


FSA- PARKERSBURG 


the  Fiscal  Service 
of  Procurement 


Bureau  of  the  Fiscal  Service 
Division  of  Procurement 


Avery  5F 
200  Third  Street 
Attn:  R.  Randolph 
Parkersburg  WV  26101 

8.  NAME  AND  ADDRESS  OF  CONTRACTOR  (No.,  street,  county,  State  and  ZIP  Code) 


CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


CODE 


603210399 


FAC  LITY  CODE 


Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 

,  ,  |9A.  AMENDMENT  OF  SOLICITATION  NO. 
(X) 


9B.  DATED  (SEE  ITEM  11) 


^  10A.  MODIFICATION  OF  CONTRACT/ORDER  NO. 

^  20343118P00001 


10B.  DATED  (SEE  ITEM  13) 

I0/I8/20I7 


11.  THIS  ITEM  ONLY  APPLIES  TO  AMENDMENTS  OF  SOLICITATIONS 


□  The  above  numbered  solicitation  is  amended  as  set  forth  in  Item  14.  The  hour  and  date  specified  for  receipt  of  Offers  Dis  extended  Dis  not  extended. 

Offers  must  acknowledge  receipt  of  this  amendment  prior  to  the  hour  and  date  specified  in  the  solicitation  or  as  amended  ,  by  one  of  the  following  methods:  (a)  By  completing 

terns  8  and  1 5,  and  returning  _  copies  of  the  amendment;  (b)  By  acknowledging  receipt  of  this  amendment  on  each  copy  of  the  offer  submitted  ;  or  (c)  By 

separate  letter  or  telegram  which  includes  a  reference  to  the  solicitation  and  amendment  numbers.  FA  LURE  OF  YOUR  ACKNOWLEDGEMENT  TO  BE  RECEIVED  AT 
THE  PLACE  DESIGNATED  FOR  THE  RECEIPT  OF  OFFERS  PRIOR  TO  THE  HOUR  AND  DATE  SPECIFIED  MAY  RESULT  IN  REJECTION  OF  YOUR  OFFER  If  by 
virtue  of  this  amendment  you  desire  to  change  an  offer  already  submitted  ,  such  change  may  be  made  by  telegram  or  letter,  provided  each  telegram  or  letter  makes 
reference  to  the  solicitation  and  this  amendment,  and  is  received  prior  to  the  opening  hour  and  date  specified. _ 

12.  ACCOUNT  NG  AND  APPROPRIATION  DATA  (If  required) 

See  Schedule 

13.  THIS  ITEM  ONLY  APPLIES  TO  MODIFICATION  OF  CONTRACTS/ORDERS.  IT  MODIFIES  THE  CONTRACT/ORDER  NO.  AS  DESCRIBED  IN  ITEM  14. 


CHECK  ONE 

A.  THIS  CHANGE  ORDER  IS  ISSUED  PURSUANT  TO;  (Specify  authority)  THE  CHANGES  SET  FORTH  IN  ITEM  14  ARE  MADE  IN  THE  CONTRACT 

ORDER  NO.  IN  ITEM  10A. 

B.  THE  ABOVE  NUMBERED  CONTRACT/ORDER  IS  MODIF  ED  TO  REFLECT  THE  ADM  NISTRATIVE  CHANGES  (such  as  changes  in  paying  office, 
appropriation  date,  etc.)  SET  FORTH  N  ITEM  14.  PURSUANT  TO  THE  AUTHORITY  OF  FAR  43.103(b). 

X 

C.  THIS  SUPPLEMENTAL  AGREEMENT  IS  ENTERED  INTO  PURSUANT  TO  AUTHORITY  OF; 

FAR  52.212-4  (a)  Inspection/Acceptance 

D.  OTHER  (Specify  type  of  modification  and  authority) 

E.  IMPORTANT  Contractor  □  is  not.  [x]  is  required  to  sign  this  document  and  return  _ 1  copies  to  the  issuing  office. 


14.  DESCRIPTION  OF  AMENDMENT/MODIFICATION  (Organized  by  UCF  section  headings,  including  solicitation/contract  subject  matter  where  feasible.) 

In  accordance  with  52.212-4  (a),  Inspection/Acceptance,  the  purpose  of  this  no  cost 
modification  is  to  revise  the  period  of  performance  through  04/30/2018  for  a  replacement 
door  and  hardware. 


There  is  no  additional  funding  with  this  modification. 


In  the  event  of  a  lapse  funding  resulting  in  a  government  shutdown,  the  status  of  Fiscal 
Year  funding  and  any  necessary  action  required  of  the  Contractor  will  be  made  available  at 
the  following  website:  https://www.fiscal.treasury.gov/fsfaq/fs_doing_business.htm.  It  is 
the  Contractor's  responsibility  to  monitor  this  website  for  information  regarding  Fiscal 
Year  funding. 

Continued  . . . 

Except  as  provided  herein,  all  terms  and  conditions  of  the  document  referenced  in  Item  9  A  or  10A,  as  heretofore  changed,  remains  unchanged  and  in  full  force  and  effect. 


15A.  NAME  AND  TITLE  OF  SIGNER  (Type  or  print) 

16A.  NAME  AND  TITLE  OF  CONTRACT  NG  OFFICER  (Type  or  print) 

ROB  RANDOLPH 

15B.  CONTRACTOR/OFFEROR 

15C.  DATE  SIGNED 

16B.  UNITED  STATES  OF  AMERICA 

16C.  DATE  SIGNED 

(Signature  of  person  authorized  to  sign) 

(Signature  of  Contracting  Officer) 

NSN  7540-01-152-8070  stA6o48)-03Si'te/^RaOO^)7 


Previous  edition  unusable  Prescribed  by  GSA 

FAR  (48  CFR)  53.243 


REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


CONTINUATION  SHEET 


20 34 311 8P0 00 01 /POO  002 


NAME  OF  OFFEROR  OR  CONTRACTOR 
CAPITAL  CONSTRUCTION  GROUP  LLC 


=AGE  OF 

2  I  2 


ITEM  NO 


SUPPL  ES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 


(C) 


(D) 


(E) 


(F) 


Accounting  Info: 

IAF3100DA1 81 9XX-20 18-61 000 00 1-3202 02-IAF2500 000 000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 

FOB:  Destination 

Period  of  Performance:  10/23/2017  to  04/30/2018 


Change  Item  0001  to  read  as  follows (amount  shown 
is  the  obligated  amount) : 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


0.00 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 

General  Conditions/Overhead:  $3,624.00 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 

This  proposal  includes  a  1-year  warranty  covering 
work  performed  by  CCG  and/or  subcontractors. 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 


CCG  shall  fix  the  existing  pocket  door. 


IAF-18-l)224-A-000298 


NSN  7540-01-152-8067 


OPTIONAL  FORM  336  (4-86) 
Sponsored  by  GSA 
FAR  (48  CFR)  53.110 


Adcockgy^j^^g 


INVOICE  #:  2062570 


11954  Motley  Place 
Waldoif,  MD  20602 
301-843-3661 
301-843-9566 


Date: 

January  02,  2018 

Terms: 

UPON  RECEIPT 

WO  #: 

120570 

PO  #: 

SOLD  TO:  Inter-American  Foundation 


WORK  LOCATION:  National  Place 


1331  Pennsylvania  Avenue 
Suite  1200  North 
•  Washington,  DC  20004 


1331  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 


REQUESTED  BY:  J onathan  202-526-3420 


I  WORK  REQUEST^ 

Relocate  fire  strobe. 


I  WORK  PERFORMED  

12/22/17  -  Ticket#  120570 

Relocated  one  fire  alarm  ceiling  speaker  and  one  ceiling  strobe  from  new  office  to  the  corridor  just  outside  of  the  new 
office.  The  fire  alarm  panel  is  normal  at  this  time. 


DESCRIPTION 


QUANTITY 


PRICE  AMOUNT 


FIRE  iVKARM  IMECHANIC 

mTERLAL 

TRUCK  CLLARGE 


ADCOCKS  SYSTEMS  LLC 

3.00 

$108.00 

$324.00 

11954  MOTLEY  PL 

1.00 

$45.30 

$45.30 

WALDORF,  MD  20602 

1.00 

$50.00 

$50.00 

01  03  2018 

07:55:49 

Merchant  ID:  000000001495156 

Terminal  ID: 

178243359993 

02237308 

CREDIT  CARD 

Total 

$419.30 

MC  SALE 

CARD  #  XXX)(XXXXXXXX5062 

INVOICE  0001 

Batch  #:  004134 

ItUZaE 

□ 

t|D) 

Approval  Code: 

048817 

’oolI  I. 

Entry  Method: 

Mode: 

Manual 

Online 

Tax  Amount: 

$0.00 

Cust  Code: 

276 

SALEAHOUNT 

$41930 

CUSTOMER  COPY 


Paying  by  check  authorizes  Adcock's  Systems,  LI  ;ctronically  to  your|^agkLgr 

debited  in  the  amount  of  your  check  and  the  transaction  will  appear  on  your  bank  statement  Your  original  check  wfllbe  aestroyeU  once  processed,  and  you 
will  not  receive  your  cancelled  check  back.  If  we  can  not  post  the  transaction  electronically,  you  authorize  us  to  present  an  image  copy  of  your  check  for 
payment.  If  you  have  further  questions  regarding  this  process,  or  if  you  do  not  wish  to  participate  in  Adcock's  Systems,  LLC^  check  conversion  program 

please  call  301-843-3661. 


Adcockgy^j^^^__ 

mffs  MMiMi  svsrmMS 

CUSTOMER  INFORMATION  SHEET 

Person  Requesting  Setup:  _ 

Date: 


Company  Name  _ Inter-American  Foundation 


Megan  Jones 
12/12/2017 


Billing  Information  Biiiing  Contact _ Shayia  Summerhiii 

Phone  Number  202.688.3050 

Fax  Number _ 202.803.6114 

E-Maii  ssummerhiii@iaf.qov 


Address 


1331  Pennsyivania  Ave  NW. 


Ste  1200N 


Washington,  DC  20004 


Work  Location  Information  Contact  Name  on  site _ Shayia  Summerhiii 

Phone  Number _ 202.688.3050 

Fax  Number _ 

E-Maii  ssummerhiii@iaf.qov 


Buiiding  Name 


Address 


Accounting 
Use  Only 

L 

C 

S 

B 


County  ifVA 


IAF-18-0224-A-000300 


APPLICATION  AND  CERTIFICATE  FOR  PAYMENT  AIA  DOCUMENT  G702 


PAGE  ONE  OF  THREE  PAGES 


Inter-American  Foundation 
1331  Pennsylvania  Ave  NW 
1200  North 

Washington,  DC  20004 

CAPITAL  Construction  Group,  LLC 

3321  12th  Street,  N.E.,  Suite  3 
Washington,  DC  20017 


PROJECT:  Glass  Wall  Partition 
RENOVATIONS 


ARCHITECT:  Eight  Day  Design  (EDO) 
7653  Leesburg  Pike 
Falls  Church,  VA  22043 


APPLICATION  NO:  03 

PERIOD  FROM;  1-Jan-18 

TO:  31-Jan-18 


PROJECT  NO.:  7102-33 

CONTRACT  DATE:  18-Oct-17 


Distribution  to: 


(X)  OWNER 
0  ARCHITECT 
0  CONTRACTOR 


CONTRACTOR’S  APPLICATION  FOR  PAYMENT 


CHANGE  ORDER  SUMMARY 

Change  Orders  Approved 

In  previous  months  by 

Owner 

ADDITIONS 

DEDUCTIONS 

Approved 

Number 

Date 

Net  change  by  Change  Orders 

0 

The  undersigned  Contractor  certifies  that  to  the  best  of  his  knowledge 
information  and  belief  that  the  Work  covered  by  this  Application  for 
payment  has  been  completed  in  accordance  with  the  Contract  Documents, 
that  all  amounts  have  been  paid  by  him  for  Work  for  which  previous 
Certificated  of  Payment  were  issued  and  payments  received  from  the 
owner,  and  that  current  payment  shown. 


CONTRACTOR; 

By: _  Date;  \  ' 

Project  Manager 


Application  is  made  for  Payment,  as  shown  below,  in  connection  with  the  contract. 

Continuation  Sheet,  AIA  Document  G703,  is  attached. 

The  present  status  of  the  account  for  this  Contract  is  as  follows; 

ORIGINAL  CONTRACT  SUM . $  49,036 

Net  change  by  Change  Orders . . . $  0 


CONTRACT  SUM  TO  DATE 


.S 


49,036 


TOTAL  COMPLETED  &  STORED  TO  DATE . $ 

(Column  G  on  G703) 

RETAINAGE  1 0  %  (Column  I  on  G703) . S 

TOTAL  EARNED  LESS  RETAINAGE . S 

LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Deposit  Received  from  lAF) 
CURRENT  PAYMENT  DUE . $ 


orn  to  before  me  thls^^[\'‘b-of  .  201^ 


Jurisdiction 

Subscribed  and  sworn  to  before  me  this 
Notary  Public: 

My  Commission  expires; 


36,602 

0 

36,602 

.$  20,811 
15,791 


KIMl  D  MCKEOWN 
NOTARY  PUBI- 1' '  N'i.ARYLA.ND 
PRINCE  GEORGE  E  Cr/JNTY 
MY  COMMISSION  EXPIRES 
MARCH  04,2020 


ARCHITECT'S  CERTIFICATE  FOR  PAYMENT 

In  accordance  with  the  Contract  Documents,  based  on  on-site  observation 
and  the  data  compromising  the  above  application,  the  architect 
certifies  to  the  Owner  that  the  Work  has  progressed  to  the  point 
Indicated,  that  to  the  best  of  his  knowledge,  information  and  belief, 
the  quality  of  the  Work  is  in  accordance  with  the  Contract  Docu¬ 
ments;  and  that  the  Contractor  is  entitled  to  payment  of  the  AMOUNT 

AMgPSeTAN - 

PVERSIGHT 


AMOUNT  CERTIFIED . $ 

ARCHITECT: 

By: _ Date: _ 

This  certificate  is  not  negotiable.  The  AMOUNT  CERTIFIED  is  payable  only  to  the  Contractor 
named  herein.  Issuance,  payment  and  acceptance  of  payment  are  without  prejudice  to  any 
rights  of  the  Owner  or  Contractor  under  this  Contract. 


IAF-18-0224-A-000301 


COI CONTINUATION  SHEET_ AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION  NO.: 

APPLICATION  DATE: 
PERIOD  TO: 

3 

1 -Jan-1 8 
31-Jan-18 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 
OF  VALUES 

WORK  COMPLETED 

PRESENTLY 

STORED 

COMPLETED 
AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 
APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

2,741.00 

1,148.00 

0.00 

3,889.00 

64% 

2,200.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

27,846.00 

12,000.00 

9,100.00 

0.00 

21,100.00 

76% 

6,746.00 

0.00 

17 

D10  -  Specialties 

1 ,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

3,537.00 

0.00 

3,400.00 

0.00 

3,400.00 

96% 

137.00 

0.00 

24 

D16  -  Electrical 

1,377.00 

1,250.00 

0.00 

0.00 

1 ,250.00 

91% 

127.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

40,073.00 

15,991.00 

13,648.00 

0.00 

29,639.00 

74% 

10,434.00 

0.00 

27 

General  Conditions  /  Overhead 

4,009.00 

1,805.00 

1,204.00 

0.00 

3,009.00 

75% 

1,000.00 

0.00 

33 

Construction  Management  Fee 

3,526.00 

1,587.00 

939.00 

0.00 

2,526.00 

72% 

1,000.00 

0.00 

33 

Bonds 

1,428.00 

1,428.00 

0.00 

0.00 

1 ,428.00 

100% 

0.00 

0.00 

21. 

ORIGINAL  CONTRACT  VALUE 

49,036.00 

20,811.00 

15,791.00 

0.00 

36,602,00 

75% 

12,434.00 

0.00 

AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000302 


APPLICATION  AND  CERTIFICATE  FOR  PAYMENT  AlA  DOCUMENT  G702 


PAGE  ONE  OF  THREE  PAGES 


inltr'Americin  Foundation 
l33l  Ponnsylvania  Avo  NW 
1200  North 

Washinglon.  OC  20004 

CAPITAL  Conalniction  Group,  LLC 
0321  t2th  Street,  N.E.,  Suite  3 
Washmgton.  OC  20017 


PROJECT-  Guiu  WeiPirUion 
RENOVATIONS 


ARCHrreCT:  Eight  Day  Oatlgn  (EDD) 

7653  Leesburg  Pike 
Fall  Church.  VA  22043 


APPLICATION  NO;  04 

PERIOD  FROM;  1-Feb-18 

TO:  28-Feb-18 

PROJECT  NO..  7103-33 

CONTRACT  DATE;  10-Ocl.17 


DlstnbuUor>  lo: 


<X)  OWNER 
( J  ARCHITECT 
( )  CONTRACTOR 


CONTRACTOR'S  APPLICATION  FOR  PAYMENT 


CHANGE  ORDER  SUMMARY 

Chartge  Orders  Approved 
in  previous  months  by 

Owner 

ADOrriONS 

DEDUCTIONS 

Approved 

Number 

Date 

Net  change  by  Change  Orders 

0 

The  undersigned  Conlrador  cerUHos  that  to  the  best  of  his  knowledge 
inlormalion  and  belief  that  (he  Work  covered  by  this  Application  for 
payment  has  been  completed  in  accordance  with  tho  Contract  Documents, 
that  all  amounts  have  been  paid  by  him  for  Work  for  which  previous 
Certificated  of  Payment  were  issued  arid  payments  received  from  tho 
owner,  and  that  current  payment  shown. 

CONTRACTOR:  f J  ^ 

Mf/uy  Iry-C^  l  f 

f  Pf^ttct  Manager _ f _ 

ARCHITECTS  CERTIFICATE  FOR  PAYMENT 

In  accordance  with  lha  Contract  Documents,  baaed  on  on-alte  obaervalion 
and  tho  data  compromiaing  the  above  applicstk>n,  (he  archKecI 
certiSea  lo  the  Owner  that  (he  Work  has  progreiaed  to  the  point 
indicated,  that  to  the  beat  of  hit  knowledge,  infonnatton  and  beliet, 
the  queilty  of  tho  Work  it  In  accordance  wtlft  the  Conlract  Oocu- 
ments;  and  that  the  ConlrBctor  la  enticed  lo  payment  of  the  AMOUNT 
CERTIFIED 


Applicaliof)  1$  made  for  Payment,  at  shown  below,  kt  connection  wKh  the  contract. 
Continuatton  Sheei,  AlA  Document  G703.  is  attached. 

The  preaenl  atahJt  of  the  ecoMinl  for  ttiht  Contract  is  as  folowi: 

ORIGINAL  CONTRACT  SUM . . .$ 


Net  (diange  by  Change  Orders  . . . 


CONTRACT  SUM  TO  DATE . 


49.034 

0 


49.034 


TOTAL  COMPLETED  A  STORED  TO  DATE 
(Column  G  on  G703) 

RETAINAGE  10  %  (Column  I  on  G703} _ 


...  S 

. S 


TOTAL  EARNED  LESS  RETAINAGE _  _  . 

LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Deposit  Rocohrod  from  tAF) . 

CURRENT  PAYMENT  DUE . . . . . $ 


39552 

0 

39,552 

36,602 

2,950 


Jlirt«licflonol:  ./Y»b 

Subscribed  and  twom  la  before  me  this  of  .  20t^ 

Notary  Pubic; 


My  Commission  expiros: 


o'**"**'/ 

r  - 

•  !s  • 


Pi  lot \C 


o 

o 

o 

CO 

o 

CO 


AMOUNT  CERTIFIED .. 
ARCHITECT; 


Date: 


By: _ 

This  cerUAcata  is  not  negoUable.  The  AMOUNT  CERTIFIED  is  payable  only  to  the  Contractor 
named  heroin.  Issuance,  paymentand  accoptance  of  peynnenl  are  without  prejudice  to  any 
rights  of  the  Owner  or  Contractor  urtder  this  Corttract 


AMERICAN 

OVERSIGHT 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION 

APPLICATION 

PERIOD  TO: 

NO.: 

4 

DATE: 

1-Feb-18 

28-Feb-18 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

3,889.00 

1,600.00 

0.00 

5,489.00 

90% 

600.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

27,846.00 

21,100.00 

0.00 

0.00 

21,100.00 

76% 

6,746.00 

0.00 

17 

DIO  -  Specialties 

1,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

3,537.00 

3,400.00 

0.00 

0.00 

3,400.00 

96% 

137.00 

0.00 

24 

D16  -  Electrical 

1,377.00 

1,250.00 

0.00 

0.00 

1,250.00 

91% 

127.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

40,073.00 

29,639.00 

1,600.00 

0.00 

31,239.00 

78% 

8,834.00 

0.00 

27 

General  Conditions  /  Overhead 

4,009.00 

3,009.00 

600.00 

0.00 

3,609.00 

90% 

400.00 

0.00 

33 

Construction  Management  Fee 

3,524.00 

2,526.00 

750.00 

0.00 

3,276.00 

93% 

248.00 

0.00 

33 

Bonds 

1,428.00 

1,428.00 

0.00 

0.00 

1,428.00 

100% 

0.00 

0.00 

34 

ORIGINAL  CONTRACT  VALUE 

49,034.00 

36,602.00 

2,950.00 

0.00 

39,552.00 

81% 

9,482.00 

0.00 

IAF-18-0224-A-000304 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


APPLICATION  NO.: 

CAPITAL  Construction  Group,  LLC 

Inter-American  Foundation  APPLICATION  DATE. 

PERIOD  TO; 

4 

1-Feb-18 

28-Feb-18 

A 

B 

C 

D 

E 

F 

G 

H 

I 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

IAF-18-0224-A-000305 


APPLICATION  ANO  CERTIFICATE  FO«  PAYMENT  AIA  DOCUMEHT  07W 


PAGE  ONE  OF  THREE  PAGES 


Inur-Amtriaui  FoundiUon 
1331  PinniylVAnii  An  NW 
1200  Nonh 

WsfhlPBlon,  DC  20004 

CAPITAL  Coflitniclton  Craup,  U-C 
U2t  1201  SntL  N.E„  S<l4«  3 
WuMnglen.DC  2M17 


PROJECT  DluiWUPKMtoll 
RENOVATIONS 


ARCHITECT 


ARFUCATION  HO- 

01 

DlithbuOonto 

(X)  OWNER 

()  ARCHITECT 

PERIOD  FROM; 

1.0cl-t7 

()  COHTRACTOR 

TO 

3l>Ocl-t7 

PROJECT  MO- 

71D2.33 

COHrRACT  DATE; 

CONTRACTOR'S  APPLICATION  FOR  PAYMENT 


CHANQE  ORDER  SUMMARY 

CiHuist  0  Id  tit  Appcotiad 

InpravliMainenIha  by 

Owner 

ADOmONS 

DEDUCTIONS 

Aopn^d 

Nvnber 

OJlt 

Nit  chtnet  by  Changa  Older 

B 

0 

Tka  unOareignad  Conbaciar  caillBaa  that  lo  Oia  ball  of  hil  knowleiiga 
Wormallon  and  beSet  Itiol  tha  Want  covaisd  by  this  AppIcaUan  lor 
payment  has  been  complalad  In  accoidanea  vMi  the  Contract  Documanit, 
that  si  amounls  have  bean  paid  by  him  lor  VMrIi  lor  which  pravlous 
CanWcalad  o1  Payment  ware  Inued  and  paymanls  reoalvad  Iram  lha 
owner,  and  that  cuiranl  payment  shown. 


.Oats:, 


"huj  [Ir 


;f^»tlTECrS  CERTIFICATE  FOR  PAYMENT 

"pn  acxonianca  wan  the  CentraO  Occuniaaia.  baaae  on  on-i4a  eSMtvaaon 
cjnd  lha  data  oomptomlahg  Sia  abova  appiulion,  aw  aicMIeol 
gcrtileala  eta  OwrwrSialllw  Wadi  huerogrsMad  lelhapaM 
ObidLalad.  Oial  le  tta  bait  al  hit  knewlodga,  Inttmiaban  and  balaL 
^w  auaMy  at  eia  Warn  It  In  aoeordanca  «Wt  aia  Cenbact  Doof 
manli;  and  awl  t«  ConOadoc  la  ammad  to  payntM  al  lha  AMOUNT 
CERTIFIED 


Aivi^RIGAN 


pVERSIGHT 


AepacabMilt  niada  lorpaymant,  u  ihown  balaw,  In  cannacliiin  wEnihacanliacL 
CancnuatJon  ShaaL  AIA  Documaitt  G703.  It  attadtad. 

Tha  praunl  ttatua  ol  tia  tccniM  ter  iiit  Cankad  It  at  latowt. 

ORIGINAL  CONTRACT  BUM _ _ I  44,345 

NtldiangabyChangaOiatn _ _ _ S  0 


CONTRACT  BUM  TO  DATE _ _ _ » 


44,346 


TOTAL  COMPLETED  B  STORED  TO  DATE  - - ... - 1  2.463 

(Cakinin  O  on  0703) 

RETAINAOE10H  (CatunnlonOTOO).., . ......S  0 

TOTAL  EARNED  LESS  RETAINAOE _ *  2  .*»S 

LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Dapota  RaeaMtd  from  OHTA) _ _  0 


CURRENT  PAYMENT  DUE _ _ _ 1 

SubtoMd  ana  awem  B  batoia  ma  ttO  \  3“^^  OL'Y'/n  bEtTIOtT. 


Norary  PitMc 

My  Commlulon  axpiru;  ^  Q 


2,463 


KIM1  D  MCKEOWN 
notary  public  -  MARYLAND 
PRINCE  GEORGE  S  COUNTY 
MY  COMMISSION  EXPIRES 
MARCH  04,2020 


AMOUNT  CERTIFIED - - - - - - - * 

ARCHITECT 

Bw  Ptti: 

lrri»c*itrteatelinMnt9c>(iB6ti.  TTw  AMOUNT  CERTTRED  It  payaMa  onl|r  lo  Hit  Contriptor 
ntm*tfhtftK  litutnca^ptymamBAd  tcctplsnet  ofptyniBnItn  trKhoutpnjudieBl&My 
rightfcrfttit  Ownar  or  ConlnKtor  under  lh«  Coolrad:. 


IAF-18-0224-A-000307 


COICOWTINUATION  SHEET 


AIA  DOCUMENT  G703 


CAPITAL  ConstnicUon  Group,  LLC 
Intor^mariean  Foundation 

APPLICATION  NO.: 

APPLICATION  DATE: 
PERIOD  TO: 

I.Ocl-17 

31-Oet.17 

A 

B 

c 

D 

E 

F 

0 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 
OF  VALUES 

WORK  COMPLETED 

PRESENTLY 

STORED 

COMPLETED 
AND  STORED 
TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 
APPUCATIOM8 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6.08S.00 

0.00 

609  00 

0.00 

609.00 

10% 

S.460.00 

0.00 

DIRECT  WORK 

9 

DS  -  OoorilFrsmnIHatdwara 

25.500.00 

0.00 

0.00 

0.00 

0.00 

0% 

25,500.00 

0.00 

17 

DIO  -  SpecMtlai 

1.224.00 

OJX) 

0.00 

0.00 

0.00 

0% 

1.224.00 

0.00 

20 

Dt3  'Sgeurtiy 

1.061.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,061.00 

0.00 

22 

D15  -  SprInUar/  HVAC/  Plumbino 

1.836.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,636.00 

0.00 

24 

DIO  'Elaclrtcil 

530.00 

0.00 

0.00 

0.00 

0.00 

0% 

630.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

36.240  00 

000 

609.00 

0.00 

609.00 

2% 

35.031. DO 

000 

27 

Qeneral  CondlNom  /  Ovattnad 

3.624.00 

0.00 

363.00 

0.00 

363.00 

10% 

3.261.00 

0.00 

33 

Conitrticlk»n  UanaQameni  Tm 

3,190.00 

0.00 

200.00 

0.00 

200.00 

6% 

2,090.00 

0.00 

33 

Bands 

1.291.00 

0.00 

1^91.00 

0.00 

1,291.00 

100% 

0.00 

0.00 

34 

ORIOINAL  CONTRACTVALUE 

44.345  00 

0.00 

2.463.00 

0.00 

2.463.00 

6% 

41.662.00 

0.00 

AMERICAN 

PVERSIGHT 


APPLICATION  AND  CERTIFICATE  FOR  PAYMENT  AIA  DOCUMENT  0702 


PAGE  ONE  OF  THREE  PAGES 


CAfrTAl 

Cofttfeuct 


Inter-Amtiican  Foundation 
1331  Pennsylvania  Av©  NW 
1200  North 

Washington,  DC  20004 

CAPITAL  Consinictlon  Group*  LLC 
3321  12m  StTML  N.E^  Suite  3 
Weshington.  DC  20017 


PROJECT-  Ginn  Wil  Partition 
RENOVATIONS 


ARCHtTECT.  Eight  Day  Design  (EDO) 
7553  Leesburg  Pike 
FeH  Church,  VA  22043 


APPLICATION  NO:  02 

PERIOD  FROM;  1-Oec-17 

TO:  31. Dec-1 7 


PROJECT  NO.;  7102-33 

CONTRACT  DATE:  16-Oet-17 


DbmbuUon  lo:  (X)  OWNER 

(  >  ARCHITECT 
{ I  CONTRACTOR 


CONTRACTOR’S  APPLICATION  FOR  PAYMENT 


CHANGE  ORDER  SUMMARY 

Change  Orders  Approved 

In  previous  months  by 

Owner 

ADOmONS 

DEDUCTIONS 

Approved 

Number 

Data 

Net  change  by  Chartge  Order 

a 

0 

The  undersigned  Contractor  certiTies  that  lo  Ihe  best  of  his  knowledge 
information  and  befief  that  the  Work  covered  by  this  Application  for 
payment  has  been  completed  In  accordance  with  the  Contract  Documents, 
that  all  amounts  have  been  paid  by  him  for  Work  for  which  previous 
Certificated  of  Payment  were  issued  and  payments  received  from  the 
owner,  and  that  cunent  payment  shown. 


ARCHITECTS  CERTIFICATE  FOR  PAYMENT 


In  accordance  wim  the  Conlrect  OocumenU.  based  on  on-alto  observalion 
and  the  data  compromising  the  above  appIlceUon,  the  architect 
cenilles  to  the  Owner  that  Ihe  Work  has  progressed  to  the  point 
Indicated,  that  to  the  best  of  his  knowtodge.  Information  and  belief, 
the  quality  of  the  Work  Is  in  accordance  with  the  Contract  Docu¬ 
ments:  and  that  the  Contractor  Is  entitled  to  payment  of  the  AMOUNT 
CERTIFIED. 

AMERICAN 

PVERSIGHT 


ApplicaUon  1$  made  for  Payment,  as  shown  below.  In  connection  with  the  contrsd. 

Conltouadon  Sheet,  AIA  Document  G703.  Is  oUached. 

The  present  status  of  Ihe  acoouni  for  this  Contract  is  as  felows: 

ORIGINAL  CONTRACT  SUM _ _ _ S  49,038 

Net  change  by  Change  Orders . . . ....$  0 


CONTRACT  SUM  TO  DATE . . . 4 


48,036 


TOTAL  COMPLETED  &  STOREDTO  DATE . . . . . S  20,81 1 

(Column  G  on  0703) 

RETAIMAQE  1 0  %  (Column  I  on  G703) . . . . . S  0 

TOTAL  EARNED  LESS  RETAINAGE . S  20.8 1 1 


LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (DeposH  Received  from  lAP) . . I  2,463 


CURRENT  PAYMENT  DUE . . 


18,348 


Juitedlcikmol:  Vr;rn.<L  CiJcys^, 

Subscribed  and  sworn  lo  before  me  this  3^il  of  ,  20tt. 

Nolaiy  Pubic  f)  WlsUn 

My  Commission  expirei:  2)^^^  ^  ^ 


KIMI  D  MCKEOWN 
NOTARY  PUBLIC  -  MARYLAND 
PRINCE  GEORGE'S  COUNTY 
MY  COMMISSION  EXPIRES 
MARCH  04, 2020 


AMOUNT  CERTIFIED . . . 

ARCHITECT: 

By:  Dale: 

Thto  certificate  Is  not  negotiable.  The  AMOUNT  CERTIFIED  b  payable  only  to  the  Contractor 
named  hereto.  Issuance,  payment  and  acceptanca  of  paymeru  are  without  prejudica  to  any 
righb  of  the  Owner  or  Contractor  under  thb  ContracL 


IAF-18-0224-A-000308 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION 

APPLICATION 

PERIOD  TO: 

NO.: 

2 

DATE: 

1 -Oct- 17 

31 -Oct-1 7 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

609.00 

2,132.00 

0.00 

2,741.00 

45% 

3,348.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

27,846.00 

0.00 

12,000.00 

0.00 

12,000.00 

43% 

15,846.00 

0.00 

17 

DIO  -  Specialties 

1,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

3,537.00 

0.00 

0.00 

0.00 

0.00 

0% 

3,537.00 

0.00 

24 

D16  -  Electrical 

1,377.00 

0.00 

1,250.00 

0.00 

1,250.00 

91% 

127.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

40,073.00 

609.00 

15,382.00 

0.00 

15,991.00 

40% 

24,082.00 

0.00 

27 

General  Conditions  /  Overhead 

4,009.00 

363.00 

1,442.00 

0.00 

1,805.00 

45% 

2,204.00 

0.00 

33 

Construction  Management  Fee 

3,526.00 

200.00 

1,387.00 

0.00 

1,587.00 

45% 

1,939.00 

0.00 

33 

Bonds 

1,428.00 

1,291.00 

137.00 

0.00 

1,428.00 

100% 

0.00 

0.00 

34 

ORIGINAL  CONTRACT  VALUE 

49,036.00 

2,463.00 

18,348.00 

0.00 

20,811.00 

42% 

28,225.00 

0.00 

IAF-18-0224-A-000309 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


APPLICATION  NO.: 

CAPITAL  Construction  Group,  LLC 

Inter-American  Foundation  APPLICATION  DATE. 

PERIOD  TO; 

2 

1 -Oct- 17 

31 -Oct- 17 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

IAF-18-0224-A-000310 


APPilCATION  AND  CERTIFICATE  FOR  PAYMENT  AlA  DOCUMENT  G70? 


PAGE  ONE  OF  T>1REE  PAGES 


inter-Ameiicjin  Foundxlfon 

1331  Potinsylvania  Avo  NW 

i:>OC  North 

Waahtngion  DC  20004 

CAPITAL  ConatrucUon  Group,  LLC 
3321  12lh  Stnot.  N.E.,  Suite  3 
WAthington,  DC  30017 


PROJECT  ClkM  WelPArUton 
RENOVATIOMS 


ARCHITECT  Elflht  Day  OttlQn  (EOD) 

7653  Leeaburg  Pfte 
Pan  Chuftih.  VA  22043 


APPLICATION  NO:  3R 

PERIOD  FROM;  1-Jan-18 

TO:  31-Jan-18 

PROJECT  NO.:  7102-33 


CONTRACT  DATE:  18-Ocf-t7 


Distribution  to: 


(X)  OWNER 
C }  ARCHITECT 
( )  CONTRACTOR 


CONTRACTOR'S  APPLICATION  FOR  PAYMENT 


CHANGE  ORDER  SUMMARY 

ADDITIONS 

DEDUCTIONS 

Change  Orders  Approved 
in  previous  months  by 

Owner 

Approved 

Number 

Date 

Nsl  change  by  Change  Orders 

0 

The  uridersignod  Conlrador  certiftes  lhal  to  Ihe  best  of  his  knowletfgo 
information  and  belief  that  the  Work  covered  by  this  Application  for 
payment  has  boon  completed  in  accordance  with  the  Contract  Oocumonta, 
that  all  amounts  have  been  pa^d  by  him  for  Work  for  which  previous 
Cortincaled  of  Payment  were  issued  and  payments  receivod  hxxn  the 
owner.  ar>d  that  current  payment  shown. 


rRAOtOR:  ^ 

<p/7a///rjiy  ^y-6^  D...: 


,By^ 

Manggor 


Appticalion  is  mtda  lor  PaymenL  ai  shown  below,  in  connection  with  the  coniract. 
ConllnuaUon  Sheet.  AlA  Oocumenl  G703.  Is  stisched. 

The  present  sletus  of  the  account  lor  this  Conlracl  hi  as  fotows: 

ORIGINAL  CONTRACT  SUM . . . S 

Net  change  by  Change  Orders . . $ 

CONTRACT  SUM  TO  DATE . . . . . S 


49.034 

0 


49.034 


TOTAL  COMPLETED  &  STORED  TO  DATE . . . S 

fCoiumn  G  on  6703) 

RETAINAGE  10  K  IColumn  I  on  G703) . . S 

total  EARNED  LESS  RETAINAGE _ _ S 

LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Deposit  Received  from  lAF)  „ 

CURRENT  PAYMENT  DUE . S 


36,602 

0 

3E.G02 

20.811 

15.791 


Subscribed  and  swemlobalofo  ms  ,  201|^> 

My  Cominbslon  expires;  -y  ^ 

5-M  -  30 


o'  V 

r-  - 


*  eS  CO*  ** 

ae  •  m 


■a  ^L/BL\C  •  , 

#  ••••••  ^ 


'■'♦tGFSW 


o 

o 

o 

CO 


ARCHlTECrS  CERTIFICATE  FOR  PAYMENT 

In  accordance  with  Ibe  Conlracl  Oocumonts,  based  on  on-sIte  observaUon 
and  (he  data  compromising  the  above  application,  the  architect 
cemhes  lo  the  Owner  that  the  Worii  has  progressed  to  the  point 
indicaled,  that  lo  the  best  of  his  knowledge.  Informabon  end  belief. 

(he  gualiryol  Ihe  Work  la  in  accordance  wHh  Ihe  Contract  Oocu* 
menu;  and  lhal  the  Contractor  Is  entltfod  lo  payment  of  the  AMOUNT 
CERTIFIED 


AMOUNT  CERTIFIED . . . ...$ 

ARCHITECT: 


By:_ 


_  Date- 


This  cemRcate  Is  not  negotiable.  The  AMOUNT  CERTIFIED  Is  payable  only  to  the  Contractor 
named  herein.  Issuance,  paymot>l  and  acceptance  ol  payment  are  without  prejudice  lo  any 
rights  of  the  Owner  or  Contrsctor  under  thte  Contract 


AMERICAN 

OVERSIGHT 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION  NO.: 

APPLICATION  DATE: 

PERIOD  TO: 

3R 

1-Jan-18 

31-Jan-18 

A 

B 

C 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

2,741.00 

1,148.00 

0.00 

3,889.00 

64% 

2,200.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

27,846.00 

12,000.00 

9,100.00 

0.00 

21,100.00 

76% 

6,746.00 

0.00 

17 

DIO  -  Specialties 

1,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

3,537.00 

0.00 

3,400.00 

0.00 

3,400.00 

96% 

137.00 

0.00 

24 

D16  -  Electrical 

1,377.00 

1,250.00 

0.00 

0.00 

1,250.00 

91% 

127.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

40,073.00 

15,991.00 

13,648.00 

0.00 

29,639.00 

74% 

10,434.00 

0.00 

27 

General  Conditions  /  Overhead 

4,009.00 

1,805.00 

1,204.00 

0.00 

3,009.00 

75% 

1,000.00 

0.00 

33 

Construction  Management  Fee 

3,524.00 

1,587.00 

939.00 

0.00 

2,526.00 

72% 

998.00 

0.00 

33 

Bonds 

1,428.00 

1,428.00 

0.00 

0.00 

1,428.00 

100% 

0.00 

0.00 

34 

ORIGINAL  CONTRACT  VALUE 

49,034.00 

20,811.00 

15,791.00 

0.00 

36,602.00 

75% 

12,432.00 

0.00 

IAF-18-0224-A-000312 


COI  CONTINUATION  SHEET  AIA  DOCUMENT  G703 


APPLICATION  NO.: 

CAPITAL  Construction  Group,  LLC 

Inter-American  Foundation  APPLICATION  DATE. 

PERIOD  TO; 

3R 

1-Jan-18 

31-Jan-18 

A 

B 

C 

D 

E 

F 

G 

H 

I 

DESCRIPTION  OF  WORK 

SCHEDULE 

OF  VALUES 

WORK  COMP 

ETED 

PRESENTLY 

STORED 

COMPLETED 

AND  STORED 

TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 

APPLICATIONS 

THIS 

PERIOD 

IAF-18-0224-A-000313 


Ttv  Prime 


Electronics 


Departments  ^ 


Browsing  History  shayla's  Amazon.com 


EN  Hello,  shayla 

»  I  Account  &  Lists  ■»  Orders  Try  Prime  •» 


Cart 


All  Electronics  Deals  Best  Sellers  TV  &  Video  Audio  &  Home  Theater  Computers  Camera  &  Photo  Wearable  Technology  Car  Electronics  &  GPS 


amazon 


'rxxnr  services 


<  Back  to  results 


Roll  over  Image  to  zoom  in 


Let  a  house  cleaner  handle  it. 


Ergotron 

Erqotron  33-349-200  WorkFit-S 

3+ 


.  Details 


:r  within  8  hrs  16  mins 
heckout.  Details 
n.  Gift  wrap  available. 


2  Pack 
$1,329.91 

Itloning  and  Inspires  an 
re. 

lyboard  and  LCD 
ly- 

tnology  provides  fluid, 
lyboard  and  monitor 
Jting. 

I  and  monitors  out  of 
rk  surface. 

*  iiciuiJeu  trvu  k  au  dcc  uv  uo  ample  space  and  quick 
access  to  a  tablet  computer,  phone,  cup  of  java  or  task 
related  items. 

Compare  with  similar  items 

New  (87)  from  $486.00  +  $25.99  shipping 

Report  incorrect  product  information. 

This  item's  packaging  will  indicate  what  is  inside.  To 
cover  it,  select  Ship  in  Amazon  box  on  the  checkout  page. 


MOUNT-IT 

Dual  Monitor  Desk 
Mount  Arm 

>  Shop  now 


Ad  feedback 


Schedule  * 


Share 


(P  20+ Shares 


Qty  1  T 


Add  to  Cart 


Turn  on  1-Gick  ordering  for  his  browser 


Ship  to: 

Shayla  Summerhill  I 


Add  to  List 


other  Sellers  on  Amazon 

$539.17 

+  Free  Shipping 

Sold  by:  Galactics 

1  Add  oCar  | 

$544.74 
+  Free  Shipping 

Sold  by:  pc  ush  outlet 

1  Add  oCar  1 

$544.79 

-F  Free  Shipping 

Sold  by:  PCH  M  CRO 

1  Add  oCar  | 

New  (87)  from  $486.00  +  $25.99 
shipping 

Have  one  to  sell?  |  Sell  on  Amazon  | 


VARIOESlC 


The  Original 
Height  Adjustable 
Standing  Desk 


VARIDESK  -  HeightAdjustable  StarKfng 
Desk  -  Pro  Plus  36 


1,280 


$395.00 


Frequently  bought  together 


Ad  feedback 


AMERICAN 

pv™.|GHT 


Totalprice:  $617.70  IAF-18-0224-A-000314 


^  Add  all  hree  o  Car 


[  Add  all  hree  o  Lis 


!«  This  item:  Ergotron  33  349  200  Wor1<Fit  S  Dual  with  Worksurface+  $512.94 
Workfit  s  Hinged  Bow  $55.23 
@  Ergotron  Tall  User  Kit  for  WorkFit  Dual  $49.53 


Customers  who  bought  this  item  also  bought 


Ergotron  Tall  User  Kit  for 
WorkFit  Dual 

20 

$49.53 


Ergotron  WorkFit  5  5ingle 
HD  Workstation  with 
Worksurface+  (33  351 
200) 

58 

$492.00 


Ergotron  WorkFit  5  33 
341  200  Dual  5it  5tand 
Workstation  5teel, 
Plastic,  Aluminum  Black 
135 

$404.99 


Ergotron  Worksurface  for  Ergotron  WorkFit  Roor 
WorkRt  5  (97  581  019)  Mat  (97  620  060) 

42  14 

$158.33 


Ergotron  WorkFit  S  Single 
LD  with  Worksurface*  (33 
350  200) 

35 


Sponsored  products  related  to  this  item  (What's  this?) 


Standing  Desk 
Adjustable  Height  Desk 
Riser  Sturdy  32in.  Wide 
Sit  Stand  Up  Desk  with... 
231 

$219.99 


CubeFit  Standing  Desk 
Sit  or  Stand  with  Free 
Fitness  Software  Stand 
Up  Desk  Workstation  for 
55 

$109.99 


Halter  ED  600 
Preassembled  Height 
Adjustable  Desk  Sit  / 
Stand  Elevating  Desktop 
105 

$199.99 


Mount  t!  Sit  Stand 
Workstation  Standing 
Desk  Converter  With 
Monitor  Mount  Combo, 
27 

$159.99 


Table  jack  Standing  desk 
conve  ter  32  X  22  inch 
Extra  large  Ergonomic 
height  adjustable  sit 
18 

$209.00 

Ad  feedback 


Special  offers  and  product  promotions 

size:  1-Pack 


•  No  interest  if  paid  in  fuii  within  6  months  with  the  Amazon.com  Store  Card  on  any  purchase  totaling  $149  or  more.  Apply  now. 


Product  description 
Product  Description 


HT 


IAF-18-0224-A-000315 


Transform  any  surface  into  a  personalized  height  adjustable  desk.  Choose  to  sit  whenever  you  want.  Get  affordable  ergonomics!  Stay  energized,  healthy  and 
productive  while  you  compute  change  from  a  sitting  to  a  standing  position  whenever  you  want.  This  sit  stand  workstation  moves  your  keyboard  and  display 
in  one  simple  motion,  making  computing  comfortable  for  prolonged  periods. 

From  the  Manufacturer 


Benefits 

•  Premium  configuration!  ncludes  an  integrated  worksurface  and  extra  large 
keyboard  tray 

•  Align  two  monitors  side  by  side  to  create  a  productive  dual  display 
workstation 

•  Counterbalanced  adjustment  points  allow  instantaneous,  tool  free  re 
positioning  while  you  work! 

•  Easily  and  simultaneously  lift  your  keyboard  and  LCD  screens  to  the  proper 
height  for  unsurpassed  ergonomic  comfort 

•  Patented  Constant  Force  lift  technology  provides  fluid,  one  touch  adjustments 
of  the  keyboard  and  monitor  positions  for  personalized  computing 

•  Promote  fitness  and  comfort  as  you  compute  by  standing  more  and  adding 
movement  into  your  work  routine 

*  Comfortable  computing  offers  provable  RO  on  investment  healthcare  costs  and  missed  time  are  reduced  while  productivity  increases 

•  Burn  more  calories  by  choosing  to  stand  for  periods  of  your  work  day.  WorkFit  can  help  counteract  an  increasingly  sedentary  lifestyle 


WorkFit:  The  platform  for  balance  and  productivity 

Transform  any  surface  into  a  personalized  stand  up  desk.  Change  from  a 
sitting  to  a  standing  position  and  back  again  whenever  you  want.  This  height 
adjustable  workstation  moves  your  keyboard  and  two  LCD  displays  in  one 
simple  motion,  making  computing  comfortable  for  prolonged  periods. 


Specifications 


a 

1 

0 

% 

LCD  Size 

Capacity 

Lift 

Tilt 

Pan 

Rotation 

VESA 

<  22"* 

6-14  Ibst  22.8"^: 

2.7-6.3  kg  58  cm 

360° 

M  S  D 

•  n  the  box:  height  adjustment  column,  desk  clamp,  crossbar,  two  (2)  LCD  pivots,  worksurface,  large  keyboard  tray 

•  *  Maximum  outside  width  of  display  is  21 .25"  (54  cm)  when  displays  are  2"  (5  cm)  thick.  This  is  typically  the  horizontal 
dimension  of  a  22"  diagonal  screen  size  monitor.  Actual  allowable  width  of  displays  will  vary  slightly  depending  on 
display  thickness.  Add  the  accessory  Hinged  Bow  (pa  t  number  97  583  009)  to  increase  maximum  screen  size  to  24" 

•  t  Weight  Capacity:  Maximum  load  on  height  adjustment  assembly  =  25  lbs  (1 1 .4  kg).  LCD  weight  =  6-14  lbs  (2.7-6. 3 
kg)  each,  worksurface  =  5  lbs  (2.3  kg),  keyboard  tray  =  5  lbs  (2.3  kg).  For  proper  operation  the  total  weight  of 
components  when  added  together  should  not  exceed  25  lbs  (1 1 .4  kg) 

•  ^  Lift  Range:  LCD  and  keyboard  adjust  18"  (46  cm)  in  tandem;  LCD  adjusts  4.8"  (12.2  cm)  independently;  maximum 
LCD  height  adjustment  =  22.8"  (58  cm).  The  worksurface  restricts  the  vertical  travel  range  of  the  LCD  lift  pivot;  height 
adjustment  of  LCD  without  worksurface  is  5"  (13  cm) 

•  Desk  Clamp  attaches  to  surface  edge  .47"  to  2.4"  (1 .2  to  6  cm)  thick 

•  NOTE:  Because  mounting  surface  materials  can  vary  widely,  it  is  imperative  that  you  make  sure  mounting  surface  is  strong  enough  to  handle  mounted 
product  and  equipment 

•  Order  accessory  Hinged  Bow  (part  number  97  583  009)  for  added  benefits:  Turn  a  screen  to  share  the  view  with  others;  attach  larger  displays  of  up  to  24" 
in  size 

•  Worksurface  Dimensions:  0.25"H  x  23"W  x  1 5"D  (6  x  585  x  380  mm) 

•  Keyboard  Tray  Dimensions:  0.25"H  x  27"W  x  9"D  (6  x  685  x  226  mm) 

•  Durable,  easy  to  clean  exterior  composed  of  aluminium,  high  grade  plastic  and  powder  coated  painted  steel 

•  Mounting  Standards:  VESA  FDM  M  S  D,  100/75,  C  (hole  pattern:  100  x  100  mm  &  75  x  75  mm) 

•  NOTE:  Computer  systems  mounted  on  a  WorkFit  S  may  require  extra  long  power  and  video  cables  in  order  to  span  between  standing  and  sitting  heights 

33-350-200  33-351-200  33-348-200  33-349-200  33-341-200 

Single  monitor  Heavy  display  LCD  &  laptop  Dual  monitors  Dual  monitors 
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24"  30"  22"  22"  22" 

6-16  lbs  16-28  lbs  6-16  lbs  6-14  lbs  each  6-14  lbs  earb 


Mounting  Application 

Maximum  Screen  Size 
Monitor  Weioht  Ranoe 


Add  he  Hinged  Bow  accessory  o 
share  your  screen  wi  h  o  hers 


Notebook  Weight  Range 

N/A 

N/A 

<10  lbs 

+ 

,  N/A 

N/A 

Sit-Stand  Adjustment 

YES 

YES 

YES 

'  YES 

YES 

Product  information 
Slze:1-Pack 

Technical  Details  Additional  Information 


Brand  Name 

Ergolron 

tern  Weight 

30.6  pounds 

Product  Dimensions 

44  X  23.2  X  8  inches 

tern  model  number 

33-349-200 

Color 

Black 

Material  Type 

Metal 

Number  of  terns 

1 

Size 

1-Pack 

Manufacturer  Pa  t  Number 

33-349-200 

ASN 

B007601MQY 

Customer  Reviews 

141  customer 

reviews 

4.5  out  of  5  stars 

Best  Sellers  Rank 

#79  in  Office  Products  >  Office 

Suppiies  >  Desk  Accessories  & 
Workspace  Organizers  > 

Platforms,  Stands  &  Shelves  > 

Monitor  Arms  &  Stands 

Shipping  Weight 

42.8  pounds  (View  shipping  rates 
and  policies) 

Domestic  Shipping 

Ciarently,  item  can  be  shipped 
only  within  the  U  S.  and  to 
APO/FPO  addresses.  For 

APO/FPO  shipments,  please 

check  with  the  manufacturer 
regarding  warranty  and  support 
issues. 

ntemational  Shipping 

This  item  is  not  eligible  for 
international  shipping.  Learn  More 

Date  First  Available  February  7,  2012 

Warranty  &  Support 

Manufacturer’s  warranty  can  be  requested  from  customer  service.  Qlck  here 
to  make  a  request  to  customer  service. 

Feedback 


f  you  are  a  seller  for  this  product,  would  you  like  to  suggest  updates  through 
seller  support? 

Would  you  like  to  tell  us  about  a  lower  price? 

Related  Video  Shorts 


Product  Features 

Size:  1-Pack 

>  See  more  technical  details 


Compare  to  similar  items 


AMERICAN 

PVERSIGH 


This  item  Ergotron  33  349 
200  WorkRt  S  Dual  with 
Worksurface+ 


Add  to  Cart 


Ergotron  WorkFit  TL,  Sit 
Stand  Desktop  Workstation, 
Black  (33  406  085) 


Add  to  Cart 


Ergotron  WorkFit  S  Single  HD 
Workstation  with 
Worksurface+  (33  351  200) 


Add  to  Ca  t 


Victor  DC350  High  Rise 
Collection  Dual  Monitor  Sit 
Stand  Desk  Converter,  28"  by 
23"  by  15.5",  Black 


Add  to  Cart 


Customer  Rating 

(141) 

(48) 

(58) 

(87) 

Price 

$51294 

$45453 

$49200 

$34339 

Shipping 

FREE  Shipping 

FREE  Shipping 

FREE  Shipping 

FREE  Shipping 

Sold  By 

Amazon.com 

Amazon.com 

Amazon.com 

Amazon.com 

tern  Dimensions 

23.25x44x8  in 

33.5  X  42  X  8.25  in 

44  X  8  X  23  In 

28x23x15.5  in 

Sponsored  products  related  to  this  item  (what's  this?) 


Standing  Desk 
Adjustable  Height  Desk 
Riser  Sturdy  32in.  Wide 
Sit  Stand  Up  Desk  with 
231 

$219.99 


FlexiSpot  35"  Wide 
Platform  Height 
Adjustable  Standing 
Desk  Riser,  Removable 
294 

$292.99 


VAR  DESK  Height 


Adjustable  Standing 
Desk  Pro  30 

151 

$375.00 


FlexiSpot  E2  Height 
Adjustable  Electric 
Standing  Desk  Frame 
Only ,  Solid  Steel  Stand 
11 

$376.99 


FlexiSpot  27"  wide  Stand 
Up  Desk  with  wider 
keybaordtray  M1B 
Height  Adjustable 
36 

$269.99 

Ad  feedback 


Customers  viewing  this  page  may  be  interested  in  these  sponsored  links  (what's this?) 

1.  Best  Sit  to  Stand  Desktop  -  Ergo  -  Kangaroo  Adjustable  Height  Desk  Ship  Free-USA  Made-Dual  www.ergodesktop.com/ 


Ad  feedback 


selling  on  amazon 


"We  are  now  reaching  millions 
of  customers  immediately." 


Alfred  Chow  |  PattyBoutik 


Start  selling  today  > 


Ad  feedback 


Customer  Questions  &  Answers 

See  questions  and  answers 
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Customer  Reviews 

141 

4.5  out  of  5  stars 

5  star  71%  Share  your  thoughts  with  other  customers 

4  star  18%  _ 

3  star  6%  Write  a  customer  review 

2  star  2%  - 

1  star  3% 

See  ail  verified  purchase  reviews 

Top  Customer  Reviews 

Workfit-A  vs  Workfit-S 
By  Melnoles  on  October  31,  2012 
Size:  1  Pack  V«rifi«d  Purchase 

My  wife  had  back  surgery  and  needed  a  way  to  sit  and  stand  during  the  day  when  she  went  back  to  work. 
We  are  both  T  professionals,  did  a  bunch  of  research  and  it  came  down  to  the  workfit  a  or  the  workfit  s. 
know  someone  with  a  kangaroo,  but  needed  something  for  her  that  took  very  little  effort  to  lift  and  the 
ergatrons  fit  the  bill  for  that  much  better,  thought  the  s  looked  sturdier,  but  she  liked  the  a  because  it 
mounted  on  the  back  of  the  desk  instead  of  on  the  front,  ended  up  getting  both.  We  got  both  models  with 
the  extra  work  surface  which  makes  a  huge  difference  in  usability  and  with  the  dual  monitor  setup,  set  up 
the  a  for  her  and  the  s  for  me.  Both  have  dual  21"  hp  monitors.  We  use  wireless  keyboards  and  mice  to 
simplify  the  cabling,  although  had  them  set  up  wired  Initially  and  it  was  not  a  problem,  t  just  took  a  little 
more  work. 

We  love  both  models  for  different  reasons,  like  the  s  because  it  is  simpler  and  think  the  work  surface, 
which  is  raised  from  the  keyboard,  is  a  better  setup.  She  likes  the  a  because  the  arm  gives  much  more 
flexibility  in  motion  around  the  cube.  They  both  work  perfectly  for  what  we  wanted,  something  we  could 
use  to  sit  and  stand  with  during  the  day  that  take  almost  no  effort  to  lift  and  lower. 

Read  more 


4  comments  1 24  people  found  this  helpful.  Was  this  review  helpful  to  you?  |  Yes  |  No  Repo  t 
abuse 


A  Very  Intelligent  Work  SystemI 
By  Joshua  on  August  27,  2016 
Size:  1  Pack  verified  Purchase 


Af 


do  enjoy  this  workfit  system!  The  construction  was  excellent  In  dimensions  (for  books  and  such)  and  the 
installation  was  not  difficult  if  you  are  savvy  with  instructions,  added  the  Conversion  Kit  for  my  laptop  and 
that  also  works  well  The  adjusting  of  the  monitor  and  laptop  are  done  easily  by  sliding  them  left  or  right 
and  a  screw  is  In  place  to  tighten  them  Into  place.  The  system  can  be  adjusted  to  fit  whatever  weight  you 
place  on  center  shelf  very  easily  (with  work  or  school  related  reason,  not  defiance).  The  station  is  worth  the 
expense  due  to  the  ease  of  work,  by  transitioning  from  sitting  to  standing  and  vice  versa,  t  beats  having  to 
push  a  button  and  your  whole  desk  rises  and  then  you  forgot  what  you  were  doing.  With  that  said,  unless 
you  need  the  contents  of  your  desk  at  an  arms  reach,  this  is  a  great  invention!  f  you  are  a  student  or  a 
writer,  would  only  recommend  purchasing  the  workfit  with  the  shelf  in  the  middle. 


Ergotron  WdrkFil-S  33-341-200  Dual  Sit-Starxl ... 

135  _ 

$404.99  ShoQficw 

Advertisenient 


Customer  Images 


See  all  customer  images 


Most  Recent  Customer  Reviews 
Five  Stars 

this  unit  is  easy  to  assemble  and  works  very  well 
Read  more 

Published  3  days  ago  by  Britt  Adams 

Great  Sit/Stand  SupportI 
really  like  this  stand.  Easy  to  raise  &  tower  to  stand 
or  sit  with  adjustable  tension.  Keyboard  sits  lower 
than  desktop  when  'm  seated,  more  ergonomic. 
Read  more 

Published  6  days  ago  by  Amazon  Customer 

I'M  SURE  IT  WORKS  GOOD  FOR  THE 
EMPLOYEE  WHO  RECEIVED  IT 
T  DOESN'T  CONFORM  TO  OUR  OVEALL  CURRENT 
SET  UP  BUT  THAT  S  NOT  THE  FAULT  OFTHE 
PRODUCT.  'M  SURE  T  WORKS  GOOD  FOR  THE 
EMPLOYEE  WHO  RECE  VED  T.  Read  more 
Published  21  days  ago  by  Jeanette 

but  works  like  a  charm  oiKe 

adjusted 

Have  been  using  this  desk  at  work  for  a  few  years 
now,  and  recently  purchased  one  for  my  parents  use 
at  home.  Read  more 

Published  1  n)AP^^-lO224'^8@0084'9 


HT 


Paallw  a  nraa>  mir«>Ha«a 


Comment  3  people  found  this  helpful.  Was  this  review  helpful  to  you?  Yes  |  No  |  Report  abuse 

Where  do  I  begin?  This  is  awesome 
By  Kudae  on  April  28,  2017 
Size:  1  Pack  verified  Purchase 

've  never  had  a  standing  desk  attachment,  but  looking  at  all  the  other  alternatives,  feel  the  most  confident 
with  this  one.  t  is  very  sturdy,  has  a  great  warranty,  and  fits  my  height  very  well 

A  couple  of  things  wish  could  have  been  added. 

1)  There  Is  a  lift  for  the  monitors,  wish  that  there  was  an  area  that  could  be  adjusted  to  lift  them  at  the  full 
extent  as  they  lower  a  little  bit  as  they  are  slightly  heavier  than  recommended.  The  main  lift  for  the 
"standing'  has  this  ability,  but  the  monitor  lift  does  not  seem  to  have  this  ability,  have  two  23"  monitors 
and  was  hoping  that  they  could  support  up  to  27"  one  day  or  have  some  sort  of  replacement  for  that 

2)  The  cable  management  is  kind  of  lacking.  The  things  that  were  added  on  were  okay,  but  never  go  for  the 
things  that  we  rely  on  that  "stick"  to  the  device. 

3)  wish  the  keyboard  area  was  larger,  had  to  sacrifice  the  mousepad  that  Just  bought  cause  it's  too  big 
Read  more 

Comment  Was  this  review  helpful  to  you?  |  Yes  |  No  |  Report  abuse 

Highly  recommend  this  dual-monitor  system 
By  Rob  on  April  26,  2017 
Size:  1  Pack  Verified  Purchase 

'm  using  this  desk  at  the  office  and  it's  quite  good,  used  to  have  a  much  more  expensive  electric  desk,  but 
had  to  buy  a  new  option  at  my  new  place  of  employment,  and  bought  this  on  the  recommendation  of  our 
ergo  team  at  work,  typically  do  not  like  keyboard  trays,  but  this  one  is  very  solid/secure,  and  the  good 
thing  about  it  Is  that  you  can  get  the  keyboard  to  the  perfect  height  when  sitting  or  standing,  and  the 
monitors  will  adjust  separately  up/down.  Very  nice. 

The  instructions  for  assembly  are  extremely  clear,  and  there  are  YouTube  videos  you  can  use  too.  did  have 
to  use  both  adjustments  (special.  Included  tool  for  one,  wrench  for  the  other)  to  tighten  up  the  tension  so 
that  the  whole  unit  would  stay  solidly  up  or  down,  and  so  that  the  monitor  adjustment  (a  separate  one) 
would  also.  Both  adjustments  are  easy  to  overlook,  but  the  instructions  clearly  tell  you  to  adjust  them,  so  it's 
really  all  about  the  user,  f  you  follow  their  instructions,  it's  a  piece  of  cake. 

've  been  using  it  now  for  a  couple  of  months,  stand  until  about  lunch  time,  then  sit  after,  love  it. 


Comment  Was  this  review  helpful  to  you?  |  Yes  |  No  |  Report  abuse 


Works  very  well 

By  C  Parrott  on  October  11,  2016 
Size:  1  Pack  verified  Purchase 
Excellent.  Helps  my  back  tremendously. 

Dual  monitor  arm  lets  me  rotate  my  screens  for  better  coding. 

t  is  quite  large,  however.  And  as  you  can  see  from  the  pic,  it  takes  up  space.  So  If  you  have  a  small  cube  like 
me,  you  lose  some  real  estate;  not  only  on  the  desk,  but  also  chair  room. 


Comment  3  people  found  this  helpful  Was  this  review  helpful  to  you?  Yes  |  No  |  Report  abuse 


See  all  verified  purchase  reviews  (newest  first) 
I  Write  a  customer  review  I 

AMERICAN 

PVERSIGHT 


This  is  amazing!  Can't  believe  my  boss  let  me  buy  it! 
t  is  so  much  nicer  to  be  able  to  stand  up  sometimes. 
Wish  could  get  one  for  home,  but  my  desk  isnt 
heavy  enough.  Read  more 
Published  1  month  ago  by  TechChallenged 

Very  Nice  Stand  Up  Unit 
had  seen  this  in  use  at  another  office  and  thought 
it  would  fit  my  needs  perfectly,  wasn't 
disappointed.  The  unit  is  well  made  and  was  fairly 
easy  to  setup.  Read  more 
Published  1  month  ago  by  J.  Besley 

I  can  sit  or  stand  with  ease, 
can  finally  stand  at  my  desk  if  want  to.  t  raises 
and  lowers  easily.  The  work  desk  under  the  monitors 
and  keyboard  hang  over  my  desk  14  inches,  and  the 
keyboard  does  NOT...  Read  more 
Published  2  months  ago  by  K.R.  Shen 

Easy  to  install  great  for  working 

from  home 

Best  Investment  ever  and  'm  happy  it  works!  My 
Apple  Watch  tells  me  to  stand,  stand  and  work. 
Easy  to  install  Read  more 
Published  2  months  ago  by  MyShell222 

Best  Sit-Stand  Desk  Conversion 
Best  decision  ever  made.  Glad  got  it!  Read  more 
Published  2  months  ago  by  Amazon  Customer 

Four  Stars 

Like  it  but  tall  man  extensions  make  monitors 
wobble.  Read  more 

Published  2  months  ago  by  Amazon  Customer 
Search  Customer  Reviews 

Search 
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Set  up  an  Amazon  Giveaway 


Amazon  Giveaway  allows  you  to  un  promotional  giveaways  in  order 
to  create  buzz,  reward  your  audience,  and  attract  new  followers  and 
customers.  Learn  more  about  Amazon  Giveaway 

This  item:  Ergotron  33  349  200  WorkFit  S  Dual  with  Worksurface+ 

Set  up  a  giveaway 


Customers  who  viewed  this  item  also  viewed 


Ergotron  WorkFit  S  Single 
HD  Workstation  with 
Worksurface+  (33  351 
200) 

58 

$492.00 


Ergotron  WorkFit  TL,  Sit 
Stand  Desktop 
Workstation,  Black  (33 
406  085) 

47 

$449.90 


Victor  DC350  High  Rise 
Collection  Dual  Monitor 
Sit  Stand  Desk  Converter, 
28”  by  23"  by  15.5",  Black 
87 

$344.52 


Ergotron  WorkFit  S  33 
341  200  Dual  Sit  Stand 
Workstation  Steel, 
Plastic,  Aluminum  Black 
135 

$404.99 


Ergotron  WorkFit  A  with 
Suspended  Keyboard,  Dual 
HD  (24  392  026) 

36 


Ergotron  24  316  026 
Mounting  Arm  with  19.5 
nch  Height  Adjustment 
40 

$486.99 


Ad  feedback 

Pages  with  related  products.  See  and  discover  other  items:  dual  display,  computer  temp  monitor,  work  phone,  temp  monitor,  ergotron  dual  monitor  stand,  arm 
with  keyboard  tray 
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SYMBOLS 


CEILING  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE, 
LETTER  INDICATES  TYPE 


□  o  CEILING  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE 

DOWN  LIGHT  OR  WALL  WASHER  FIXTURE,  LEHER  INDICATES  TYPE 


9 


WALL  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE, 

LETTER  INDICATES  TYPE 

LIGHTING  FIXTURE  ON  EMERGENCY  PANEL  OR  W/  BAHERY  BALLAST  ON 
"NIGHT  LIGHT"  CIRCUIT,  LEHER  INDICATES  TYPE. 


WALL  OR  CEILING  MOUNTED  EDGE  LIT  LED  EXIT  SIGN  TO  MATCH  BUILDING  STANDARD 
WITH  DIRECTIONAL  ARROWS  &  FACES  AS  INDICATED  ON  DRAWINGS, 


WALL  OR  CEILING  MOUNTED  EGRESS  FIXTURE  ON  EMERGENCY  PANEL 
'  OR  "BATTERY  PACK"  AS  NOTED  ON  PLANS. 

$  WALL  MOUNTED  SWITCH.  REFER  TO  PLANS  FOR  SPECIFICATIONS 

$  3  WALL  MOUNTED  THREE-WAY  SWITCH,  REFER  TO  PLANS  FOR  SPECIFICATIONS 
$  D  WALL  MOUNTED  DIMMER  SWITCH,  REFER  TO  PLANS  FOR  SPECIFICATIONS 


=©  WALL  MOUNTED  DUPLEX  NEMA  5-20R  RECEPTACLE.  + 1 8"  A.F.F.  U.O.N. 


O  CEILING  MOUNTED  DUPLEX  NEMA  NEMA  5-20R  RECEPTACLE. 

WALL  MOUNTED  QUADRAPLEX  RECEPTACLE  +18"  A.F.F.  U.  0.  N. 


=© 


GFI 

™IG 

IG 

WALL  MOUNTED  DUPLEX  GROUND  FAULT  INTERRUPTING  TYPE  RECEPTACLE 
+44"  A.F.F.  U.O.N. 

WALL  MOUNTED  ISOLATED  GROUND  NEMA  5-20R  QUADRAPLEX 
OUTLET  MOUNT  AS  NOTED  ON  ARCH  ELEVATIONS 

WALL  MOUNTED  ISOLATED  GROUND  5-20R  DUPLEX  OUTLET 
MOUNT  AS  NOTED  ON  ARCH  ELEVATIONS 


WALL  MOUNTED  SYSTEM  FURNITURE  WHIP  CONNECTION.  P-POWER, 
C-COMMUNICATIONS 


POKE  THRU  FURNITURE  WHIP  FLOOR  BOX,  WIREMOLD  6CFFTC  WITH  ONE  3/4" 

^  CONDUIT  FOR  POWER  FEED  AND  ONE  2"  CONDUIT  FOR  TELE/DATA  FEED 

®6"  FLUSH  POKE  THRU  POWER  &  DATA  WALKER  RC4-4"  OR  6ATC-6"  AS  NOTED  ON  PLAN 

®C.D. 

DISCONNECT  SWITCH;  FIRST  NUMBER  INDICATES  AMPERE  RATING, 
n  SECOND  NUMBER  INDICATES  POLES,  THIRD  NUMBER  INDICATES 
30/3/15  pusE  RATING,  *  INDICATES  FUSE  SIZE  IN  ACCORDANCE  WITH 
EQUIPMENT  NAMEPLATE  REQUIREMENTS. 

^  WALL  MOUNTED  SINGLE  POLE  MANUAL  STARTER  W/  HOA 

O  MOTOR  CONNECTION 

®  CEILING  MOUNTED  JUNCTION  BOX 

KJ)  WALL  MOUNTED  JUNCTION  BOX,  + 1 8"  A.E.F.,  U.O.N. 

-  CONCEALED  CONDUIT  RUN  OR  CABLE  RUN 


BRANCH  CIRCUIT  HOMERUN  TO  PANELBOARD  INDICATED, 
ARROWS  INDICATED  NUMBER  OF  CIRCUITS,  NUMERALS 
INDICATE  CIRCUIT  NUMBER 


POWER  PANEL  (LI  -PANEL  DESIGNATION)  REFER  TO  RISER  AND  SCHEDULES  FOR 
PANEL  VOLTAGE  AND  ADDITIONAL  INFORMATION 


7T5 


DRY  TYPE  STEP  DOWN  TRANSFORMER 


WALL  MOUNTED  CATV/DATA  OUTLET  WITH  RING  AND  STRING. 

^  PROVIDE  3/4"  CONDUIT  WITH  J-BOX  &  PULL  STRING  IN  INSULATED 
WALLS.  +18"  A.F.F.,  U.O.N. 

^  WALL  MOUNTED  DATA/TELEPHONE  OUTLET  WITH  RING  AND  STRING 
PROVIDE  3/4"  CONDUIT  WITH  J-BOX  &  PULL  STRING  IN  INSULATED 
WALLS.  +18"  A.F.F.,  U.O.N. 

T  WALL  MOUNTED  TELEPHONE  OUTLET  +18"  A.E.F,,  U.O.N. 


ELECTRICAL  PLAN  -  12th  FLOOR  PARTIAL 

1/8"=r-0" 


®  KEYED  NOTES 

1 .  RELOCATE  EXISTING  CEILING  MOUNTED  OCCUPANCY  SENSOR,  INCLUDING  ANY  POWER  PACK  CIRCUITING 
AND  OR  ACCESSORIES,  TO  NEW  LOCATION  INDICATED.  EXTEND  EXISTING  CIRCUITING  AND  RECONNECT  TO 
FIXTURES  EXCEPT  AS  NOTED.  REMOVE  THE  TWO  EXISTING  2X2  LIGHTING  FIXTURES  LOCATED  IN  THE  NEW 
ENCLOSED  OFFICE  SPACE  FROM  THIS  DEVICE.  MAINTAIN  THE  BALANCE  OF  THE  CIRCUIT  CONTROLLING 
THE  LIGHTING  IN  THE  DAYLIGHT  HARVEST  AREA. 

2.  PROVIDE  A  NEW  WATTSTOPPER  WALL  MOUNTED  MOTION  SENSING  LIGHT  SWITCH,  CAT.  #DW-1 00  OR 
APPROVED  EQUAL  TO  CONTROL  EXISTING  LIGHTING  AS  SHOWN.  DEVICE  TO  BE  SET  FOR  MANUAL  ON  / 
AUTO  OFF. 

3.  RELOCATED  EXISTING  FIRE  ALARM  DEVICES  TO  NEW  LOCATION  AS  SHOWN.  EXTEND  EXISTING  CIRCUITING 
AND  MAKE  ALL  FINAL  CONNECTIONS.  TIE  IN  TO  THE  FIRE  ALARM  SYSTEM  SHALL  BE  COMPLETED  BY  THE 
BASE  BUILDING  FIRE  ALARM  CONTRACTOR.  COORDINATE  WITH  BUILDING  OWNER  PRIOR  TO  BEGINNING 
WORK. 

4.  ALL  LIGHTING  AND  DEVICES  ARE  EXISTING  TO  REMAIN  U.O.N.  MAINTAIN  CONTINUITY  OF  ALL  EXISTING 
CIRCUITING. 


GENERAL  REQUIREMENTS 


1 .  WHERE  ELECTRICAL  DEVICES  AND  EQUIPMENT  (RECEPTACLES,  LIGHTING  FIXTURES,  SWITCHES, 
ETC.)  ARE  EXISTING  TO  REMAIN,  CONTRACTOR  SHALL  MAINTAIN  EXISTING  CIRCUITING  TO  THOSE 
DEVICES  U.O.N,  ON  PLANS.  WHERE  CIRCUITING  TO  EXISTING  DEVICES  &  EQUIPMENT  IS 
DISCQNNECTED  BY  WQRK  IN  ADJACENT  SPACES,  THE  CONTRACTQR  SHALL  RECQNNECT  THE 
REMAINING  EXISTING  DEVICES  AND  EQUIPMENT  TO  NEW  DEVICES  AS  INDICATED  OR  TO  THE 
REMAINING  UNDISTURBED  PORTION  OF  EXISTING  CIRCUIT.  CIRCUITS  SHALL  NOT  BE  SHARED 
BETWEEN  TENANTS  OR  FROM  TENANT  TO  VACANT  SPACES. 

2.  NO  NEW  OR  MODIFIED  POWER  RECEPTACLE  WORK  IN  THESE  AREAS.  ALL  RECEPTACLES  ARE 
EXISTING  TO  REMAIN., 

3.  ALL  WIRING  IN  PLENUM  SHALL  BE  U.L  LISTED  FOR  PLENUM  USE. 

4.  CONTRACTOR  TO  REEER  TO  ARCHITECTURAL  DRAWINGS  FOR  EXACT  LOCATIONS  OF  WORK. 
CONTRACTOR  IS  RESPONSIBLE  FOR  ELECTRICAL  DEMOLITION  WORK  IN  THOSE  AREAS. 


WATT  STOPPER  KEY  PLAN 

ANALOG  DEVICES 


PP 


POWER  PACK,  BZ-150,  ONE  PER  LIGHTING  ZONE,  CONTRACTOR  TO  PROVIDE  AS  REQUIRED  FOR 
EACH  ZONE, 


@)  CEILING  MTD  OCCUPANCY  SENSOR,  #DT-305,  SUBSCRIPT  INDICATES  FIXTURES  CONTROLLED, 

3  WALL  MTD  OCCUPANCY  SENSOR  SWITCH.  #DW-1 00  LINE  VOLTAGE,  #DW-1 00-24  LOW 
VOLTAGE  (MUST  USE  BZ-150  POWER  PACK  FOR  LOW  VOLTAGE)  MANUAL  ON-AUTO  OFF. 

$  a  WALL  MOUNTED  SWITCH,  SUBSCRIPT  INDICATES  FIXTURES  CONTROLLED.  #LVSW-1 00  SERIES. 

@  CEILING  MOUNTED  DIMMING  PHOTOSENSOR.  #LS-301 


bluemoon  engineering 

5307  Lee  Highway 
Arlington,  VA  22207 
703.533.1122  (office) 
703.533.5594  (fax) 
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MECHANICAL  SPECIFICATIONS 

PROJECT  REQUIREMENTS 

1.  PROVIDE  WORK  CONFORMING  IN  ALL  RESPECTS  TO  THE  LATEST  APPLICABLE  CODES  OF  THE 

AUTHORITIES  HAVING  JURISDICTION,  AND  ALL  APPLICABLE  RULES,  REGULATIONS,  LAWS  AND 
ORDINANCES  OF  FEDERAL  AND  LOCAL  AUTHORITIES.  INSTALL  ALL  EQUIPMENT  IN  COMPLIANCE  WITH 
ACCEPTED  INDUSTRY  STANDARDS  AND  MANUFACTURER'S  RECOMMENDATIONS. 

1.1. 

APPLICABLE  DESIGN  CODES  INCLUDE  THE  2012  FAMILY  OF  INTERNATIONAL  CODES  AS 
MODIFIED/ADOPTED  BY  THE  AUTHORITY  HAVING  JURISDICTION,  AHJ,  THIS  SHALL  INCLUDE  THE  2012 

ENERGY  CONSERVATION  CODE  AND  ANY  RELATED  DOCUMENTS. 

2. 

IN  ADHERENCE  WITH  THE  INTENT  OF  THESE  CONTRACT  DOCUMENTS,  PROVIDE  FINISHED  WORK, 

TESTED  AND  READY  FOR  OPERATION.  WHEREVER  THE  WORD  "PROVIDE"  IS  USED,  IT  SHALL  MEAN 
"FURNISH,  INSTALL,  BALANCE,  ADJUST,  AND  TEST,  COMPLETE  AND  READY  FOR  USE". 

3. 

THE  CONTRACTOR  SHALL  REVIEW  AND  COMPLY  WITH  ALL  PROJECT  REQUIREMENTS  AND  CODE 
REQUIREMENTS  FROM  THE  AHJ,  PERTAINING  TO  ENERGY  AND  GREEN  CONSTRUCTION. 

MECHANICAL  DRAWINGS  SPECIFICATIONS 

1. 

ALL  WORK  SHALL  BE  DONE  IN  ACCORDANCE  WITH  LOCAL  CODES.  THE  CONTRACTOR  SHALL  OBTAIN 

ALL  PERMITS  AND  CERTIFICATES  OF  INSPECTION  AND  INCLUDE  THE  COST  OF  SAME  IN  HIS 
CONTRACT. 

APPLICABLE  DESIGN  CODES  INCLUDE  THE  2012  VIRGINIA  MECHANICAL  CODE  AND  2012  VIRGINIA 

ENERGY  CONSERVATION  CODE. 

2. 

ALL  WORKMANSHIP,  MATERIALS,  AND  EQUIPMENT  SHALL  BE  GUARANTEED  FOR  A  PERIOD  OF  ONE 

YEAR  AFTER  ACCEPTANCE  BY  THE  OWNER. 

3. 

ALL  MATERIALS  WITHIN  PLENUMS,  SHALL  COMPLY  WITH  VMC  SECTION  602,  MATERIALS  SHALL  BE 
NONCOMBUSTIBLE  OR  SHALL  BE  LISTED  AND  LABELED  AS  HAVING  A  FLAME  SPREAD  INDEX  OF  NOT 

MORE  THAN  25  AND  A  SMOKE-DEVELOPED  INDEX  OF  NOT  MORE  THAN  50  WHEN  TESTED  IN 
ACCORDANCE  WITH  ASTM  E  84  OR  UL  723.  UNLESS  ALLOWED  BY  CODE. 

4. 

CONTRACTOR  SHALL  SALVAGE  AND  REUSE  AS  MUCH  EXISTING  EQUIPMENT,  SHEET  METAL 
DUCTWORK  AND  FLEXIBLE  DUCTWORK  AS  POSSIBLE,  WHEN  THIS  MATERIAL  IS  SUITABLE  FOR  REUSE 

AND  PROPER  OPERATION. 

5. 

THE  SCOPE  OF  WORK  INDICATED  IN  THESE  DOCUMENTS  SHALL  INCLUDE  FULLY  FUNCTIONING 
MECHANICAL  SYSTEMS,  ADJUSTED,  TESTED,  AND  READY  FOR  USE.  PROVIDE  ALL  ITEMS  NECESSARY 

TO  COMPLETE  THE  SYSTEMS.  EXAMINE  THE  ARCHITECTURAL,  STRUCTURAL,  ELECTRICAL,  FIRE 

ALARM,  PLUMBING  AND  TELECOM  DRAWINGS  TO  BECOME  FAMILIARIZED  WITH  ALL  ASPECTS  OF 

THOSE  DESIGNS.  COORDINATE  WORK  WITH  THAT  TO  BE  PERFORMED  OR  INSTALLED  BY  OTHERS,  AND 

THAT  AFFECTING  MECHANICAL  SYSTEMS,  TO  DETERMINE  THE  EXTENT  OF  MECHANICAL  WORK 
REQUIRED.  INSTALL  ALL  WORK  IN  A  NEAT  WORKMANLIKE  MANNER. 

6. 

PROVIDE  A  TRAINING  SESSION  FOR  THE  LANDLORD'S  AND  TENANT'S  REPRESENTATIVES  AND/OR 
MAINTENANCE  PERSONNEL  TO  INSTRUCT  THEM  ON  THE  PROPER  OPERATION  AND  MAINTENANCE 
REQUIREMENTS  OF  EACH  SYSTEM  COMPONENT  IN  THIS  PROJECT.  PROVIDE  THIS  SESSION  IN 
ADDITION  TO  ANY  OTHER  SESSION  REQUIRED  BY  THE  CONTRACT  DOCUMENTS.  PROVIDE  THE 
MAINTENANCE  PERSONNEL  A  COMPLETE  SET  OF  NEW  FILTERS  FOR  ALL  EQUIPMENT. 

DUCTWORK 

7. 

DUCTWQRK  SHALL  BE  FABRICATED  FROM  FIELD  VERIFIED  DIMENSIONS.  PRIOR  TO  DUCT  FABRICATION 

CEILING  CLEARANCES  SHALL  BE  VERIFIED  WITH  STRUCTURE,  PIPES,  ETC.  DUCTWORK  SHALL  BE 
INSTALLED  PRIOR  TO:  PIPING,  PLUMBING,  SPRINKLERS,  LIGHTING  FIXTURES,  AND  ELECTRICAL  WORK 

TO  REDUCE  CONFLICTS. 

8. 

COORDINATE  WITH  ARCHITECT  THE  PAINT/FINISH  OF  NEW/EXISTING  DUCTWORKS,  STRUCTURAL 

BEAMS,  PIPING,  CONDUIT,  ETC.  AS  REQUIRED  FOR  THE  OPEN  AREAS. 

9. 

PROVIDE  CONSTANT  AIR  VOLUME  DUCTWORK  FABRICATED  OF  ZINC-COATED  SHEET  STEEL  SUITABLE 

FOR  2-INCH  STATIC  PRESSURE  CLASS  WITH  DUCT  REINFORCING  SPECIFIED  IN  THE  SMACNA 
RECTANGULAR  DUCT  REINFORCEMENT  TABLES  1-4  THROUGH  1-13.  TRANSVERSE  JOINTS  SHALL 

MEET  THE  SMACNA  JOINT  PERFORMANCE  CRITERIA  SPECIFIED  IN  THE  SMACNA  STANDARD. 
DUCTWORK  SEAL  SHALL  BE  CLASS  "B",  UNLESS  OTHERWISE  NOTED. 

ALL  DUCTWORK  DIMENSIONS  SHOWN  ON  PLANS  ARE  SHEET  METAL  DIMENSIONS. 

10. 

INSTALL  ALL  DUCTWORK  AND  HORIZONTAL  PIPING  AS  HIGH  AS  POSSIBLE,  ABOVE  THE  FINISHED 

CEILING,  UNLESS  NOTED  OTHERWISE.  PROVIDE  OFFSETS,  AS  REQUIRED,  TQ  AVQID  ALL 
OBSTRUCTIQNS. 

11. 

ALL  DUCTWQRK  INDICATED  TO  BE  SOUND  LINED  SHALL  BE  INTERNALLY  INSULATED  WITH  1-INCH 

THICK,  2  POUND  DENSITY  INSULATION  WITH  A  MINIMUM  NRC  RATING  OF  0.75;  UNLESS  OTHERWISE 
DESIGNATED.  MAXIMUM  FLAME  AND  SMOKE  SPREAD  RATINGS  SHALL  BE  AS  DESIGNATED  IN  VMC 

604.3. 

LANDLORD  REQUIREMENTS; 

CONTRACTOR  SHALL  REVIEW  AND  BE  BOUND  BY  ALL  LANDLORD  RULES  AND  REQUIREMENTS. 
CONTRACTOR  SHALL  REVIEW  ALL  REQUIREMENTS  PRIOR  TO  SUBMISSION  OF  FINAL  PRICING. 

26x12 
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NEW  RECTANGULAR  DUCT 

NEW  ROUND  DUCT 

EXISTING  RECTANGULAR  DUCT 
DUCT  TO  BE  DEMOLISHED 

DUCTWORK  WITH  1" 

ACOUSTICAL  SOUND  LINING 

DUCTWORK  WITH  2-HOUR 
FIRE  RATED  ENCLOSURE 

DUCT  RISING  UP 
DUCT  DROPPING  DOWN 
SUPPLY  DUCT 
RETURN  DUCT 

EXHAUST  DUCT 
TURNING  VANES 

NEW  FLEX  DUCT 
EXISTING  FLEX  DUCT 

NEW  ROUND  RIGID  DUCT 
NEW  24"x24"  RETURN  GRILLE 

RELOCATED  24"  x  24"  RETURN  GRILLE 
EXISTING  24"  x  24"  RETURN  GRILLE 

NEW  24"  X  24"  CEILING  DIFFUSER 

RELOCATED  24"x  24"  CEILING  DIFFUSER 

EXISTING  24"  x  24"  CEILING  DIFFUSER 

KEYED  NOTE  TAG 

EQUIPMENT  DESIGNATIONS 
EF  EXHAUST  FAN 

HP  WATER  SOURCE  HEAT  PUMP 

THESE  ARE  STANDARD  SYMBOLS  AND  MAY  NOT  ALL  APPEAR  ON  THE  CONTRACT  DRAWINGS. 

MECHANICAL  DRAWING  LIST 
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M001  MECHANICAL  COVER  SHEET  AND  PLAN 


MECHANICAL  PLAN  -  12TH  FLOOR  PARTIAL 


M001  J  SCALE:  1/8"=  I’-O" 


Project  Name:  lAF  12th  FI  S 

Unit  Total  Supply  Air:  4800  CFM 

Date:  12/06/17 

Unit  Total  Outdoor  Air:  960  CFM 

Unit  Designation:  AC-13 

OUTDOOR  AIR  SCHEDULE 


TOTAL  OUTSIDE  AIR  DELIVERED  TO  AC-14  SHALL  BE 
REBALANCED  TO  20%  OUTSIDE  AIR. 


A 

B 

C 

□ 

E 

F 

G 

H 

1 

J 

K 

L 

M 

N 

0 

Room  Number 

Description 

Add  Rows  1 

Delete  Row  | 

Area 

(ftn 

(Az) 

Area 

CXrtdoor 

Air  Rate 
per  IMC 
Table 

403.3 

(Ra) 

Area 

Outdoor 

Air 

(RaAz) 

Occupant 
Load  Rate 
per  IMC 
Table 
403.3 
(People/ 
1000  ft2) 

Occupancy 

CxRIOOO 

(Pz) 

Occupant 

Outdoor 

Air  Rate 
per  IMC 
Table 

403.3 

(Rp) 

Occupant 

Outdoor 

Air 

(RpPz) 

Breathing  Zone 
Outdoor  Air 
(Vbz  =  RpPz  + 
RaAz) 

Zone  Air 

DIstrlbudon 

Effectiveness 

(Ez) 

Zone 

Outdoor  Air 
(Voz  =  Vbz  / 

Ez) 

Supply  Air 
Design 
(Vpz) 

Secotxiary 

Recirculated 

Air 

Outdoor  Air 

Fraction 
(Zp  =  Voz/ 
Vpz) 

1230A 

OFFICE 

130 

0.06 

8 

30 

4 

5 

20 

28 

1  ^ 

28 

100 

0 

0.280 

EXISTING  CONFERENCE 

980 

0.06 

59 

50 

49 

5 

245 

304 

1  ■' 

304 

1000 

0 

0.304 

EXISTING  OFFICE 

6172 

0.06 

370 

5 

31 

5 

155 

525 

1  ^ 

525 

3700 

0 

0.142 

Totals 

7282 

437 

84 

420 

857 

857 

4800 

0.304 

Do  not  utilize  Occupant  Diversity 
without  specific  approval  from  the 
Authority  Having  Jurisdiction 


Occupant  Diversity 

D  =  Ps/5!all  zones  Pz  Total  Required  Outdoor  Air 


I  o.sdo 


762 


Ey 

0.850 


Uncorrected  O.A. 

Vou  =  D  Xall  zones  RpPz  +  Xall  zones 

System  Population  (Ps) 

RaAz 

Percentage  of  Outdoor  Air 

Diversity  | 

1 

1  16%  1 

EZOF  1.0  IS  USED  BECAUSE  ALL  SKIN  LOADS  ARE  HANDLED  WITH  PERIMETER  HP'S.  INTERIOR  SYSTEM  IS  ALWAYS  AT  OR  BELOW  ZONE  TEMPERATURE. 


Method 


IMC  Chart 
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bluemoon  engineering 

2415  N.  Underwood  Street 
Arlington,  VA  22205-1951 
Phone: (703)  533-1122 


Client:  Inter-American  Foundation 
1331  Pennsylvania  Ave.,  NW 
Suite  1200  North 
Washington,  DC  20004 
Attn:  Ms.  Shayia  Summerhiii 


Project  Name:  1331  Pennsylvania  Ave.  -  lAF  Renovation 
BlueMoon  Project  Number:  2017079.00 
BlueMoon  Invoice  Number:  1712001 


February  16,  2018 


Project_ Description_ Fee 

1331  Pennsylvania  Ave  -  lAF  Renovation 

Engineering  Construction  Documents  $2,250.00 

Reimbursabies  $275.00 


Totai  Due  This  Invoice: 


$2,525.00 


IAF-18-0224-A-000325 


Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


September  26,  2017 
R04 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO326 


Our  only  promise... We  deliver! 


September  26,  2017 

Shayla  Summerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
THREE  THOUSAND  AND  EIETY-EOUR  DOLLARS  AND  ZERO  CENTS  ($43,054.00).  CCG 
regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help  your 
team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc;  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000327 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

17% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

25,500 

$ 

242.86 

70% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

1,061 

$ 

10.10 

3% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

1,836 

$ 

17.49 

5% 

Electrical 

$ 

530 

$ 

5.05 

1% 

Subtotal  Direct  Work 

$ 

36,241 

345 

100% 

General  Conditions  /  Overhead 

$ 

3,624 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,189 


TOTAL  CONSTRUCTION  COST 

$ 

43,054 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

44,345 
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IAF-18-0224-A-000328 


5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item 

Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 
by  owner  if  increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

25,500 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

Included  08900 

271 

warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

299 

warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

Page  1  of  2 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item 

Quantity 

Unit  Remarks 

327 

Division  12  -  Furnishings 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

349 

13850 

Fire  Alarm  &  Detection 

1  Allowance 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

1 

LS 

351 

Special  Construction  Subtotal 

$ 

1,061 

352 

364 

365 

Division  15  -  Mechanical 

369 

15300 

Fire  Protection  /  Suppression 

1  Allowance 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

376 

warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

1,836 

378 

379 

Division  16  -  Electrical 

384 

16510 

Interior  Lighting  -  Repositioning  existing  2  lights 
Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1 

LS 

389 

warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

530 

391 

392 

Direct  Work  Total 

$ 

36,241 

393 

394 

General  Conditions  /  Overhead 

$ 

3,624 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

3,189 

405 

TOTAL  CONSTRUCTION  COST 

$ 

43,054 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

44,345 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-04 
Project  No.  7102-33 


5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017.  No  additional  material  and/or  equipment  specifications  were 
available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

HVAC/Plumbinq 

CCG  excluded  any  HVAC  equipment  or  material  modification. 

CCG  included  an  allowance  for  sprinkle  work.  Please  include  some  contingency. 

Electrical 

CCG  excluded  any  fire  alarm  drawings  and  submittals.  Please  include  some  contingency. 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


June  28,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO332 


Our  only  promise... We  deliver! 


June  28,2017 

Shayla  Summerhill 

Inter-  Ameriean  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
ONE  THOUSAND  EOUR  HUNDRED  AND  EIETY  DOLLARS  AND  ZERO  CENTS  ($41,400.00) 
CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc;  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000333 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  wa  k  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 
by  owner  if  increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allow 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

240 

out,  warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

26,520 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

Included  08900 

271 

out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

299 

out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 
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IAF-18-0224-A-000334 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  #  Item 


Quantity  Unit  Remarks 


325  Equipment  Subtotal  $ 

326 

327  Division  12  -  Furnishings 

336  Furnishings  Subtotal  $ 

337 

338  Division  13  -  Special  Construction 

351  Special  Construction  Subtotal  $ 

352 

353  Division  14  -  Conveying  Systems 

363  Conveying  Systems  Subtotal  $ 

364 

365  Division  15  -  Mechanical 

377  Mechanical  Subtotal  $ 

378 

379  Division  16  -  Electrical 


384  16510  Interior  Lighting  -  Repositioning  existing  2  lights  1  LS 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

389  out,  warranties  1  LS  included 

390  Electrical  Subtotal  $ 

391 


392 

Direct  Work  Total 

$ 

33,833 

393 

394 

General  Conditions  /  Overhead 

$ 

3,383 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

2,977 

405 

TOTAL  CONSTRUCTION  COST 

$ 

40,194 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

41,400 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/28/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 


Owner:  Inter-American  Foundation 

Architect:  N/A 

CM  Firm:  N/A 

Project  Location: 
Project  Size: 
Const.  Period: 

NW,  D.C. 

105  SF 

3Q17 

System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

18% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

26,520 

$ 

252.57 

78% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

4% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

33,833 

322 

100% 

General  Conditions  /  Overhead 

$ 

3,383 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

2,977 

TOTAL  CONSTRUCTION  COST 

$ 

40,194 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

41,400 

Page  1  of  1 


IAF-18-0224-A-000336 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/28/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017. 
No  additional  material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was 
developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  July  19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 


Page  1  of  2 


IAF-18-0224-A-000341 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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IAF-18-0224-A-000345 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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ACORCf 


CERTIFICATE  OF  LIABILITY  INSURANCE 


DATE  (MM/DD/YYYY) 

10/3/2017 


THIS  CERTIFICATE  IS  ISSUED  AS  A  MATTER  OF  INFORMATION  ONLY  AND  CONFERS  NO  RIGHTS  UPON  THE  CERTIFICATE  HOLDER.  THIS 
CERTIFICATE  DOES  NOT  AFFIRMATIVELY  OR  NEGATIVELY  AMEND,  EXTEND  OR  ALTER  THE  COVERAGE  AFFORDED  BY  THE  POLICIES 
BELOW.  THIS  CERTIFICATE  OF  INSURANCE  DOES  NOT  CONSTITUTE  A  CONTRACT  BETWEEN  THE  ISSUING  INSURER(S),  AUTHORIZED 
REPRESENTATIVE  OR  PRODUCER,  AND  THE  CERTIFICATE  HOLDER. 


IMPORTANT:  If  the  certificate  holder  is  an  ADDITIONAL  INSURED,  the  policy(ies)  must  have  ADDITIONAL  INSURED  provisions  or  be  endorsed. 
If  SUBROGATION  IS  WAIVED,  subject  to  the  terms  and  conditions  of  the  policy,  certain  policies  may  require  an  endorsement.  A  statement  on 


PRODUCER 

HMS  Insurance  Associates,  Inc. 
20  Wight  Ave  Suite  300 
Hunt  VaiieyMD  21030 


NAME^^^  Darlene  Placek 

443-632-3399 

TA^.Nn.  443-632-3484 

Apr^FCK  dplacek@hmsia.com 

INSURER(S)  AFFORDING  COVERAGE 

NAIC# 

INSURER  A  Charter  Oak  Fire  ins.  Co. 

25615 

INSURER  B  The  Phoenix  Ins.  Co. 

25623 

INSURER  c  Travelers  Property  Casualty  Co.  of  America 

25674 

INSURER  D  Famiington  Casualty 

41483 

INSURER  E  The  Travelers  Indemnity  Co. 

25658 

INSURER  F 

INSURED 

Capitai  Construction  Group  LLC 
3321  12th  Street  NE 
Washington  DC  20017 


CAPiCON-01 


COVERAGES 


CERTIFICATE  NUMBER:  1145081983 


REVISION  NUMBER: 


THIS  IS  TO  CERTIFY  THAT  THE  POLICIES  OF  INSURANCE  LISTED  BELOW  HAVE  BEEN  ISSUED  TO  THE  INSURED  NAMED  ABOVE  FOR  THE  POLICY  PERIOD 
INDICATED.  NOTWITHSTANDING  ANY  REQUIREMENT,  TERM  OR  CONDITION  OF  ANY  CONTRACT  OR  OTHER  DOCUMENT  WITH  RESPECT  TO  WHICH  THIS 
CERTIFICATE  MAY  BE  ISSUED  OR  MAY  PERTAIN,  THE  INSURANCE  AFFORDED  BY  THE  POLICIES  DESCRIBED  HEREIN  IS  SUBJECT  TO  ALL  THE  TERMS, 
EXCLUSIONS  AND  CONDITIONS  OF  SUCH  POLICIES.  LIMITS  SHOWN  MAY  HAVE  BEEN  REDUCED  BY  PAID  CLAIMS. 

fRDDCfSDBRl  I  POLICY  ^F  I  TOUCY  EXP  r7.-.-ro 

WSD  WVD   POLICY  NUMBER  (MIWDD/YYYY)  (MM/DD/YYYY)  UMITS 


INSR 

LTR 


TYPE  OF  INSURANCE 


COMMERCIAL  GENERAL  LIABIUTY 
CLAIMS-MADE  cx;cuR 


CO7J05589A 


7/26/2017 


7/26/2018 


GENT.  AGGREGATE  L  MIT  APPLES  PER: 
POLICY  JECT  EZI  LOC 


OTHER: 


EACH  OCCURRENCE 
UAMAGE  lO  RENIED 

PREMISES  (Ea  occuiiBnce) 


*1,000,000 


*300,000 


MED  EXP  (Any  one  person) 


PERSONAL  &  ADV  INJURY 


GENERAL  AGGREGATE 


PRODUCTS  -  COMP/OP  AGG 


COMBINED  SINGLE  UMIT 

(Ea  accklenl) 


*5,000 


*1,000,000 


*2,000,000 


*2,000,000 


AUTOMOBILE  LIABIUTY 
ANY  AUTO 


BA7J057568 


7/26/2017 


7/26/2018 


*1,000,000 


BODILY  INJURY  (Per  person) 


OWNED 
AUTOS  ONLY 
HIRED 

AUTOS  ONLY 


SCHEDULED 
AUTOS 
NON-OWNED 
AUTOS  ONLY 


BODILY  INJURY  (Per  accident) 

PROPtHlY  DAMAGE 

(Per  accident) 


UMBRELLA  LIAB 
EXCESS  LIAB 


DED 


CUP7J060966 


7/26/2017 


7/26/2018 


EACH  OCCURRENCE 


$5,000,000 


CLAIMS-MADE 


AGGREGATE 


$5,000,000 


RETENTION  $10,000 


WORKERS  COMPENSATION 
AND  EMPLOYERS’  LIABIUTY 
ANY  PROPRIETOR/PARTNER/EXECUnVE 
OFFICER/MEMBER  EXCLUDED? 
(Mandatory  in  NH) 

If  yes.  describe  urxler 

DESCR  PTION  OF  OPERATIONS  below 


UB7J055213 


7/26/2017 


7/26/2018 


Y/N 


V  PER 
^  STATUTE 


OTH¬ 

ER 


MD/DC/VA 


N/A 


E.L  EACH  ACC  DENT 


*1,000,(X]0 


E.L  DISEASE  -  EA  EMPLOYEE 


*1,000,(X]0 


E.L  DISEASE  -  POLICY  LIMIT 


*1,000,(X)0 


Leased/Rented  Equip 


TBD 


7/26/2017 


7/26/2018 


Limit 


$10,000 


DESCRIPTION  OF  OPERATIONS  /  LOCATIONS  /  VEHICLES  (ACORD  101,  Additional  RemarKs  Schedule,  may  be  attached  if  more  space  is  required) 

1325-1331  Pennsylvania  Ave.,  NW,  Washington,  DC 

Nationai  Piace  -  Nationai  Piace  Lease  Company,  LLC;  Nationai  Piace  Land  Company,  LLC;  QDC  Property  Management,  inc.,  and 
Westdeutsche  ImmobiiienBank,  AG,  and  the  agents,  representatives,  officers,  directors,  and  empioyees  of  each  are  inciuded  as  additionai 
insureds  for  automobiie  iiability,  generai  iiabiiity  (for  on-going  and  compieted  operations),  and  umbreila  when  required  by  a  written  contract 
per  attached  endorsements.  Generai  Liabiitiy  and  Automobiie  Liabiiity  are  written  on  a  primary  and  noncontributory  basis.  Waiver  of 
subrogation  in  favor  of  the  additionai  insured  inciuded  under  the  generai  iiabiitiy,  automobiie  iiabiity,  umbreiia  and  workers  compensation  per 
attached  endorsements. 


CERTIFICATE  HOLDER 

CANCELLATION 

National  Place  Lease  Company,  LLC 
do  Ebix  BPO 

PO  Box  12010-44 

Hemet  CA  92546-8010 

SHOULD  ANY  OF  THE  ABOVE  DESCRIBED  POLICIES  BE  CANCELLED  BEFORE 
THE  EXPIRATION  DATE  THEREOF,  NOTICE  WILL  BE  DELIVERED  IN 
ACCORDANCE  WITH  THE  POLICY  PROVISIONS. 

AUTHORIZED  REPRESENTATIVE 

1 
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COMMERCIAL  AUTO 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BUSINESS  AUTO  EXTENSION  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  foliowing: 
BUSINESS  AUTO  COVERAGE  FORM 


GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  the  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  BROAD  FORM  NAMED  INSURED 

B.  BLANKET  ADDITIONAL  INSURED 

C.  EMPLOYEE  HIRED  AUTO 

D.  EMPLOYEES  AS  INSURED 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 


H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

J.  PERSONAL  PROPERTY 

K.  AIRBAGS 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

M.  BLANKET  WAIVER  OF  SUBROGATION 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 


PROVISIONS 

A.  BROAD  FORM  NAMED  INSURED 

The  following  is  added  to  Paragraph  A.I.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  organization  you  newly  acquire  or  form  dur¬ 
ing  the  policy  period  over  which  you  maintain 
50%  or  more  ownership  interest  and  that  is  not 
separately  insured  for  Business  Auto  Coverage. 
Coverage  under  this  provision  is  afforded  only  un¬ 
til  the  180th  day  after  you  acquire  or  form  the  or¬ 
ganization  or  the  end  of  the  policy  period,  which¬ 
ever  is  earlier. 

B.  BLANKET  ADDITIONAL  INSURED 

The  following  is  added  to  Paragraph  c.  in  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

Any  person  or  organization  who  is  required  under 
a  written  contract  or  agreement  between  you  and 
that  person  or  organization,  that  is  signed  and 
executed  by  you  before  the  "bodily  injury"  or 
"property  damage"  occurs  and  that  is  in  effect 
during  the  policy  period,  to  be  named  as  an  addi¬ 
tional  insured  is  an  "insured"  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 


this  insurance  applies  and  only  to  the  extent  that 
person  or  organization  qualifies  as  an  "insured" 
under  the  Who  Is  An  Insured  provision  contained 
in  Section  II. 

C,  EMPLOYEE  HIRED  AUTO 

1.  The  following  is  added  to  Paragraph  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COV¬ 
ERED  AUTOS  LIABILITY  COVERAGE: 

An  "employee"  of  yours  is  an  "insured"  while 
operating  an  "auto"  hired  or  rented  under  a 
contract  or  agreement  in  an  "employee's" 
name,  with  your  permission,  while  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 

2.  The  following  replaces  Paragraph  b.  in  B.5., 
Other  Insurance,  of  SECTION  IV  -  BUSI¬ 
NESS  AUTO  CONDITIONS: 

b.  For  Hired  Auto  Physical  Damage  Cover¬ 
age,  the  following  are  deemed  to  be  cov¬ 
ered  "autos"  you  own: 

(1)  Any  covered  "auto"  you  lease,  hire, 
rent  or  borrow;  and 

(2)  Any  covered  "auto"  hired  or  rented  by 
your  "employee"  under  a  contract  in 
an  "employee's"  name,  with  your 
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COMMERCIAL  AUTO 


permission,  while  performing  duties 
related  to  the  conduct  of  your  busi¬ 
ness. 

However,  any  "auto"  that  is  leased,  hired, 
rented  or  borrowed  with  a  driver  is  not  a 
covered  "auto". 

D.  EMPLOYEES  AS  INSURED 

The  following  is  added  to  Paragraph  A.1.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  "employee"  of  yours  is  an  "insured"  while  us¬ 
ing  a  covered  "auto"  you  don’t  own,  hire  or  borrow 
in  your  business  or  your  personal  affairs. 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

1.  The  following  replaces  Paragraph  A.2.a.(2), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(2)  Up  to  $3,000  for  cost  of  bail  bonds  (in¬ 
cluding  bonds  for  related  traffic  law  viola¬ 
tions)  required  because  of  an  "accident" 
we  cover.  We  do  not  have  to  furnish 
these  bonds. 

2.  The  following  replaces  Paragraph  A.2.a.(4), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(4)  All  reasonable  expenses  incurred  by  the 
"insured"  at  our  request,  including  actual 
loss  of  earnings  up  to  $500  a  day  be¬ 
cause  of  time  off  from  work. 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

The  following  replaces  Subparagraph  (5)  in  Para¬ 
graph  B.7.,  Policy  Period,  Coverage  Territory, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

(5)  Anywhere  in  the  world,  except  any  country  or 
jurisdiction  while  any  trade  sanction,  em¬ 
bargo,  or  similar  regulation  imposed  by  the 
United  States  of  America  applies  to  and  pro¬ 
hibits  the  transaction  of  business  with  or 
within  such  country  or  jurisdiction,  for  Cov¬ 
ered  Autos  Liability  Coverage  for  any  covered 
"auto"  that  you  lease,  hire,  rent  or  borrow 
without  a  driver  for  a  period  of  30  days  or  less 
and  that  is  not  an  "auto"  you  lease,  hire,  rent 
or  borrow  from  any  of  your  "employees", 
partners  (if  you  are  a  partnership),  members 
(if  you  are  a  limited  liability  company)  or 
members  of  their  households. 


(a)  With  respect  to  any  claim  made  or  "suit" 
brought  outside  the  United  States  of 
America,  the  territories  and  possessions 
of  the  United  States  of  America,  Puerto 
Rico  and  Canada: 

(i)  You  must  arrange  to  defend  the  "in¬ 
sured"  against,  and  investigate  or  set¬ 
tle  any  such  claim  or  "suit"  and  keep 
us  advised  of  all  proceedings  and  ac¬ 
tions. 

(il)  Neither  you  nor  any  other  involved 
"insured"  will  make  any  settlement 
without  our  consent. 

(iii)  We  may,  at  our  discretion,  participate 
in  defending  the  "insured"  against,  or 
in  the  settlement  of,  any  claim  or 
"suit". 

(iv)  We  will  reimburse  the  "insured"  for 
sums  that  the  "insured"  legally  must 
pay  as  damages  because  of  "bodily 
injury"  or  "property  damage"  to  which 
this  insurance  applies,  that  the  "in¬ 
sured"  pays  with  our  consent,  but 
only  up  to  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE. 

(v)  We  will  reimburse  the  "insured"  for 
the  reasonable  expenses  incurred 
with  our  consent  for  your  investiga¬ 
tion  of  such  claims  and  your  defense 
of  the  "insured"  against  any  such 
"suit",  but  only  up  to  and  included 
within  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE,  and  not  in 
addition  to  such  limit.  Our  duty  to 
make  such  payments  ends  when  we 
have  used  up  the  applicable  limit  of 
insurance  in  payments  for  damages, 
settlements  or  defense  expenses. 

(b)  This  insurance  is  excess  over  any  valid 
and  collectible  other  insurance  available 
to  the  "insured"  whether  primary,  excess, 
contingent  or  on  any  other  basis. 

(c)  This  insurance  is  not  a  substitute  for  re¬ 
quired  or  compulsory  insurance  in  any 
country  outside  the  United  States,  its  ter¬ 
ritories  and  possessions,  Puerto  Rico  and 
Canada. 
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You  agree  to  maintain  all  required  or 
compulsory  insurance  in  any  such  coun¬ 
try  up  to  the  minimum  limits  required  by 
local  law.  Your  failure  to  comply  with 
compulsory  insurance  requirements  will 
not  invalidate  the  coverage  afforded  by 
this  policy,  but  we  wiil  oniy  be  liable  to  the 
same  extent  we  would  have  been  liable 
had  you  complied  with  the  compulsory  in¬ 
surance  requirements. 

(d)  It  is  understood  that  we  are  not  an  admit¬ 
ted  or  authorized  insurer  outside  the 
United  States  of  America,  its  territories 
and  possessions,  Puerto  Rico  and  Can¬ 
ada.  We  assume  no  responsibility  for  the 
furnishing  of  certificates  of  insurance,  or 
for  compliance  in  any  way  with  the  laws 
of  other  countries  relating  to  insurance. 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 

The  following  is  added  to  Paragraph  D.,  Deducti¬ 
ble,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

No  deductible  for  a  covered  "auto”  will  apply  to 
glass  damage  if  the  glass  is  repaired  rather  than 
replaced. 

H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

The  following  replaces  the  last  sentence  of  Para¬ 
graph  A.4.b.,  Loss  Of  Use  Expenses,  of  SEC¬ 
TION  ill  -  PHYSICAL  DAMAGE  COVERAGE; 

However,  the  most  we  will  pay  for  any  expenses 
for  loss  of  use  is  $65  per  day,  to  a  maximum  of 
$750  for  any  one  "accident". 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

The  following  replaces  the  first  sentence  in  Para¬ 
graph  A.4.a.,  Transportation  Expenses,  of 
SECTION  III  -  PHYSICAL  DAMAGE  COVER¬ 
AGE; 

We  will  pay  up  to  $50  per  day  to  a  maximum  of 
$1 ,500  for  temporary  transportation  expense  in¬ 
curred  by  you  because  of  the  total  theft  of  a  cov¬ 
ered  "auto"  of  the  private  passenger  type. 

J.  PERSONAL  PROPERTY 

The  following  is  added  to  Paragraph  A.4.,  Cover¬ 
age  Extensions,  of  SECTION  III  -  PHYSICAL 
DAMAGE  COVERAGE: 

Personal  Property 

We  will  pay  up  to  $400  for  "loss"  to  wearing  ap¬ 
parel  and  other  personal  property  which  is: 

(1)  Owned  by  an  "insured";  and 


(2)  In  or  on  your  covered  "auto". 

This  coverage  applies  only  in  the  event  of  a  total 
theft  of  your  covered  "auto". 

No  deductibles  apply  to  this  Personal  Property 
coverage. 

K.  AIRBAGS 

The  follovwng  is  added  to  Paragraph  B.3.,  Exclu¬ 
sions,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

Exclusion  3.a.  does  not  apply  to  "loss"  to  one  or 
more  airbags  in  a  covered  "auto"  you  own  that  in¬ 
flate  due  to  a  cause  other  than  a  cause  of  "loss" 
set  forth  in  Paragraphs  A.1,b.  and  A.1.C.,  but 
only; 

a.  If  that  "auto"  is  a  covered  "auto"  for  Compre¬ 
hensive  Coverage  under  this  policy; 

b.  The  airbags  are  not  covered  under  any  war¬ 
ranty;  and 

c.  The  airbags  were  not  intentionally  inflated. 

We  will  pay  up  to  a  maximum  of  $1,000  for  any 
one  "loss". 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

The  following  is  added  to  Paragraph  A.2.a.,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 

Your  duty  to  give  us  or  our  authorized  representa¬ 
tive  prompt  notice  of  the  "accident"  or  "loss"  ap¬ 
plies  only  when  the  "accident"  or  "loss"  is  known 
to: 

(a)  You  (if  you  are  an  individual); 

(b)  A  partner  (if  you  are  a  partnership); 

(c)  A  member  (if  you  are  a  limited  liability  com¬ 
pany); 

(d)  An  executive  officer,  director  or  insurance 
manager  (if  you  are  a  corporation  or  other  or¬ 
ganization);  or 

(e)  Any  "employee"  authorized  by  you  to  give  no¬ 
tice  of  the  "accident"  or  "loss". 

M.  BLANKET  WAIVER  OF  SUBROGATION 

The  follo\wing  replaces  Paragraph  A.5.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

5.  Transfer  Of  Rights  Of  Recovery  Against 
Others  To  Us 

We  waive  any  right  of  recovery  we  may  have 
against  any  person  or  organization  to  the  ex¬ 
tent  required  of  you  by  a  written  contract 
signed  and  executed  prior  to  any  "accident" 
or  "loss",  provided  that  the  "accident"  or  "loss" 
arises  out  of  operations  contemplated  by 
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such  contract.  The  waiver  applies  only  to  the 
person  or  organization  designated  in  such 
contract. 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 

The  following  is  added  to  Paragraph  B.2.,  Con¬ 
cealment,  Misrepresentation,  Or  Fraud,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 


The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  given  by  you  shall  not 
prejudice  your  rights  under  this  insurance.  Ho\w- 
ever  this  provision  does  not  affect  our  right  to  col¬ 
lect  additional  premium  or  exercise  our  right  of 
cancellation  or  non-renewal. 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BLANKET  ADDITIONAL  INSURED  -  PRIMARY  AND 
NON-CONTRIBUTORY  WITH  OTHER  INSURANCE 


This  endorsement  modifies  insurance  provided  under  the  following; 
.  BUSINESS  AUTO  COVERAGE  FORM 

PROVISIONS 


1.  The  following  is  added  to  Paragraph  A.1.C.,  Who 
Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

This  includes  any  person  or  organization  who  you 
are  required  under  a  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  to  name 
as  an  additional  insured  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 
this  insurance  applies  and  only  to  the  extent  of 
that  person's  or  organization's  liability  for  the 
conduct  of  another  "insured". 


oS^^S 


2.  The  following  is  added  to  Paragraph  B.5.,  Other 
Insurance  of  SECTION  IV  -  BUSINESS  AUTO 
CONDITIONS: 

Regardless  of  the  provisions  of  paragraph  a.  and 
paragraph  d.  of  this  part  5.  Other  Insurance,  this 
insurance  is  primary  to  and  non-contributory  with 
applicable  other  insurance  under  which  an 
additional  insured  person  or  organization  is  the 
first  named  insured  when  the  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  requires 
this  insurance  to  be  primary  and  non-contributory. 
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COMMERCIAL  GENERAL  LIABILITY 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY 


BLANKET  ADDITIONAL  INSURED 
(CONTRACTORS) 


This  endorsement  modifies  insurance  provided  under  the  following: 
COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 


1.  WHO  IS  AN  INSURED  -  (Section  II)  is  amended 
to  include  any  person  or  organization  that  you 
agree  in  a  "written  contract  requiring  insurance" 
to  include  as  an  additional  insured  on  this  Cover¬ 
age  Part,  but: 

a)  Only  with  respect  to  liability  for  'bodily  injury", 
"property  damage"  or  "personal  injury";  and 

b)  If,  and  only  to  the  extent  that,  the  injury  or 
damage  is  caused  by  acts  or  omissions  of 
you  or  your  subcontractor  in  the  performance 
of  "your  work"  to  which  the  "written  contract 
requiring  insurance"  applies.  The  person  or 
organization  does  not  qualify  as  an  additional 
insured  with  respect  to  the  independent  acts 
or  omissions  of  such  person  or  organization. 

2.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  limited  as  follows: 

a)  In  the  event  that  the  Limits  of  Insurance  of 
this  Coverage  Part  shown  in  the  Declarations 
exceed  the  limits  of  liability  required  by  the 
"written  contract  requiring  insurance",  the  in¬ 
surance  provided  to  the  additional  insured 
shall  be  limited  to  the  limits  of  liability  re¬ 
quired  by  that  'Vvritten  contract  requiring  in¬ 
surance".  This  endorsement  shall  not  in¬ 
crease  the  limits  of  insurance  described  in 
Section  III  —  Limits  Of  Insurance. 

b)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury",  "prop¬ 
erty  damage"  or  "personal  injury"  arising  out 
of  the  rendering  of,  or  failure  to  render,  any 
professional  architectural,  engineering  or  sur¬ 
veying  services,  including: 

i.  The  preparing,  approving,  or  failing  to 
prepare  or  approve,  maps,  shop  draw¬ 
ings,  opinions,  reports,  surveys,  field  or¬ 
ders  or  change  orders,  or  the  preparing, 
approving,  or  failing  to  prepare  or  ap¬ 
prove,  drawings  and  specifications;  and 

ii.  Supervisory,  inspection,  architectural  or 
engineering  activities. 


c)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury"  or 
"property  damage"  caused  >  by  "your  work" 
and  included  in  the  "products-completed  op¬ 
erations  hazard"  unless  the  "written  contract 
requiring  insurance"  specifically  requires  you 
to  provide  such  coverage  for  that  additional 
insured,  and  then  the  insurance  provided  to 
the  additional  insured  applies  only  to  such 
'bodily  injury"  or  "property  damage"  that  oc¬ 
curs  before  the  end  of  the  period  of  time  for 
which  the  "written  contract  requiring,  insur¬ 
ance"  requires  you  to  provide  such  coverage 
or  the  end  of  the  policy  period, whichever  is 
earlier. 

3.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  excess  over  any  valid  and 
collectible  "other  insurance",  whether  primary, 
excess,  contingent  or  on  any  other  basis,  that  is 
available  to  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  if  the 
"written  contract  requiring  insurance"  specifically 
requires  that  this  insurance  apply  on  a  primary 
basis  or  a  primary  and  non-contributory  basis, 
this  insurance  is  primary  to  "other  insurance" 
available  to  the  additional  insured  which  covers 
that  person  or  organization  as  a  named  insured 
for  such  loss,  and  we  will  not  share  with  that 
"other  insurance".  But  the  insurance  provided  to 
the  additional  insured  by  this  endorsement  still  is 
excess  over  any  valid  and  collectible  "other  in¬ 
surance",  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  the  addi¬ 
tional  insured  when  that  person  or  organization  is 
an  additional  insured  under  such  "other  insur¬ 
ance". 

4.  As  a  condition  of  coverage  provided  to  the 
additional  insured  by  this  endorsement: 

a)  The  additional  insured  must  give  us  written 
notice  as  soon  as  practicable  of  an  "occur¬ 
rence"  or  an  offense  which  may  result  in  a 
claim.  To  the  extent  possible,  such  notice 
should  include: 
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i.  How,  when  and  where  the  "occurrence" 
or  offense  took  place; 

ii.  The  names  and  addresses  of  any  injured 
persons  and  witnesses;  and 

iii.  The  nature  and  tocation  of  any  injury  or 
damage  arising  out  of  the  "occurrence"  or 
offense. 

b)  If  a  claim  is  made  or  "suit"  is  brought  against 
the  additional  insured,  the  additional  insured 
must: 

i.  Immediately  record  the  specifics  of  the 
claim  or  "suit"  and  the  date  received;  and 

ii.  Notify  us  as  soon  as  practicable. 

The  additional  insured  must  see  to  it  that  we 
receive  written  notice  of  the  claim  or  "suit"  as 
soon  as  practicable. 

c)  The  additional  insured  must  immediately 
send  us  copies  of  all  legal  papers  received  in 
connection  with  the  claim  or  "suit",  cooperate 
with  us  in  the  investigation  or  settlement  of 
the  claim  or  defense  against  the  "suit",  and 
othen/vise  comply  with  all  policy  conditions. 

d)  The  additional  insured  must  tender  the  de¬ 
fense  and  indemnity  of  any  claim  or  "suit"  to 


any  provider  of  "other  insurance"  which  would 
cover  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  this 
condition  does  not  affect  whether  the  insur¬ 
ance  provided  to  the  additional  insured  by 
this  endorsement  is  primary  to  "other  insur¬ 
ance"  available  to  the  additional  insured 
which  covers  that  person  or  organization  as  a 
named  insured  as  described  in  paragraph  3. 
above. 

5.  The  following  definition  is  added  to  SECTION  V. 

-DEFINITIONS: 

"Written  contract  requiring  insurance"  means 
that  part  of  any  written  contract  or  agreement 
under  which  you  are  required  to  include  a 
person  or  organization  as  an  additional  in¬ 
sured  on  this  Coverage  Part,  provided  that 
the  'bodily  injury"  and  "property  damage"  oc¬ 
curs  and  the  "personal  injury"  is  caused  by  an 
offense  committed: 

a.  After  the  signing  and  execution  of  the 
contract  or  agreement  by  you; 

b.  While  that  part  of  the  contract  or 
agreement  is  in  effect;  and 

c.  Before  the  end  of  the  policy  period. 


GHT 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 


CONTRACTORS  XTEND  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  follo\wing: 

COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 

GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  this  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  Aircraft  Chartered  With  Pilot 

B.  Damage  To  Premises  Rented  To  You 

C.  Increased  Supplementary  Payments 

D.  Incidental  Medical  Malpractice 

E.  Who  Is  An  Insured  -  Newly  Acquired  Or  Formed 
Organizations 

F.  Who  Is  An  Insured  -  Broadened  Named  Insured 
-  Unnamed  Subsidiaries 

G.  Blanket  Additional  Insured  -  Owners,  Managers 
Or  Lessors  Of  Premises 

PROVISIONS 

A.  AIRCRAFT  CHARTERED  WITH  PILOT 

The  following  is  added  to  Exclusion  g.,  Aircraft, 
Auto  Or  Watercraft,  in  Paragraph  2.  of  SECTION 
I  -  COVERAGES  -  COVERAGE  A  BODILY  IN¬ 
JURY  AND  PROPERTY  DAMAGE  LIABILITY: 

This  exclusion  does  not  apply  to  an  aircraft  that 
is: 

(a)  Chartered  with  a  pilot  to  any  insured; 

(b)  Not  owned  by  any  insured;  and 

(c)  Not  being  used  to  carry  any  person  or  prop¬ 
erty  for  a  charge. 

B.  DAMAGE  TO  PREMISES  RENTED  TO  YOU 

1.  The  first  paragraph  of  the  exceptions  in  Ex¬ 
clusion  j..  Damage  To  Property,  in  Para¬ 
graph  2.  of  SECTION  I  -  COVERAGES  - 
COVERAGE  A  BODILY  INJURY  AND 
PROPERTY  DAMAGE  LIABILITY  is  deleted. 

2.  The  following  replaces  the  last  paragraph  of 
Paragraph  2.,  Exclusions,  of  SECTION  I  - 
COVERAGES  -  COVERAGE  A.  BODILY 
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H.  Blanket  Additional  Insured  -  Lessors  Of  Leased 
Equipment 

I.  Blanket  Additional  Insured  -  States  Or  Political 
Subdivisions  -  Permits 

J.  Knowledge  And  Notice  Of  Occurrence  Or  Offense 

K.  Unintentional  Omission 

L.  Blanket  Waiver  Of  Subrogation 

M.  Amended  Bodily  Injury  Definition 

N.  Contractual  Liability  -  Railroads 


INJURY  AND  PROPERTY  DAMAGE  LI¬ 
ABILITY: 

Exclusions  c.  and  g.  through  n.  do  not  apply 
to  "premises  damage".  Exclusion  f.(1){a) 
does  not  apply  to  "premises  damage"  caused 
by: 

a.  Fire; 

b.  Explosion; 

c.  Lightning; 

d.  Smoke  resulting  from  such  fire,  explosion, 
or  lightning;  or 

e.  Water; 

unless  Exclusion  f.  of  Section  I  -  Coverage  A 
-  Bodily  Injury  And  Property  Damage  Liability 
is  replaced  by  another  endorsement  to  this 
Coverage  Part  that  has  Exclusion  -  All  Pollu¬ 
tion  Injury  Or  Damage  or  Total  Pollution  Ex¬ 
clusion  in  its  title. 

A  separate  limit  of  insurance  applies  to 
"premises  damage"  as  described  in  Para¬ 
graph  6.  of  SECTION  III  -  LIMITS  OF  IN¬ 
SURANCE. 
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3.  The  following  replaces  Paragraph  6.  of  SEC¬ 
TION  III  -  LIMITS  OF  INSURANCE: 

Subject  to  5.  above,  the  Damage  To  Prem¬ 
ises  Rented  To  You  Limit  is  the  most  we  will 
pay  under  Coverage  A  for  damages  because 
of  "premises  damage"  to  any  one  premises. 
The  Damage  To  Premises  Rented  To  You 
Limit  will  apply  to  all  "property  damage" 
proximately  caused  by  the  same  "occur¬ 
rence",  whether  such  damage  results  from: 
fire;  explosion:  lightning;  smoke  resulting  from 
such  fire,  explosion,  or  lightning:  or  water;  or 
any  combination  of  any  of  these  causes. 

The  Damage  To  Premises  Rented  To  You 
Limit  will  be: 

a.  The  amount  shown  for  the  Damage  To 
Premises  Rented  To  You  Limit  on  the 
Declarations  of  this  Coverage  Part;  or 

b.  $300,000  if  no  amount  is  shown  for  the 
Damage  To  Premises  Rented  To  You 
Limit  on  the  Declarations  of  this  Coverage 
Part. 

4.  The  following  replaces  Paragraph  a.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

a.  A  contract  for  a  lease  of  premises.  How¬ 
ever,  that  portion  of  the  contract  for  a 
lease  of  premises  that  indemnifies  any 
person  or  organization  for  "premises 
damage"  is  not  an  "insured  contract": 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Premises  damage"  means  "properly  dam¬ 
age"  to: 

a.  Any  premises  while  rented  to  you  or  tem¬ 
porarily  occupied  by  you  with  permission 
of  the  owner;  or 

b.  The  contents  of  any  premises  while  such 
premises  is  rented  to  you,  if  you  rent  such 
premises  for  a  period  of  seven  or  fewer 
consecutive  days. 

6.  The  following  replaces  Paragraph  4.b.(1)(b) 
of  SECTION  IV  -  COMMERCIAL  GENERAL 
LIABILITY  CONDITIONS: 

(b)  That  is  insurance  for  "premises  damage": 
or 

7.  Paragraph  4.b.(1){c)  of  SECTION  IV  - 
COMMERCIAL  GENERAL  LIABILITY  CON¬ 
DITIONS  is  deleted. 


C.  INCREASED  SUPPLEMENTARY  PAYMENTS 

1.  The  following  replaces  Paragraph  1.b.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGE: 

b.  Up  to  $2,500  for  the  cost  of  bail  bonds 
required  because  of  accidents  or  traffic 
law  violations  arising  out  of  the  use  of  any 
vehicle  to  which  the  Bodily  Injury  Liability 
Coverage  applies.  We  do  not  have  to  fur¬ 
nish  these  tx)nds. 

2.  The  following  replaces  Paragraph  l.d.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGES: 

d.  All  reasonable  expenses  incurred  by  the 
insured  at  our  request  to  assist  us  in  the 
investigation  or  defense  of  the  claim  or 
"suit",  including  actual  loss  of  earnings  up 
to  $500  a  day  because  of  time  off  from 
work. 

D.  INCIDENTAL  MEDICAL  MALPRACTICE 

1.  The  following  is  added  to  the  definition  of  "oc¬ 
currence"  in  the  DEFINITIONS  Section: 

"Occurrence"  also  means  an  act  or  omission 
committed  in  providing  or  failing  to  provide 
"incidental  medical  services",'  first  aid  or 
"Good  Samaritan  services"  to  a  person. 

2.  The  following  is  added  to  Paragraph  2.a.{1)  of 
SECTION  II  -  WHO  IS  AN  INSURED: 

Paragraph  (1)(d)  above  does  not  apply  to 
"bodily  injury"  arising  out  of  providing  or  fail¬ 
ing  to  provide: 

(i)  "Incidental  medical  services"  by  any  of 
your  "employees"  who  is  a  nurse  practi¬ 
tioner,  registered  nurse,  licensed  practical 
nurse,  nurse  assistant,  emergency  medi¬ 
cal  technician  or  paramedic;  or 

(ii)  First  aid  or  "Good  Samaritan  services"  by 
any  of  your  "employees"  or  "volunteer 
workers",  other  than  an  employed  or  vol¬ 
unteer  doctor.  Any  such  "employees”  or 
"volunteer  workers"  providing  or  failing  to 
provide  first  aid  or  "Good  Samaritan  ser¬ 
vices"  during  their  work  hours  for  you  will 
be  deemed  to  be  acting  within  the  scope 
of  their  employment  by  you  or  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 


AM 
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3.  The  following  is  added  to  Paragraph  5.  of 

SECTION  III  -  LIMITS  OF  INSURANCE: 

For  the  purposes  of  determining  the  applica¬ 
ble  Each  Occurrence  Limit,  all  related  acts  or 
omissions  committed  in  providing  or  failing  to 
provide  "incidental  medical  services",  first  aid 
or  "Good  Samaritan  services"  to  any  one  per¬ 
son  will  be  deemed  to  be  one  "occurrence". 

4.  The  following  exclusion  is  added  to  Para¬ 
graph  2.,  Exclusions,  of  SECTION  I  -  COV¬ 
ERAGES  -  COVERAGE  A  BODILY  INJURY 
AND  PROPERTY  DAMAGE  LIABILITY; 

Sale  Of  Pharmaceuticals 

"Bodily  injury"  or  "property  damage"  arising 
out  of  the  willful  violation  of  a  penal  statute  or 
ordinance  relating  to  the  sale  of  pharmaceuti¬ 
cals  committed  by,  or  with  the  knowledge  or 
consent  of,  the  insured. 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Incidental  medical  services"  means; 

a.  Medical,  surgical,  dental,  laboratory,  x-ray 
or  nursing  service  or  treatment,  advice  or 
instruction,  or  the  related  furnishing  of 
food  or  beverages;  or 

b.  The  furnishing  or  dispensing  of  drugs  or 
medical,  dental,  or  surgical  supplies  or 
appliances. 

"Good  Samaritan  services"  means  any  emer¬ 
gency  medical  services  for  which  no  compen¬ 
sation  is  demanded  or  received. 

6.  The  following  is  added  to  Paragraph  4.b.,  Ex¬ 
cess  Insurance,  of  SECTION  IV  -  COM¬ 
MERCIAL  GENERAL  LIABILITY  CONDI¬ 
TIONS; 

The  insurance  is  excess  over  any  valid  and 
collectible  other  insurance  available  to  the  in¬ 
sured,  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  any  of 
your  "employees"  or  "volunteer  workers"  for 
"bodily  injury"  that  arises  out  of  providing  or 
failing  to  provide  "incidental  medical  ser¬ 
vices",  first  aid  or  "Good  Samaritan  services" 
to  any  person  to  the  extent  not  subject  to 
Paragraph  2.a.(1)  of  Section  II  -  Who  Is  An 
Insured. 

E.  WHO  IS  AN  INSURED  -  NEWLY  ACQUIRED 
OR  FORMED  ORGANIZATIONS 

The  following  replaces  Paragraph  4.  of  SECTION 
II -WHO  IS  AN  INSURED: 


4.  Any  organization  you  newly  acquire  or  form, 
other  than  a  partnership,  joint  venture  or  lim¬ 
ited  liability  company,  of  which  you  are  the 
sole  owner  or  in  which  you  maintain  the  ma¬ 
jority  ownership  interest,  will  qualify  as  a 
Named  Insured  if  there  is  no  other  insurance 
which  provides  similar  coverage  to  that  or¬ 
ganization.  However; 

a.  Coverage  under  this  provision  is  afforded 
only; 

(1)  Until  the  180th  day  after  you  acquire  or 
form  the  organization  or  the  end  of  the 
policy  period,  whichever  is  earlier,  if  you 
do  not  report  such  organization  in  writing 
to  us  within  180  days  after  you  acquire  or 
form  it;  or 

(2)  Until  the  end  of  the  policy  period,  when 
that  date  is  later  than  180  days  after  you 
acquire  or  form  such  organization,  if  you 
report  such  organization  in  writing  to  us 
within  180  days  after  you  acquire  or  form 
it,  and  we  agree  in  writing  that  it  will  con¬ 
tinue  to  be  a  Named  Insured  until  the  end 
of  the  policy  period; 

b.  Coverage  A  does  not  apply  to  "bodily  injury" 
or  "property  damage"  that  occurred  before 
you  acquired  or  formed  the  organization;  and 

c.  Coverage  B  does  not  apply  to  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  an 
offense  committed  before  you  acquired  or 
formed  the  organization. 

F.  WHO  IS  AN  INSURED  -  BROADENED  NAMED 
INSURED  -  UNNAMED  SUBSIDIARIES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  of  your  subsidiaries,  other  than  a  partnership, 
joint  venture  or  limited  liability  company,  that  is 
not  shown  as  a  Named  Insured  in  the  Declara¬ 
tions  is  a  Named  Insured  if  you  maintain  an  own¬ 
ership  interest  of  more  than  50%  in  such  subsidi¬ 
ary  on  the  first  day  of  the  policy  period. 

No  such  subsidiary  is  an  insured  for  "bodily  injury" 
or  "property  damage"  that  occurred,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  committed  after  the  date,  if  any.  during  the 
policy  period,  that  you  no  longer  maintain  an 
ownership  interest  of  more  than  50%  in  such  sub¬ 
sidiary. 
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G.  BLANKET  ADDITIONAL  INSURED  -  OWNERS, 
MANAGERS  OR  LESSORS  OF  PREMISES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  a  premises 
owner,  manager  or  lessor  and  that  you  have 
agreed  in  a  written  contract  or  agreement  to  in¬ 
clude  as  an  additional  insured  on  this  Coverage 
Part  is  an  insured,  but  only  with  respect  to  liability 
for  "bodily  injury",  "property  damage",  "personal 
injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Arises  out  of  the  ownership,  maintenance  or 
use  of  that  part  of  any  premises  leased  to 
you. 

The  insurance  provided  to  such  premises  owner, 
manager  or  lessor  is  subject  to  the  following  pro¬ 
visions: 

a.  The  limits  of  insurance  provided  to  such 

>  premises  owner,  manager  or  lessor  will  be 

the  minimum  limits  which  you  agreed  to  pro¬ 
vide  in  the  written  contract  or  agreement,  or 
the  limits  shown  on  the  Declarations,  which- 
*  ever  are  less. 

b.  The  insurance  provided  to  such  premises 

<  owner,  manager  or  lessor  does  not  apply  to: 

(1)  Any  "bodily  injury"  or  "property  damage" 
that  occurs,  or  "personal  injury"  or  "adver¬ 
tising  injury"  caused  by  an  offense  that  is 
committed,  after  you  cease  to  be  a  tenant 
in  that  premises:  or 

(2)  Structural  alterations,  new  construction  or 
demolition  operations  performed  by  or  on 
behalf  of  such  premises  owner,  lessor  or 
manager. 

c.  The  insurance  provided  to  such  premises 
owner,  manager  or  lessor  is  excess  over  any 
valid  and  collectible  other  insurance  available 
to  such  premises  owner,  manager  or  lessor, 
whether  primary,  excess,  contingent  or  on 
any  other  basis,  unless  you  have  agreed  in 
the  written  contract  or  agreement  that  this  in¬ 
surance  must  be  primary  to,  or  non¬ 
contributory  with,  such  other  insurance,  in 
which  case  this  insurance  will  be  primary  to, 
and  non-contributory  with,  such  other  insur¬ 
ance. 

AMEF 

pv  Page  4  of  6  ;ht 


H.  BLANKET  ADDITIONAL  INSURED  -  LESSORS 
OF  LEASED  EQUIPMENT 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  an  equipment 
lessor  and  that  you  have  agreed  in  a  written  con¬ 
tract  or  agreement  to  include  as  an  insured  on 
this  Coverage  Part  is  an  insured,  but  only  with  re¬ 
spect  to  liability  for  "bodily  injury",  "property  dam¬ 
age",  "personal  injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Is  caused,  in  whole  or  in  part,  by  your  acts  or 
omissions  in  the  maintenance,  operation  or 
use  of  equipment  leased  to  you  by  such 
equipment  lessor. 

The  insurance  provided  to  such  equipment  lessor 
is  subject  to  the  following  provisions: 

a.  The  limits  of  insurance  provided  to  such 
equipment  lessor  will  be  the  minimum  limits 
which  you  agreed  to  provide  in  the  written 
contract  or  agreement,  or  the  limits  shown  on 
the  Declarations,  whichever  are  less. 

b.  The  insurance  provided  to  such  equipment 
lessor  does  not  apply  to  any  "bodily  injury"  or 
"property  damage"  that  occurs,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  that  is  committed,  after  the  equipment 
lease  expires. 

c.  The  insurance  provided  to  such  equipment 
lessor  is  excess  over  any  valid  and  collectible 
other  insurance  available  to  such  equipment 
lessor,  whether  primary,  excess,  contingent 
or  on  any  other  basis,  unless  you  have 
agreed  in  the  written  contract  or  agreement 
that  this  insurance  must  be  primary  to,  or 
non-contributory  with,  such  other  insurance, 
in  which  case  this  insurance  will  be  primary 
to,  and  non-contributory  with,  such  other  in¬ 
surance. 

I.  BLANKET  ADDITIONAL  INSURED  -  STATES 
OR  POLITICAL  SUBDIVISIONS  -  PERMITS 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  state  or  political  subdivision  that  has  issued  a 
permit  in  connection  with  operations  performed  by 
you  or  on  your  behalf  and  that  you  are  required 
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by  any  ordinance,  law  or  building  code  to  include 
as  an  additional  insured  on  this  Coverage  Part  is 
an  insured,  but  only  with  respect  to  liability  for 
"bodily  injury",  "property  damage",  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  such  op¬ 
erations. 

The  insurance  provided  to  such  state  or  political 
subdivision  does  not  apply  to: 

a.  Any  "bodily  injury,"  "property  damage,"  "per¬ 
sonal  injury"  or  "advertising  injury"  arising  out 

^  of  operations  performed  for  that  state  or  po¬ 

litical  subdivision;  or 

b.  Any  "bodily  injury"  or  "property  damage"  in¬ 
cluded  in  the  "products-completed  operations 

,  hazard". 

J.  KNOWLEDGE  AND  NOTICE  OF  OCCUR¬ 
RENCE  OR  OFFENSE 

The  following  is  added  to  Paragraph  2.,  Duties  In 
The  Event  of  Occurrence,  Offense,  Claim  or 
Suit,  of  SECTION  IV  -  COMMERCIAL  GEN¬ 
ERAL  LIABILITY  CONDITIONS; 

e.  The  following  provisions  apply  to  Paragraph 
a.  above,  but  only  for  the  purposes  of  the  in¬ 
surance  provided  under  this  Coverage  Part  to 
you  or  any  insured  listed  in  Paragraph  1.  or  2. 
of  Section  II  -  Who  Is  An  Insured: 

,  (1)  Notice  to  us  of  such  "occurrence"  or  of¬ 

fense  must  be  given  as  soon  as  practica¬ 
ble  only  after  the  "occurrence"  or  offense 
'  is  known  by  you  (if  you  are  an  individual), 

any  of  your  partners  or  members  who  is 
an  individual  (if  you  are  a  partnership  or 
joint  venture),  any  of  your  managers  who 
is  an  individual  (if  you  are  a  limited  liability 
company),  any  of  your  "executive  offi¬ 
cers"  or  directors  (if  you  are  an  organiza¬ 
tion  other  than  a  partnership,  joint  venture 
or  limited  liability  company)  or  any  "em¬ 
ployee"  authorized  by  you  to  give  notice 
of  an  "occurrence"  or  offense. 

(2)  If  you  are  a  partnership,  joint  venture  or 
limited  liability  company,  and  none  of  your 
partners,  joint  venture  members  or  man¬ 
agers  are  individuals,  notice  to  us  of  such 
"occurrence"  or  offense  must  be  given  as 
soon  as  practicable  only  after  the  "occur¬ 
rence"  or  offense  is  known  by: 

(a)  Any  individual  who  is: 

(i)  A  partner  or  member  of  any  part¬ 
nership  or  joint  venture; 

AM 

CG  D3  16  nil  HT 


(ii»  A  manager  of  any  limited  liability 
company;  or 

(iii)  An  executive  officer  or  director  of 
any  other  organization; 

that  is  your  partner,  joint  venture 
member  or  manager;  or 

(b)  Any  "employee"  authorized  by  such 
partnership,  joint  venture,  limited  li¬ 
ability  company  or  other  organization 
to  give  notice  of  an  "occurrence"  or 
offense. 

(3)  Notice  to  us  of  such  "occurrence"  or  of  an 
offense  will  be  deemed  to  be  given  as 
soon  as  practicable  if  it  is  given  in  good 
faith  as  soon  as  practicable  to  your  work¬ 
ers’  compensation  insurer.  This  applies 
only  if  you  subsequently  give  notice  to  us 
of  the  "occurrence"  or  offense  as  soon  as 
practicable  after  any  of  the  persons  de¬ 
scribed  in  Paragraphs  e.  (1)  or  (2)  above 
discovers  that  the  "occurrence"  or  offense 
may  result  in  sums  to  which  the  insurance 
provided  under  this  Coverage  Part  may 
apply. 

However,  if  this  Coverage  Part  includes  an  en¬ 
dorsement  that  provides  limited  coverage  for 
"bodily  injury"  or  "property  damage"  or  pollution 
costs  arising  out  of  a  discharge,  release  or  es¬ 
cape  of  "pollutants"  which  contains  a  requirement 
that  the  discharge,  release  or  escape  of  "pollut¬ 
ants"  must  be  reported  to  us  within  a  specific 
number  of  days  after  its  abrupt  commencement, 
this  Paragraph  e.  does  not  affect  that  require¬ 
ment. 

K.  UNINTENTIONAL  OMISSION 

The  following  is  added  to  Paragraph  6.,  Repre¬ 
sentations,  of  SECTION  IV  -  COMMERCIAL 
GENERAL  LIABILITY  CONDITIONS; 

The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  provided  by  you  which 
we  relied  upon  in  issuing  this  policy  will  not  preju¬ 
dice  your  rights  under  this  insurance.  However, 
this  provision  does  not  affect  our  right  to  collect 
additional  premium  or  to  exercise  our  rights  of 
cancellation  or  nonrenewal  in  accordance  with 
applicable  insurance  laws  or  regulations. 

L.  BLANKET  WAIVER  OF  SUBROGATION 

The  following  is  added  to  Paragraph  8.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  COMMERCIAL  GENERAL  LI¬ 
ABILITY  CONDITIONS; 
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If  the  insured  has  agreed  in  a  contract  or  agree¬ 
ment  to  waive  that  insured's  right  of  recovery 
against  any  person  or  organization,  we  waive  our 
right  of  recovery  against  such  person  or  organiza¬ 
tion,  but  only  for  payments  we  make  because  of; 

a.  "Bodily  injury"  or  "property  damage"  that  oc¬ 
curs;  or 

b.  "Personal  injury"  or  "advertising  injury" 
caused  by  an  offense  that  is  committed; 

subsequent  to  the  execution  of  that  contract  or 
agreement. 

M.  AMENDED  BODILY  INJURY  DEFINITION 

The  following  replaces  the  definition  of  "bodily 
injury"  in  the  DEFINITIONS  Section: 


3.  "Bodily  injury"  means  bodily  injury,  mental 
anguish,  mental  injury,  shock,  fright,  disability, 
humiliation,  sickness  or  disease  sustained  by 
a  person,  including  death  resulting  from  any 
of  these  at  any  time. 

N.  CONTRACTUAL  LIABILITY  -  RAILROADS 

1.  The  following  replaces  Paragraph  c.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

c.  Any  easement  or  license  agreement; 

2.  Paragraph  f.(1)  of  the  definition  of  "insured 
contract"  in  the  DEFINITIONS  Section  is  de¬ 
leted. 


A 
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UMBRELLA 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS 


This  endorsement  modifies  insurance  provided  under  the  following: 

COMMERCIAL  EXCESS  LIABILITY  (UMBRELLA)  INSURANCE 


The  following  is  added  to  Paragraph  11.,  OUR  RIGHT 
TO  RECOVER  FROM  OTHERS.,  of  SECTION  IV  - 
CONDITIONS.: 

If  the  insured  has  agreed  in  a  contract  or  agreement 
to  waive  that  insured's  right  of  recovery  against  any 
person  or  organization,  we  waive  our  right  of  recovery 
against  such  person  or  organization,  but  only  for 
payments  we  make  because  of: 


a.  "Bodily  injury"  or  "property  damage"  caused  by  an 
"occurrence"  that  takes  place;  or 

b.  "Personal  injury"  or  "advertising  injury"  caused  by 
an  "offense"  that  is  committed; 

subsequent  to  the  execution  of  the  contract  or  agree¬ 
ment. 
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PVERSIGHT 


TRAVELERS] 

ONE  TOWER  SQUARE 
HARTFORD,  CT  06183 


WORKERS  COMPENSATION 
AND 

EMPLOYERS  LIABILITY  POLICY 


ENDORSEMENT  WC  00  03  13  (00)-01 


POLICY  NUMBER: 


WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS  ENDORSEMENT 


We  have  the  right  to  recover  our  payments  from  anyone  liable  for  an  Injury  covered  by  this  policy.  We  will  not 
enforce  our  right  against  the  person  or  organization  named  in  the  Schedule.  (This  agreement  applies  only  to  the 
extent  that  you  perform  work  under  a  written  contract  that  requires  you  to  obtain  this  agreement  from  us.) 

This  agreement  shall  not  operate  directly  or  Indirectly  to  benefit  any  one  not  named  in  the  Schedule. 

SCHEDULE 


DESIGNATED  PERSON: 


DESIGNATED  ORGANIZATION: 

ANY  PERSON  OR  ORGANIZATION  FOR  WHICH  THE  INSURED  HAS 
AGREED  BY  WRITTEN  CONTRACT  EXECUTED  PRIOR  TO  LOSS  TO 
FURNISH  THIS  WAIVER. 


AMERICAN 

...OVERSIGHT 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


June  22,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO364 


Our  only  promise... We  deliver! 


June  22,  2017 

Shayla  Summerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
NINE  THOUSAND  TWO  HUNDRED  AND  EIETY  DOLLARS  AND  ZERO  CENTS  ($49,250.00) 
CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc:  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000365 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 


Owner:  Inter-American  Foundation 

Architect:  N/A 

CM  Firm:  N/A 

Project  Location: 
Project  Size: 
Const.  Period: 

NW,  D.C. 

105  SF 

3Q17 

System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,534 

$ 

62.23 

17% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

33,048 

$ 

314.74 

83% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

- 

$ 

- 

0% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

39,582 

377 

100% 

General  Conditions  /  Overhead 

$ 

3,958 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

792 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

3,483 

TOTAL  CONSTRUCTION  COST 

$ 

47,815 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,250 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  DETAiL 


Division_ Div.  # Item_ Quantity  Unit  Remarks 


1  Division  1  -  General  Requirements 


2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotai 

$ 

6,534 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotai 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotai 

$ 

- 

154 

155 

Division  5  -  Metais 

173 

Metais  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

Included  08900 
by  owner  If  Increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allow 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close-out. 

1  LS 

240 

warranties 

1  LS 

Included 

241 

Doors  and  Windows  Subtotal 

$ 

33,048 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close-out. 

1  LS 

Included  08900 

271 

warranties 

1  LS 

Included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

300 

Specialties  Subtotal 

$ 

- 

301 

302 

Division  11  -  Equipment 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 

336 

Furnishings  Subtotal 

$ 

. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  DETAiL 


Division_ Div.  # Item_ Quantity  Unit  Remarks 


337 

338  Division  13  -  Speciai  Construction 


351  Speciai  Construction  Subtotai 

$ 

352 

353  Division  14  -  Conveying  Systems 

363  Conveying  Systems  Subtotal 

$ 

364 

365  Division  15  -  Mechanicai 

377  Mechanicai  Subtotal 

$ 

378 

379  Division  16  -  Eiectrical 

384  16510 

Interior  Lighting  -  Repositioning  existing  2  lights 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

389 

warranties 

1  LS 

included 

390  Eiectrical  Subtotal 

$ 

391 


392 

Direct  Work  Total 

$ 

39,582 

393 

394 

General  Conditions  /  Overhead 

$ 

3,958 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

792 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'i 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owne 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

3,483 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,815 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,250 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017. 
No  additional  material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was 
developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  July  19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

3  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 
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CAPITAL  Construction  Group,  LLC 

Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  1 

Date  Submitted:  1 2/1 2/21 07 

Title:  IAF  Glass  Partition  Wall 

Authored  By:  Jonathan  Perez 

Trade:  Div09 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary), 

AO. 3:  Partition  3A  bulkhead  is  asking  for  2-1/2”  metal  stud,  the  metal  channel  is  larger  than  2-1/2”.  Please  advise 
AO. 3:  Please  send  me  more  specifications  on  sound  attenuating  cotton  fiber  insulation. 

AO. 5:  Provide  a  full  detail  on  partition  detail  26.  We  were  planning  on  creating  a  drywall  column  with  plywood  and  wood 
blocking  to  support  the  new  glass  wall  system.  New  drywall  column  will  align  with  the  existing  soffit  above  the  window. 
A8.1 :  Detail  R  is  unclear  how  the  new  drywall  will  separate  the  glass  from  the  window.  We  have  several  suggestions. 
A8.1 :  Detail  R  is  asking  for  Base  please  provide  me  with  which  model  number. 


B  -  Answer  -  (use  attachment  if  necessary) 


Response  Date: 
Authored  By: 
Initials: 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 
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CAPITAL  Construction  Group,  LLC 

Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  1 

Date  Submitted:  1 2/1 2/21 07 

Title:  IAF  Glass  Partition  Wall 

Authored  By:  Jonathan  Perez 

Trade:  Div09 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary), 

AO. 3:  Partition  3A  bulkhead  is  asking  for  2-1/2”  metal  stud,  the  metal  channel  is  larger  than  2-1/2”.  Please  advise 
AO. 3:  Please  send  me  more  specifications  on  sound  attenuating  cotton  fiber  insulation. 

AO. 5:  Provide  a  full  detail  on  partition  detail  26.  We  were  planning  on  creating  a  drywall  column  with  plywood  and  wood 
blocking  to  support  the  new  glass  wall  system.  New  drywall  column  will  align  with  the  existing  soffit  above  the  window. 
A8.1 :  Detail  R  is  unclear  how  the  new  drywall  will  separate  the  glass  from  the  window.  We  have  several  suggestions. 
A8.1 :  Detail  R  is  asking  for  Base  please  provide  me  with  which  model  number. 


B  -  Answer  -  (use  attachment  if  necessary) 


Response  Date: 
Authored  By: 
Initials: 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 

IAF-18-0224-A-000371 
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DORMA 


Hardware  for  Manual  Sliding  Door  Systems 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000373 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  RS  120  DRS  120 
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DORMA 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  AGILE  150  SYNCRO 


DORMA  AGILE  150  /  AGILE  150  SYNCRO 

Sleek  Design  -  Sophisticated  Technology 


Compact  and  durable 
Combining  versatility  and 
durability  with  sleek  European 
design,  the  AGILE  150  system  is 
suitable  for  use  with  glass,  wood, 
composite,  or  metal  sliding  doors. 
The  AGILE  150  system  operates 
on  a  compact  track  with  the  roller 
assembly  hidden  inside.  The  track 
can  be  mounted  on  a  wall,  ceiling 
or— for  the  sleek  appearance  of  no 
track  at  all— recessed  into  the 
ceiling  to  give  the  appearance  of 
an  all  glass  sliding  door.  In 
addition  to  its  aesthetic  benefits, 
the  AGILE  150  system  provides 
superior  versatility  in  installation 
and  maintenance.  No  glass  drilling 
or  machining  is  required  for 
installation. 

Minimal  gap 

The  compact  dimensions  of  the 
AGILE  150  track  profile  and  its 
enclosed  roller  assembly  allow  for 
minimal  clearances  between  the 
glass  and  wall  or  glass/glass 
components. 


Sophisticated 
track  roller  technology 
The  AGILE  150  meets  a  wide 
range  of  demanding  customer 
requirements.  Just  two 
maintenance-free  clamp-type 
carriers  support  and  transport 
glass  panels  weighing  up  to  330  lb 
(150  kg),  with  a  maximum  height 
of  108"  (2.74  m).  The  carriers  use 
the  same  track  roller  technology  as 
the  DORMA  HSW  horizontal  sliding 
wall  systems,  which  has  proven 
successful  over  many  years. 
Regarding  ease  of  operation, 

AGILE  requires  only  4%  of  the 
overall  maximum  door  mass  to 
overcome  initial  friction  and  set 
the  door  in  motion.  Even  large 
doors  can  be  operated  with 
minimal  effort. 

Reliable  stop 

Specially  developed  catch-type 
buffers  gently  decelerate  the 
panels  and  reliably  hold  them  in 
both  their  closed  and  opened 
states. 


Elegant  floor  guide 
The  AGILE  150  features  an 
attractive  zinc  die  cast  floor  guide 
that  can  be  adjusted  for  different 
glass  sizes.  It  uses  a  rotating 
plastic  insert  to  safely  guide  glass 
elements  from  5/16"  (8  mm)  to 
9/16"  (14  mm)  thick. 

One  system  -  many  solutions 
The  AGILE  150  is  truly  versatile. 
The  system  can  be  mounted  at  the 
wall,  to  the  ceiling,  or  along  a 
header  in  either  its  single-panel  or 
double-panel  configuration,  and 
with  or  without  fixed  sidelites. 

No  glass  preparation 
With  the  AGILE  150,  drilling 
and  cutting  glass  panels  is 
unnecessary.  Using  its  extensive 
expertise  in  glass  fabrication, 
DORMA  has  designed  the  fittings 
so  that  a  simple  clamping  action 
safely  secures  the  panels.  The 
uncomplicated  installation  is 
simple  and  quick.  The  standard 
variable  clamp-type  carriers  can 
accommodate  glass  thicknesses 


from  3/8"  (10  mm)  to  1/2"  (12 
mm).  Even  after  installing  the  glass 
panels,  the  clamp-type  carriers 
enable  you  to  make  vertical 
adjustments  of  +/-3/16"  (5  mm) 
as  required. 

Long  service  life 

To  ensure  a  long  service  lite  for  the 
AGILE  150,  D0Rmi:^;&jected 
the  system  to  exteft^ysS^ 
involving  more  than  IDOiOOO 
operating  cycles.  And  because  it  is 
highly  corrosion  resistant,  you  can 
install  and  use  the  AGILE  150  in 
damp  areas  with  complete 
confidence. 

Convenient  Syncro  version 
The  AGILE  system  is  also  available 
in  a  Syncro  version  that  makes  use 
of  a  virtually  invisible  and  thoroughly 
proven  cable  and  pulley  return 
system.  In  this  configuration, 
double-paneled  sliding  door  sets 
open  and  close  as  bi-parting  doors 
when  just  one  of  the  panels  is 
operated. 


AMERICAN 
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DORMA  3 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  TYPICAL  ASSEMBLIES 


TYPICAL  ASSEMBLIES 

-  U« -  TL  =  GW  X  2 


GW=0W4- 

2-3/8’  (60  mm) 


Features  and  Data 
DORMA  AGILE  150 

For  installations  with  one  or  two 
door  leaves,  mounted  to  wall  or 
ceiling;  for  3/8'  (10  mm)  and 
1/2'  (12  mm)  glass  thickness 

Max.  weight  of  door  leaves 
330  lb  (150  kg) 

Max.  height  of  door  leaves 
108'  (2.74  m) 

Calculation  of  glass  height 
GH  =  OH  -  1-11/16'  (43  mm) 
or 

GH  =  DLO  -I-  3/4'  (20  mm) 

(see  drawing) 

Calculation  of  glass  width 
GW  =  OW  -f  2-3/8"  (60  mm) 

[min.  19-11/16'  (500  mm)] 

Torque  for  screws 
In  the  clamp-carriers 
9  Ib-ft  (12  Nm) 


GW  Glass  width 

TL  Track  length 

GH  Glass  height 

OH  Opening  height 

OW  Opening  width 

DLO  Daylight  opening  (bottom  of 
track  to  finished  floor) 


AMERICAN 

PVE“"“  IGHT 


Track  fixed  to  celling 


9.7;  1C" 


Track  fixed  to  wall 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  TYPICAL  ASSEMBLIES 


T 

^  GW - ^ 

L - ► 

-  T 

L  - 

SW=GW 

SW=GW 

^  SW  =  GW  , 

I  +  1-3/16"  (30  mm) 

i 

*+  1-3/16"  (30  mm)" 

^3/16“  (4  mm) 

*  1-3/16"  (30  mm) 

• 

Features  and  Data 
DORMA  AGILE  150 

For  installations  with  one  or 
two  door  leaves,  with  sidelites; 
for  3/8"  (10  mm)  and  1/2" 

(12  mm)  glass  thickness 

Max.  weight  of  door  leaves 
330  lb  (150  kg) 

Max.  height  of  door  leaves 
108’  (2.74  m) 

Calculation  of  glass  height 
Sliding  panels: 

GH  =  OH  -  1-11/16’  (43  mm) 
(see  right  drawing) 

Sidelites: 

SH  =  OH  -  1-7/8"  (48  mm) 
(see  left  drawing) 

Calculation  of  glass  width 
Sliding  panels: 

GW  =  TL/2 

[min.  19-11/16"  (500  mm)] 
Sidelites: 

SW  =  GW  +  1-3/16"  (30  mm) 

Torque  for  screws 
in  the  clamp-carriers 
9  Ib-ft  (12  Nm) 


GW  Glass  width 

TL  Track  length 

GH  Glass  height 

SH  Sidelite  height  (fixed  panel) 

OH  Opening  height 
SW  Sidelite  width  (fixed  panel) 

X  5/8"  for  3/8'  glass  (16  mm  for  10  mm  glass) 

9/16"  for  1/2'  glass  (14  mm  for  12  mm  glass) 

AMERICAN 
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DORMA  5 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  PARTS 


Single  parts  for  version  without  sidelites 


Single  parts  for  version  with  sidelites 


AGILE  150  Track  Profile 
celling  or  wall  mount 
(for  Installation  without  sidelites), 
drilled,  stock  length  157"  (4  m) 
Ref.  No.  807.340 
•  Weight  in  Ib/ft  (kg/m) 
1.4(1.910) 

Cover  profile  807.341/342  must 
be  ordered  separately. 


AGILE  150  Syncro  Track 
ceiling  mount 

(for  installation  without  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.353 

Cover  profile  807.341  must  be 
ordered  separately. 


AGILE  150  Syncro  Track 
Fh-ofile  wall  mount 
(for  installation  without  sidelites), 
drilled,  stock  length  157"  (4  m) 
Ref.  No.  807.355 
Ref.  No.  807.354 

(mounting  between  walls) 

Angle  profile  807.342  must  be 
ordered  separately. 


AGILE  150  Cover  Profile, 
ceiling  mount 

(for  installation  without  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.341 
■  Weight  in  Ib/ft  (kg/m) 

0.38  (0.52) 

For  use  with  807.340/353  Track  Profile. 


AGILE  150  Angle  Profile, 
wall  mount  drilled, 
stock  length  157"  (4  m) 

Ref.  No.  807.342 
•  Weight  in  Ib/ft  (kg/m) 

1.06  (1.450) 

For  use  with  807.340/355  Track  Profile 


AGILE  150  Wood 
Door  Adaptor  Profile, 
drilled,  for  wood  doors  from 
1-1/16"  (28  mm)  to  1-3/4"  thick, 
44  mm  stock  length  157"  (4  m) 
Ref.  No.  807.369 


AGILE  150  Track  Profile 
celling  mount,  drilled, 

(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.360 
•  Weight  in  Ib/ft  (kg/m) 

1.92  (2.623) 

The  sidelite/edge  profile  807.361  and 
view  protection  profile  807.362  must  be 
ordered  separately. 


AGILE  150  Syncro 
Tra(^%^gi!iig  mount 
(forlr^gfilllon  with  sidelites), 
sto§'>im^v  157"  (4  m) 

Ref.  No.  807.373 

The  sidelite/edge  profile  807.361  and 
view  protection  profile  807.362  must  be 
ordered  separately. 


AGILE  150  Sidelite 
celling  mount  profile 
(for  installation  with  sidelites), 
stock  length  157’  (4  m) 

Ref.  No.  807.361 
■  Weight  in  Ib/ft  (kg/m) 

0.26  (0.348) 

For  use  with  807.360/373. 


AGILE  150  View  Protection 
ceiling  mount  profile 
to  cover  gap  in  entry  area 
(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.362 
•  Weight  in  Ib/ft  (kg/m) 

0.30  (0.405) 

For  use  with  807.360/373. 


AGILE  150  Sidelite  Inlaid 
profile,  ceiling  mount 
to  cover  gap  in  sidelite  area 
(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.364 

For  use  with  807.360/373  track. 


AMERIuAN 

PVE'”"’“  IGHT 


IAF-18-0224-A-000378 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  SYNCRO  ACCESSORIES  FLOOR  GUIDES 


AGILE  150/AGILE 


AGILE  150  accessory  set 
3/8"  (10  mm)  to  9/16"  (14  mm) 
glass  door  thickness 
Max.  panel  weight 
330  lb  (150  kg) 

Set  includes: 

2  rollers,  2  track  stops,  and 
1  floor  guide 

Ref.  No.  807.725 


15/16" 

(24  mm) 


AGILE  150  floor  guide 
adjustable  for  3/8’  (10  mm), 
1/2"  (12  mm),  and  9/16 
(13.5  mm)  glass  thickness 


PVERSIGHT 


150  SYNCRO  ACCESSORIES 


AGILE  150  commerclal/wood 
door  accessory  set 
1-1/16"  (28  mm)  to  1-3/4" 
(44  mm)  door  thickness 
Max.  panel  weight 
330  lb  (150  kg) 

Set  Includes: 

2  rollers,  2  track  stops,  and 
1  wood  door  floor  guide 
Ref.  No.  807.845 


AGILE  150  Syncro  set 
for  2-panel  synchronously 
opening  system. 

Max.  panel  width: 

39-3/8"  (1000  mm) 

Max.  panel  weight: 

176  lb  (80  kg) 

Set  includes: 

2  X  accessory  set 
1  X  deflection  device 
incl.  cable,  adjustable 


Ref.  No..  807.330 

Track  profiles  etc.  to  be  ordered 
separately. 

NOTE:  AGILE  track  rail/wall 
angle  must  be  prepared  for  syncro 
system  before  installing  it. 

Please  read  the  mounting 
instructions  carefully. 


Ref.  No.  807.326 
Weight  in  Ib/ft  (kg/m): 
0.21  (0.094) 


AGILE  150  wood 
door  floor  guide 
Ref.  No.  807.226 


Laminated  glass  accessories 


Ref.  No.  934.801 
3M™  Scotch-Weld™  EPX™  plus 
II  applicator  with  2:1  and  1:1 
plunger 


Ref.  No.  934.800 
3M™  Scotch-Weld™  Urethane 
Adhesive,  DP  605  NS,  off  white, 
1  tube  per  4  roller  carriers 


Ref.  No.  934.802 

3M™  Scotch-Weld™  EPX™  plus 

II  mixing  square  nozzle,  5.3  mm 


Ref.  No.  807.640 
Laminated  glass  component,  pair 
of  clamp  carrier  plates,  backset, 
and  screws 


IAF-18-0224-A-000379 


DORMA  7 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  CAPS  BRUSH  PROFILE 


AGILE  150  End  Cap 


AGILE  150  endcap 
2-1/4"  (57  mm) 
for  wall  mount  track 
Ref.  No.  807.340/342 
Ref.  No.  807.720 
Weight  in  lb  (kg); 

0.03  (0.014) 


AGILE  150  endcap 
2-1/8"  (54  mm) 
for  ceiling  mount  track 
Ref.  No.  807.340/341 
Ref.  No.  807.721 
Weight  in  lb  (kg): 

0.03  (0.014) 


AGILE  150  endcap 
2-7/8"  (72  mm) 
for  track  with 
sidelite  installation 
Ref.  No.  807.360 
Ref.  No.  807.722 
Weight  in  lb  (kg): 
0.03  (0.014) 


AGILE  150  Brush  Profile 


Flat  bar  by  others 


Track  brush 
Ref.  No.  807.385 
stock  length  49"  (1.3  m) 


Brush  profile 
for  gaps  up  to 
11/16"  (18  mm), 
stock  length  118"  (3  m) 

Ref.  No.  807.402 

AMFR'GAN 

PVE'”'"*  IGHT 


Brush  profile 

for  gaps  up  to  1/2"  (13  mm), 
stock  length  118"  (3  m) 

Ref.  No.  807.400 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  RS  120  SYNCRO  DRS  120 


DORMA  RS  120  /  RS  120  SYNCRO  /  DRS  120 


Rugged  Construction  -  Easy  Operation 


Rugged  track 

The  DORMA  RS  120  and  DRS 
120  feature  a  hollow  profiled 
aluminum  track  that  is  light,  yet 
rugged  and  resistant  to  twisting. 
It  can  be  mounted  directly  under 
the  ceiling  or  onto  a  wall.  Cutting 
to  the  required  size  is  simplicity 
itself.  The  raised,  convex  profile 
of  the  rail  surface  prevents 
dust  and  dirt  from  collecting. 

Clip-on  covers 
The  RS  120  covers  are 
aluminum  and  easily  clipped 
onto  the  track.  If  the  track  is  top 
mounted  onto  the  ceiling,  the 
covers  are  used  on  both  sides;  if 
the  track  is  side  mounted,  the 
cover  is  used  on  the  exposed 
side  only.  The  covers  also  can 
easily  be  cut  to  size. 

The  DRS  120  utilizes  the 
RS  track  with  DORMA  DRS 
clamp-on  rails.  Rail  heights  are 
available  in  3-5/8",  4",  6",  and 
10"  tall.  Snap-on  covers  make 
installation  quick  and  easy. 


Sidelite  profile 

A  special  profile  to  be  hung  and 
screwed  into  the  track  is 
available  for  systems  that  include 
fixed  sidelites.  The  sidelite 
profile  ensures  the  correct 
mounting  distance  between  the 
glass  and  the  track.  Sidelite 
profiles  can  be  provided  with 
clip-on  covers.  Also,  protection 
profiles  are  available  to  cover 
from  below  where  sidelite 
profiles  are  exposed  in  the 
passage  area. 

Gentle,  easy  action 
The  carriers  run  on  large  nylon 
wheels  with  needle  bearings, 
giving  a  quiet  and  very  low  friction 
ride.  They  are  made  from  high 
grade,  glass-fiber-reinforced 
nylon,  which  is  corrosion 
resistant  and  extremely  strong. 

End  stop  and  holder 
An  ingenious  device  within  the 
track  operates  as  a  cushioned 
end  stop,  retaining  the  door 
securely  in  the  end  positions. 


Syncro  version 

The  RS  120  Syncro  features  a 
cable  and  deflection  device  for 
synchronously  opening  a  bi-panel 
installation.  Opening  one  panel 
automatically  opens  the  other,  so 
a  minimum  of  effort  leads  to  the 
maximum  opening  width. 

No  glass  preparation 
DORMA  has  extensive  experience 
working  with  tempered  glass,  which 
has  led  to  the  development  of  a 
mechanism  for  clamping  glass 
panels  within  the  DORMA  RS 
sliding-door  gear.  Drilling  or 
cutting  the  glass  panels  is 
unnecessary.  The  clamping 
mechanism  also  allows  you  the 
flexibility  of  adjusting  the  height 
of  the  doors  after  they’ve  been 
hung,  without  dismantling  them. 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  TYPICAL  ASSEMBLIES 


TYPICAL  ASSEMBLIES 


TL- 


-GW- 


-GW- 


- 

=m 

— (ii/ 

3/16" 

Sidelite 
panel  left. 

^4  mm) 

Sidelite 
panel  riglit, 

behind 

behind 

SW  =  GW  + 

SW  =  GW  + 

1-9/16"  (40  mm) 

* 

1-9/16"  (40  mm) 

Features  and  Data 
DORMA  RS  120 

For  one  or  more  door  leaves,  with 
or  without  sidelites;  3/8"  (10  mm) 
and  1/2"  (12  mm)  glass  thickness. 


Maximum  weight  of  door  leaves 


No.  of 

max  weight 

carriers 

per  door  leaf 

2 

264  lb  (120  kg) 

3 

330  lb  (150  kg) 

Calculation  of  glass  height 
Height  of  sliding  door  leaf: 

GH  =  OH  -4-5/8"  (118  mm) 
(see  left  drawing) 

Height  of  sidelite: 

SH  =  OH  -  2-3/4"  (70  mm) 

+  insert  into  floor  (see  right 
drawing) 

Calculation  of  glass  width 
Width  of  sliding  door  leaf: 

GW  =  TL/2  [min.  19-11/16" 
(5(X)  mm)] 

Width  of  sidelite: 

SW  =  GW  -I-  1-9/16"  (40  mm) 

Torque  for  screws  in  the 
clamping  patches 
15  Ib-ft  (20  Nm) 


MERICAN 

IGHT 


Without 

Sidelite 


2' (51.5  mm) 


(28  mm) 
3/8'orl/Z' 


(8  mm)  H 


(10  or  12  mm) 
tempered  glass 

3/16"  7/8" 


(5  mm) 


*±  3/16"  (5  mm) 

GW  Glass  widtii 

TL  Track  length 

GH  Glass  height 

SH  Sidelite  height  (fixed  panel) 

OH  Opening  height 

SW  Sidelite  width  (fixed  panel) 


(20  mm) 


With 

Sidelite 


2-7/8" 


Adjustable 
floor  guide 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS 


DRS  120  TYPICAL  ASSEMBLIES 


- -  TL  =  C 

- -  GW  - » 

.Wx2  - w 

f 

1 

SW  =  GW-i- 

■  1-3/8"  (35  mm)" 

t. 

Features  and  Data 
DORMA  DRS  120 

For  one  or  more  door  leaves,  with 
or  without  sidelites;  3/8"  (10  mm) 
and  1/2"  (12  mm)  glass  thickness. 


Maximum  weight  of  door  leaves 


No.  of 

max  weight 

carriers 

per  door  leaf 

2 

264  lb  (120  kg) 

3 

330  lb  (150  kg) 

Calculation  of  glass  height 
Height  of  sliding  door  leaf: 

GH  =  OH  -5-15/16"  (151  mm) 

Height  of  sidelite: 

SH  =  OH  -6-3/4"  (171  mm) 

Calculation  of  glass  width 
Width  of  sliding  door  leaf: 

GW  =  OW  +  1-3/8"  (35  mm) 


-1/4"  (6  mm) 


ameWS - 

PVERSIGHT 


1/4"  (6  mm)  — ' 


1/4"  (6  mm) 


Width  of  sidelite: 

SW  =GW  -I-  1-3/8"  (35  mm) 

Torque  for  screws  in  the 
clamping  patches 
15  Ib-ft  (20  Nm) 

GW  Glass  width 

TL  Track  length 

GH  Glass  height 

SH  Sidelite  height  (fixed  panel) 

OH  Opening  height 

OW  Opening  width 

SW  Sidelite  width  (fixed  panel) 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  /  RS  120  SYNCRO  SLIDING  GEAR 


RS  120  /  RS  120  SYNCRO  SLIDING  GEAR 


Sliding  door  gear  RS  120 
consisting  of  1  track,  2  carriers 
with  clamping  patches  and 
support  screw  for  3/8"  (10  mm) 
and  1/2"  (12  mm)  glass  thick¬ 
ness,  2  end  stops,  and  1  floor 
guide. 


IGHT 


Sliding  door  gear 

RS  120  Syncro 

For  2-panel  synchronously 

opening  system, 

max.  panel  width 

2  X  39-3/8*  (1000  mm) 

max.  panel  weight 

176  lb  (86  kg) 

per  panel,  consisting  of: 

2  X  accessory  set  907.125 
1  X  deflection  device  incl.  cable, 
adjustable 
Ref.  No.  907.150 

The  following  parts  must  be  ordered 
separately:  sidelite  profile,  cover  profile, 
view  protection  profile. 


IAF-18-0224-A-000384 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  /  RS  120  SYNCRO  /  DRS  120  PARTS 


RS  Track 

prepared  for  ceiling  or  wall 
mount,  stock  length  157“  (4  m) 
Ref.  No.  907.121 
Weight  in  Ib/ft  (kg/m): 

0.99  (1.355) 


RS  Cover  profile 
Stock  length  157"  (4  m) 
‘Snap  on  covers  for 
RS  Track  907.121 
Ref.  No.  907.140 
Weight  in  Ib/ft  (kg/m): 
0.61  (0.826) 


AMERICAN 

PVERSIGHT 


fr':! 

'.I 

’'i! 


rs  RS  120  /  RS  120  SYNCRO  /  DRS  120 


track:  jJOnfi^.t^.tO  celling, 
iitcicdln'^  screws 
fkf,  ffe  :90T.i<f9i  ^ 

Weight  in  lb  (kg): 

0.08  (0.037) 


RS  Sidelite  profile 
connectable  to  track, 
non  prepared, 
stock  length  157"  (4  m) 
Ref.  No.  907.122 
Weight  in  Ib/ft  (kg/m): 
1.23  (1.680) 


Endcap 

track  connected  to  wall, 
including  screws 
Ref.  No.  907.127 
Weight  in  lb  (kg): 

0.08  (0.037) 


RS  Bottom  view 

protection  profile 

(only  in  combination  with  sidelite 

prefil$-Q;7.]:;L2-an<l  cover  profile 

Stsckl&tigt)}  W-  (4  m) 

Ref.Jiii  907358. 

Vfeigiit  in .  (i|/m): 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  ACCESSORIES 


RS  120  /  RS  120  SYNCRO  /  DRS  120  ACCESSORIES 


Set  of  accessories 

Set  of  accessories  for 

RS  120  /  RS  120  Syncro 

for  RS  120 

RS  120  Syncro 

floor  guide 

consisting  of  2  carriers  with 

consisting  of 

adjustable 

clamping  patches — 3/8"  (10 

2  X  Ref.  No.  907.125, 

Ref.  No.  907.126 

mm)  and  1/2"  (12  mm)  glass 

Syncro  cable 

Weight  in  lb  (kg): 

thickness  — and  support  screw, 

2  end  stops  with  safety  catch,  1 

Ref.  No.  907.160 

0.05  (0.024) 

floor  guide 

Additional  carrier  with 

Ref.  No.  907.125 

clamping  patches 

3/8’  (10  mm)  and 

1/2"  (12  mm)  thickness 
max.  panel  weight 

330  lb  (150  kg) 

Ref.  No.  907.123 

DRS  120  floor  guide 
adjustable 
Ref.  No.  932.988 
Weight  in  lb  (kg); 
0.05  (0.024) 


Set  of  accessories 
for  DRS  120 

consisting  of  2  rollers  with 
mounting  brackets  and  guide, 
2  end  stops,  1  floor  guide 
Ref.  No.  consult  factory 


AMERICAN 

P  IGHT 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  ACCESSORIES 


GENERAL  ACCESSORIES 


Hook  lock 

for  sliding  doors,  prepared 
for  Europrofile  cylinder,  left 
hand  and  right  hand,  with 
lock  keeper  plate,  suitable 
for  lever  handles  with  follower 
Ref.  No.  905.202 
Weight  in  lb  (kg): 
aluminum  2.92  (1.325) 

Strike  box 

to  suit  hook  lock  (905.202), 
non-handed,  only  to  be  used 
with  bi- parting  systems 
Ref.  No.  905.201 
Weight  in  lb  (kg): 
aluminum  1.96  (89) 


*Left/right  hand  (illustration  shows  left  hand)  is  determined  by  view  from  hanging  side. 


Europrofile  cylinder 
key/thumbturn,  handed  (please 
specify  right/left  hand) 

Ref.  No.  901.004  (LH) 

Ref.  No.  901.002  (RH) 


Set  of  lever  handles 
Flat  handles 

Available  in  101  Clear  Anodized 
or  107  Aluminum  similar  to  Satin 
Stainless  Steel  finishes 

Ref.  No.  910.314 


Set  of  lever  handles 

Tubular  handles 

Available  in  101  Clear  Anodized 

or  107  Aluminum  similar  to  Satin 

Stainless  Steel  finishes 

Ref.  No.  910.301 


Glass  Cut 


1-15/16" 
(50  mm) 


Flush  pull 

aluminum,  to  be  glued 
onto  the  glass — 
requires  glass  cut 
Ref.  No.  907.200 
Weight  in  lb  (kg): 

0.16  (0.072) 


AMERICAN 

PVERSIGHT 
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DORMA 


DORMA 


www.dorma.com 


DORMA  USA,  Inc. 
Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567 
Tel:  800  523  8483 
Fax:  800  274  9724 


DORMA  Canada 

1680  Courtney  Park  Drive,  Unit  13 
Mississauga,  Ontario  L5T  1R4 
Tel:  800  387  4938 
Fax:  905  670  5850 


DORMA  Mexico 

Calle  Sur  110  no.  63,  Col.  Tolteca 
01150  Mexico,  D.F. 

Tel:  5255  5272  6937 
Fax:  5255  5272  6948 


archdw@dorma-usa.com 


www.dormacanada.com 


07000343  •  12.14  •  USA 
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Robert  L  Randolph  III 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Jonathan  Perez  <jperez@ccg-wdc.com> 

Tuesday,  February  6,  2018  10:55  AM 
Robert  L  Randolph  III 

'Kara  Rogers';  'Shayla  Summerhill';  'Reginald  Herndon' 

7102-33  lAF- #20343 118P00001 

RE:  lAF  Project  -  RFI  01  -  Revised  Price  R05 


Good  morning, 

Per  our  conversation  this  morning,  please  see  the  requested  email. 

If  you  have  any  questions  please  call  me  or  email  me.  I'll  be  available  to  speak  after  1  P.M.  today. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  onLij  proruCse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 
Cell:  202.407.3692 
Fax:  202.526.3421 

https: //hyperlink.  services.treasurv.qov/?oriqin= http://www.ccq- 

wdc.com 


1 


IAF-18-0224-A-000390 


Robert  L  Randolph  III 


From: 

Sent: 

To: 

Subject: 


Jonathan  Perez  <jperez@ccg-wdc.com> 
Friday,  December  15,  2017  2:06  PM 
'Shayla  Summerhill' 

RE:  lAF  Project  -  RFI  01  -  Revised  Price  R05 


Shayla, 

No  it  does  not.  The  amount  you  already  paid  will  show  in  our  next  invoice. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  or\,Ly  froruise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 
Cell:  202.407.3692 
Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  December  15,  2017  1:29  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01  -  Revised  Price  R05 

Also,  The  total  amount  listed  on  the  summary  does  that  exclude  the  amount  we  have  already  paid? 

On  Fri,  Dec  15,  2017  at  1:24  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thanks  Jonathan. 

Yes,  I  spoke  with  them  and  they  have  your  contact  number.  They  have  not  yet  assigned  someone  for  this  work.  But  I 
asked  that  they  get  in  contact  with  you  for  scheduling. 

-Shayla 

On  Fri,  Dec  15,  2017  at  1:12  PM,  Jonathan  Perez  <iperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla  &  Kara, 


We  will  be  onsite  Monday  morning  at  9:00  A.M. 

IAF-18-0224-A-000391 
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Regarding  the  revised  the  price,  please  the  attached  file.  We  haven't  heard  from  FR  International  regarding  the 
handle.  I  added  an  allowance  for  the  handle  hardware  in  the  revised  price. 


Regarding  your  question  below,  the  supplier  has  a  standard  2  weeks  lead  time.  Once  the  order  is  placed  they  provide 
us  with  an  exact  date.  Our  goal  for  mobilization  next  week  is  place  an  order  in  the  beginning  of  week  and  start  on 
mechanical  and  lighting  work.  Did  you  speak  with  the  fire  alarm  company? 


Have  a  wonderful  weekend. 


Jonathan  Perez 


Assistant  Project  Manager 


Our  promise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  December  15,  2017  9:44  AM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01 


Good  morning  Jonathan, 
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Were  we  supposed  to  meet  yesterday?  Or  did  you  mean  next  Thursday?  Also  any  news  on  the  updated  proposal  plan 
and  amounts? 


Thanks, 

Shayla 


On  Tue,  Dec  12,  2017  at  4:52  PM,  Shayla  Summerhill  <ssummerhill(Siaf.gov>  wrote: 
Hi  Jonathan, 


Tomorrow  is  fine  and  I  am  available  on  Thursday  between  those  times.  As  for  the  door  frame  and  glass  would  that  be 
two  weeks  each  or  two  weeks  total  and  they  come  in  at  the  same  time? 


Also,  I  am  adding  another  POC  my  colleague  Kara  Rogers,  her  direct  number  is  202.683.7182  and  her  email  is 
krogers@iaf.gov.  As  I  will  be  out  on  leave  starting  Thursday,  December,  21-  January  1.  She  will  be  available  to  let  you 
all  in  the  office  space  starting  around  7:30am.  However,  I  will  still  be  available  by  email  if  there  are  any  issues  or 
questions. 


-Shayla 


On  Tue,  Dec  12,  2017  at  4:12  PM,  Jonathan  Perez  <iperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla  &  Lisa, 


I  know  I  mention  early  today  that  I  would  send  you  a  revised  price,  but  I  need  until  tomorrow.  I  have  several 
question  I  need  answer  before  submitting  a  revised  price. 


Dorma  frame  have  a  2  week  guarantee  lead  time.  Are  you  available  Thursday  afternoon  between  1  P.M.  and  3  P.M.? 
Glass  company  and  I  will  be  onsite  to  get  an  accurate  measurement  and  order  the  Dorma  equipment. 

Dorma  Glass  have  also  a  2  week  lead 
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Please  allow  us  with  a  clear  access  to  get  an  accurate  measurement. 


Please  call  me  if  you  have  any  questions. 


Lisa:  Please  see  the  attached  RFI  file. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  orUy  promise. . .  We  deUver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.688.3050 
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Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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INTER- AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


PAGE  -  7 


Heading  #  6 
Group  #  6 


TO  OPEN  AREA  1214 


1  SGL  TOOR  CORRIDORl  CORRIDOR  PROM  CO^IDO^  _ 

1  SGL  .DOOR  CORRIDOR2  CORRIDOR  FROW<&ORRTDOR  jq 


90-IjHR 

90-RHR 


TYPE  H  3/0  7/11  1-3/4 «  EUFPC  PLUSH  QSWA  AA  QRMB  WDD  X  KD  HMF 

T _ m/^  Mivrpr^u  TJTiOT?  nTTTT.riTKfn* 


's 

#' 

HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

t 

MC 

2' 

LOCiCSET  '  J,-* 

AL53pb  JUP 

,626 

SC 

:-2 

MEDICO  i_  ,  ^  i:  ;  ■ 

{mortise  LOCKSET] 

V  t-  * 

XX 

2: 

/  CLOSER  -'t  - 

LC 

**CLOSER  IS  NOT  ^CONCEALED**  * 

M 

« 

2 

WALL  BUMPER 

- 

WS466CVX 

US32D 

IV 

6 

DOOR  SILENCERS 

1229A 

GREY 

TR 

UIU1IUI1  ly  *  W  ww.  .ww,.  ^  ^  ^ 

concealed  closer.  Please  submit  accordingly. 


Heading  #  7 
Group  #  7 

1  SGL  DOOR  1231  CORRIDOR  TO  OFFICE 

TYPE  J  3/6  7/11  1-3/4"  EUFPC  PLUSH  MDO  WDD  X  KD  HMF 
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dig»B#  11  PROJECT  NAME  

1  PROJECT  LOCATION 

SHEET 

12-6273  11  INTER- AMERICAN  FOILJJSDATION 

|1331  PENNSYLVANIAfAVE  12TH  FLOOR  W 

3  OF  6 

WOOD  VENEER 
BONDED  PARTICLEBOARD  CORE 
5-PLY  CONSTRUCTION 
NON-RATED  20-MINUTE 


Architectural 
Wood  Doors 


5502H 


PC-5  «  PC-2Q-5  «  PC-20PP-5 


INDUSTRIES 


iiTOPRAiLi 


1-3/8'  Structural  Composite  Lumber  (SCL) 


iVEItjriCAL  STILES; 


FACES; 


’A^  grade  wood  yeneer;  unless  otherwise  specified,  or  FSCcertjfled* 


PROJ#  11073 


EIGHTH  DAY  DESIGN 


fPlwisHED  THICKNESS; 


X  NO  EXCEPTION  TAKEN 
REVIEWED  AS  NOTED 
REVISED  AND  RESUBMIT 
WITHOUT  ACTION 
GC  SUBMITg^  #  08050-01. 
SIGNED  wL^ _ 


BOTTOM  RAIL;* 

1-3/8*  Structural  Composite  Lu 


DATE  2/15/2012 


All  diroeniloni  itiown  r«nln»l  b«ror»  «m 

prtnttliw  wlthlnlt«lurtryiUnd«nli.  Sp»tin« 

'  «  —  ...At.  ti.iACSft  AA-J  «1«M 


mAnufsctiiMK*  optloi).  Pr«flt  si>d  itodc  sUu 


Blocking  Refnfbrctmvnt  Options: 
avaitabtb  at  additional  con  for 
undercunlng  and  spedatbed  hardware. 
Blocking  recommended  for  E)^a  Heavy 
Duty  poors  using  surface  mounted 
hardware.  . 


DOOR  STANpARPS;  > 

•  ANSI/WbMA  l,S.'i1-A  and'AWS  Section  9  Quality  Standardi  (Bonded  Core).  IIBC  /-2-1997, 

PBrtj!8nd.lLIBC2000,UL,10:C.  ,  k  "  t 

•jdp  and  bottom  ralli  of  do’or  shall  be  faltory  sealed.;,.  ' 

•  Doon  shall  bi'clad  In  WDMA  prernIum:'A*''gr*l«  wood  yeneef  with  mlnlmunji*^ 

.1/42"  befora'spndlng;  with  lypB'.ladheslvi  containing  no  added  “rosTWrmaWehydfc 
Both  dbrnestlcand  exotic  hardwood  species  available  for  transparent  finish.  Mill  option 
face  hnalerlal  for  opaque  flrilshi '•  ,  , 

•  Neutral  pressure  20-mlnute  Intertek/Wamori  Mersey  fire  labels  shall  be  available  within 

site  and  usage  llmitattons,  Hre-rated  dooii  must  use  approved  Iha  fraines.  ,,  - 

•  Positive  nressiire  fire  label  Is  available  on  20-mlnuta  single  doors  going  into  weld^  or 


DOOR  FEATURES: 


Y  '  jtenefitJMatihi  ^ook  match  standard.  Slip  or  randonf  available  If  specified, 
f  .i;.:/,  Vim'prrr  Fiir*  AMamblvs  Running  match  standard.  Center,  or  balanced 

^  -  *-'';ava|Jable:lf,s^clfl«<l,- ' 

f-  EilnijntLSijiu  pair  match,  set  match  available,  ,  ..  . 

'  nMi./Tvi»h'«nm«  Continuous  match  standard.  End  or  no  match  ayallable  - 


Ifspeilfl.ed.’?^  ■ 
v.rtteai  Edoets 


(vblblB'surface)  Matching  hardwood  finished  at  factory  I?  i  [U|jV/ni| 

(-2)  wlth  eUgfriefore-face  conitnjctlon.  Optional  edges :  yj  .yfiJIlll 

are:  unfinished  (-1)  arid  stiles  prlrhed'at  factory  (-9).  .fcr^aaBSEa 
Cirtbutes  S'  minimum  distance  from  door  edge  and  the'  minimum 
dSfance  betvieen  llte  and  lode  cut  out  U  3-5/16'  for  2(>^mlnute  and  5' 
for4^minute. 
ytandard  Bttvgl;  1/8*  In  2* 

1/8’  lock  and  hlngs  rtilej.  See  NFPA-flO  6.3. 1.7, 2007 


;,^db^  rteeT^mes:  S^  smoke  gasketing,  such  as  Pemko  S8B,  must  be 

applied  to  frame  tb  achleve.'S'  rating  (gasketing  to  be  supplied  by  othen).  .  ... 

•  Cutouts  for  vision  panels  shall  be  made  at  the  factory  and  shall  bis  of  sizes  and 

locations  as  indicated  on  the  drawings.  Factory  finUhed  wood  glazing  stops  or  beige 
powder  coated  metal  llte  frames  shall  be  furnished  for  Irte  openings  unless  otherwise 
specified.  Metal  IKe  frames  may  be  veneer-wrapped  at  addrtlonal  cost.  Louvers  are 
prohibited  in  20-minute  fire  doors, .  ■ 

•  Hardware  preparation;  All  cutouts  for  mortise  hardware  shall  be  made  at  the  factory 
from  hardware  manufacturer^  templates  and  approved  shop  drawings. 

.  Doors  shall  ba  Individually  poly-bagged  for  protection  In  transit  and  storage  periods, 
and  shall  be  marked  as  per  tag  openings  on  shop  drawings.  _ _ 


clearances;  1/3’  top, 
edition,  for  bottom  clearances. 
eerurrtv  Retina!  Class  40  (highest  rating  possible) 

CTC  Betlno:  STC  31/STC  32,  gasketing  and  door  sweep  required. 

MniHinn  and  Split  Reilstance:  Refer  to  July  31, 2008  Customer 


SaUSL 


late  »CS119F  (vyvwv.vtlndurttles^rom/doon/updateSjaspid  _ 

1000  Industrial  Park  •  Holstein.  lA  51025  •  800.827.1615  •  Fax  712.368.4111  •  www.ytindustries.com/doors 


HERITAGE 


(Iniolioi  wsc*  uiily) 


WDMA  PREMIUM  GRADE  EXTRA  HEAVY  DUTY  POOR 


LEED  Version  3  Credit  Assistance 

Recycled  Material  MR  4: 1-2  poinU 

X 

Regional  Material  MR  5: 1-2  points 

X 

Certified  Wood  MR  7 

FSC  COC:  SW-CdC-000736 

X 

Low-Erifiittiria  Material' EQ  4.4*. 

X 

IAF-18-0224-A-000398 
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moon  ENGINEERING 
2415  N.  Underwood  Street 
Arlington,  VA  22205 
703.533.1122  (office) 
703.533.5594  (fax) 
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bluemoon  engineering 

2415  N.  Underwood  Street 
Arlington,  VA  22205 
703.533.1122  (office) 
703.533.5594  (fax) 


NTER  AMER  CAN 
OUNDAT  ON 


12TH  FLOOR 
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WA  HI  GTON  DC  2  004 
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A8.1 


AF-18-0224-A-000405 


EIGHTH  DAY  DESICH  /  7653  Leeiburg  Pike  /  Fqlls  Churth  /  VA  /22D43  /  Gdniin(9cddili7  7B3  562  3d36 

D&B  622070464 


interior  architecture 


Inter-American  Foundation 

Invoice 

1331  Pennsylvania  Ave 

Date 

Suite  1200  North 

WasNngton,  DC  20004 

Project 

Shayla  Summerhil 

number  2017366 

01/26/2018 

170S3  INTER-AMERICAN  FOUNDATION 
-  PRESIDENTS  OFFICE 


Professiona]  Services  Through  December  31,  2017. 


INVOICE  SUMMARY 

Description 

Contract 

Amount 

Prior 

Billed 

Percent 

Complete 

Current 

Blled 

ARCH  CD'S 

3,444.00 

0.00 

100.00 

3.444.00 

REIMBURSABLE  EXPENSES 

50.00 

0.00 

100.00 

50.00 

Total 

3,494.00 

0.00 

100.00 

3,494.00 

Invoice  total 

3,494.00 

Aging  Summary 

Invoice  Number  Invoice  Date 

Outstanding 

Current 

Over  30 

Over  60 

Over  90 

Over  120 

2017366  01/26/2018 

3,494.00 

3,494.00 

Total 

3,494.00 

3.494.00 

0.00 

0.00 

0.00 

0.00 

Inter-American  Foundation 

Invoice  number  2017366 

Invoice  dale  01/26/2018 

AMERICAN 
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MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1 /Z*  Clear  Tempered  Glass 


CARVART  TCD9  GLASS 


PROJECT: 

Inter  American 

FDUN  DATIGN 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  2th  FL 


GENERAL  CaNTRACTOR; 

Hitt  Contracting 


REV 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-ZD12 

DETAIL  REVISION 

architect: 

EDD 


LFJ 


CARVART* 


1  BO  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  10014 


TCL:  (2  I  2)  679-0030  rAXM2  1  21  1  76 


DRAWING  title: 


12TH  FLOOR  PUN  VIEW 


DWG  number: 


G-0.1 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 
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r-  16GA  STUD  FRAME 

'  *7 

BY  OTHERS 

1 

INDTALL  TO  SUPPORT  AN  APPROX 

1 
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^  WOOD  BLOCKING 
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MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1/2  Clear  Tempered  Glass 


CARVART  TCn9  GLASS 


PROJECT: 

Inter  American 
Fgundatidn 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  2th  FL 


GENERAL  CDNTRACTaR: 

Hitt  Contracting 


REV. 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

2-9-201  2 

DETAIL  REVISION 

architect: 

EDO 


LFJ 


CAKVART 


1  BD  VARICK  STREET,  SUITE  #1210  NEW  YORK,  NY  1  □□  1  4 


TCI.:  (2  12)  679-0030  FAX;  121  2J  ATS^I  76 


DRAWING  title: 


LAMA  SLIDERS  1217  &  1218 


DWG  number: 


G-1.1 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


S'-2' 


ELEVATION  @  WALL  1222 

Scale:  1/2"  =  I'-O" 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


MATERIAL  TYPES: 

MARK: 

DESCRIPTION: 

GL1 

1 /z'  Clear  Tempered  Glass 

GL2 

CARVART  TCD9  GLASS 

PROJECT: 

Inter  American 

REV, 

DATE: 

DESCRIPTION: 

□ 

2'7'ZD12 

1  ST  Submittal 

1 

Z-9-2D1  2 

DETAIL  REVISION 

Fdundatidn 

1  33  1  Pensylvania  Ave.  NW 
Washington  DC,  ZDD4  1  Zth  FL 

GENERAL  CONTRACTOR: 

Hitt  Contracting 

architect: 

EDO 

LFJ 


CAKVART 


1  BO  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  10014 


TEL:  13  I  21  679-0030  FAX:  t3  I  31  6764  1  76 
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LAMA  SLIDER  @  1230  &  WALL  1222  G-1.2 
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MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1 /z'  Clear  Tempered  Glass 


CARVART  TCD9  GLASS 


PROJECT: 

Inter  American 

FGUN  DATIGN 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  2th  FL 


GENERAL  CONTRACTOR: 

Hitt  Contracting 


REV 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-ZD12 

DETAIL  REVISION 

architect: 

EDD 


LFJ 


CARVART 


1  BO  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  10014 


TCL:  (31  21  679-0030  rAXM2  1  31  1  76 
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USA 


703/562.3636 
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November  28,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details  and  elevations  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  lAF  will  contract  separately  with  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  EDD  has  not 
included  MEP  engineering  in  this  proposal. 

•  EDD  has  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other  correspondence  will  be 
handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  s  be 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  shall  make  one  site  visit  to  field  measure  and  verify  the  existing  conditions  of  the  spaces 
in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction  documents  in  EDD’s 
archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field  conditions  and/or  other 
site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  has  not  included  engineering  drawings  in  this  proposal,  however,  EDD  will  coordinate  the 
requirements  of  the  project  with  the  MEP  engineers. 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  documents  at  100%  complete  for  owner  and  tenant’s  review  and 
comment. 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  EDO  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue  the  final  set 
of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDO  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDO  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 


SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  MEP  Engineering  design. 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 

I  IAF-18-0224-A-000415 

-  M:\MKT\PROP\Quadrangle\lnter-American  Foundation\2in/ glass  wall\IAF_Ntl  Place  12th  Flr_propos£„  '■',2ii. .,  .;2.doc 


lAF- Office  1231 
November  28,  2017 
Page  4 


FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 


Phase  I- Architectural 

Principal  (4hrs  X  $175.00)  $700.00 

Project  Manager  (10  hrs  x  $140.00)  $1 ,400.00 

Jr.  Designer  (16  hrs  X  $84.00)  $1,344.00 

_ Reimbursables _ $50.00 

Total  Architectural  $3,494.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

MEP  engineering.  Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in 
the  fee  schedule  above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  lAF  with  a 
separate  proposal  for  approval. 

BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDO  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDO  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDO  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDO. 

Set-offs,  Back  charges,  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDO 

Payments  to  EDO  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDO's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 
defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whole  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDD  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDD.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDD  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDD.  Linder  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDD,  and  EDD  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDD  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDD's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDO  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDO,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDO  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDO  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDO's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

it  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 

ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 

Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Inter-American  Foundation 
do  Shayla  Summerhill 
1 331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Sha^a  SummerhiB 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12^  Floor 

PROJECTED  MOVE-IN  DATE:  Ute  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B 1 
(reference  EDO's  original  construction  documents). 

•  The  owner  has  noted  that  permit  dravirings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details  and  elevations  for  Client's  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  lit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tel^data  outlets  are  needed  and  exisbng  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  lAF  will  contract  separately  with  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  EDD  has  not 
included  MEP  engineering  in  this  proposal. 

•  EDD  has  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other  correspondence  will  be 
handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1 .  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  inter-American  Foundation  (hereinafter  referred  to  by  "Clent")  to  discuss 
applicable  requirements  of  the  project,  including  Client’s  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  shall  make  one  site  visit  to  field  measure  and  verify  the  existing  conditions  of  the  spaces 
in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction  documents  in  EDO's 
archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field  conditions  and/or  other 
site-specific  situations  that  would  only  be  revealed  by  destnjctive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  spedficalions  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Enoineerino  Documents 

1 .  EDD  has  not  included  engineering  drawings  in  this  proposal,  however,  EDD  will  coordinate  the 
requirements  of  the  project  with  the  MEP  engineers. 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  documents  at  100%  complete  for  owner  and  tenant’s  review  and 
comment. 
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2.  Comrnenls  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set  EDO  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue  the  final  set 
of  construction  documents  to  Client  for  their  use. 

G.  Pricing.  Drawing  Clarification  and  Interoretation 

1 .  EDO  will  distribute  the  necessary  documents,  electronicalty,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDD  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 


SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services; 

•  Providing  MEP  Engineering  design. 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planbng  consultants,  signage 
and  other  sped^ty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  rotated  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Srxipe  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  serwces  after  the  final  punch  ist  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows; 


Phase  I -Architectural 

Principal  {4hrsx  $175.00)  $700.00 

Project  Manager  (10  hrs  x  $140.00)  $1 ,400.00 

Jr.  Designer  (16  hrs  x  $84.00)  $1 ,344.00 

_ Reimbursabtes  _ $50.00 

Total  Architectural  $3,494.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  fisted  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rales  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursabis  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  [ongKiislance  telephone  calls)  have  been 
included  in  the  fees  above. 

MEP  engineering.  Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in 
the  fee  schedule  above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  lAF  with  a 
separate  proposal  for  approval. 

B<LUNGANDt>AYMENT 

Retonaoe 

NPLC  ihall  maka  an  initial  payment  of  zero  ddlaia  ($0.00)  (retaiiwf)  upon  exacution  of  this  Agtsemanl.  This  retainar  shal  bo  haM  by  EDO  and  applied 
towards  the  last  30%  of  professional  services  provided.  InvoioH  shall  be  submitted  by  EDD  (monthly),  ate  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

H  payment  Is  not  received  by  EDO  within  thirty  (30)  calendar  days  Of  the  invoice  date.  NPLC  shall  pay  as  Interest  an  addttional  charge  of  one^nd  ane4ialf 
(IS)  percent  (or  the  maximum  allowable  by  law.  whichever  Is  lower)  of  tw  PAST  DUE  amouni  par  monlh.  Payment  thereafter  shall  frsi  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

CotecOon  Cost 

In  the  avsnl  legal  action,  is  necessary  to  aniorce  the  payment  protdsions  of  this  Agreement.  EDD  shal  be  enfilled  to  collect  tram  NPLC  any  judgment  or 
saittemeni  sums  due,  reasonable  attorneys'  fees .  court  costs  arid  expenses  ncuned  by  EDD  in  coisiedion  Iherewilt  and,  in  addition,  the  reasonabla  value 
of  EDO's  time  and  expanses  spent  In  connection  with  such  coftection  action,  computed  at  EDO's  prevaKi^  lea  schedule  and  expense  policies. 
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SusoenikinotSflrviwa 

If  NPLC  fails  to  make  payments  wfwn  due  or  atherviise  b  In  breach  of  this  Agreement,  EOD  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDO  shall  have  rto  labiSty  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
Ms  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  (ads  to  make  payment  lo  EDO  In  accordance  wUh  the  payment  terms  herem,  Ms  shad  constitute  a  materia!  breach  of  Ihb  AgieemenI  and  shad  be 
cause  for  termlnalion  by  EDO. 

Sel-offs.  Back  charges.  Discounts 

Payment  of  Invoices  b  in  no  case  subject  to  undaleral  discounSng  or  set-i^  by  NPLC.  and  payment  Is  due  regardless  of  suspension  or  lerminafon  of  Ms 
Agreement  by  eidier  party. 

Payments  to  EDO 

Payment  to  EDO  shad  not  be  withheld,  postponed  or  made  contingent  on  fte  consiruclian,  complelion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  ofbethng  reimbursemenl  or  oedd  from  other  patties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  oftsels 
shad  be  made  from  EDO's  compensalion  for  any  reason  uniess  EDO  has  been  found  to  be  legady  table  for  such  amounts. 


TERMS 

TertninaUon 

Elfter  NPLC  or  EDO  may  tetminale  thb  Agreement  at  any  lime  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day's  prior  written 
notice.  NPLC  shad  wililn  thirty  (30)  calendar  days  of  tenninalion  pay  EDD  for  all  services  rendered  and  aH  co^  incuned  up  lo  die  data  of  termination,  in 
accoidance  with  the  compensation  provbions  of  Ms  conbacL 
ADA  Comolianoe  in  Exbtino  Buddings 

The  Americans  witti  DIsabillUes  Act  (ADA)  raquiras  the  removal  of  architechiial  barriers  la  existing  fadib'es  where  such  removal  is  teadiy  achievable.  ADA 
provides  that  alterations  lo  a  fadlty  must  be  made  In  such  a  manner  thaL  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facdhy  are  readily 
accessibto  to  and  by  individuals  with  dsabiMes.  NPLC  acknowledges  drat  the  requirements  of  the  ADA  wdl  be  subject  b  vartoua  and  possb^ 
coniradWoty  Interprelallona.  NPLC  acknowledges  that  the  dedriOon  of  Yeadily  achievable’  contained  in  the  ADA  b  dexible  and  subject  to  Inleipretation  on 
a  case^-case  basis.  The  Design  Professional  wi  use  hb  or  her  reasonable  professional  efforts  and  judgment  to  Interpret  appicabie  ADA  requirements 
and  b  advise  NPLC  as  to  the  modifications  b  NPLC's  facility  that  may  be  required  to  comply  with  the  AOA.  Such  interprelalicfl  and  advica  wi  be  based 
on  vdiat  b  known  abord  ADA  Interpretations  at  the  ime  this  sendee  is  rendered.  The  Design  Professional,  however,  carunt  and  does  not  warrant  or 
guarantee  that  NPLC's  fadfity  wi  fuly  comply  with  intetpretations  of  AOA  requirements  of  other  federal,  stale  end  local  laws,  rubs,  codes,  onllnances  and 
regubtions  as  they  apply  b  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost  NPLC  understands  that  EDO  has  no  conlrol  over  casts  or  the  price  of  labor,  equipment  or  materiab,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  prohabb  construction  costs  provided  herein  are  b  be  made  on  the  basis  of  EDO's 
quaClications  and  experiencs.  EDO  makes  no  wairarly,  expressed  or  Impfed,  as  b  the  accuracy  of  such  opinions  as  compared  b  bid  or  actual  cosb. 
Veriheation  of  Eidswia  Conditions 

Inasmuch  as  the  rernodeling  andfor  rehabllilatlon  of  an  exbling  buNding  requires  that  certain  assumptions  be  mads  regarding  existing  condHtons,  and 
because  some  of  these  assumptons  may  not  be  vertliable  without  expending  addbonal  sums  of  money  or  desfeoying  otienuise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  b  the  kilest  extent  permitted  by  law,  to  inderanify  and  hold  EOD  harrrtess  ftxim  any  claim,  (abBty  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  toss  arising  or  allegedly  atbing  out  of  the  professiml  services  provided  under  this 
Agreement,  excephng  only  those  damages,  labilities  or  costs  attrixitabte  b  the  sole  negligence  or  willful  misconduct  of  EDO. 

Ownership  of  Instalments  of  Service 

All  reports,  plans,  spedBcations,  compuler  files,  held  data,  notes  and  other  dccumenls  and  Instruments  prepared  by  the  Design  Professional  as 
Instruments  of  service  shal  remain  the  property  of  the  Design  Professionai.  The  Design  Professional  shah  retain  al  common  law.  statutory  and  other 
reserved  rights,  IrKkidkig  the  copyright  thereto. 

Deiverv  of  CAD  Files 

In  accepting  and  utialng  any  drawings  or  other  data  on  any  form  of  etoctronic  media  genarated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  al 
such  drawings  and  data  are  instnunenis  of  service  of  EDD,  who  shal  be  deemed  the  author  of  the  drawings  and  data,  and  shaft  retain  al  common  law, 
statutory  law  and  other  rights,  induding  copyrights.  The  efectionic  files  submtlfed  by  EDO  to  NPLC  are  submitted  for  en  acceptance  period  of  five  (S)  days. 
Any  defects  NPLC  discovers  during  Ns  p^od  will  be  reported  b  EOD  and  wi  be  corrected  as  part  of  EDO's  Basic  Scape  of  Services.  Correction  of 
defects  detected  and  reported  afler  the  acceptance  peibd  wi  be  compensated  tor  as  AddKional  Services.  NPLC  further  agrees  not  b  use  these  tltawings 
and  data.  In  whole  or  in  part  for  any  purpose  or  project  other  foan  lha  pit^  which  is  the  subject  of  Ms  Agreemenl  NPLC  agrees  to  waive  aH  clairrs 
against  EDD  resulting  In  any  way  frm  any  unauthorized  changes  w  reuse  of  (he  drawings  and  data  for  any  other  project  by  anyone  other  than  EOD.  In 
addition,  NPLC  a^ees,  b  hie  (iillast  extent  permitted  by  law,  b  indemnify  and  hold  EDO  harmless  from  any  damage,  Habily  or  oosL  toduding  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  tom  any  changes  made  by  anyone  other  than  EDD  or  from  any  reuse  of  the  drawings  and  data  wiwut  the 
prior  wrilteri  consenl  of  EDO.  Linder  no  dicumstances  shall  transfer  of  the  drawings  and  other  Instruments  of  service  on  efecironic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDO,  and  EDO  makes  no  warranties,  either  express  or  Implied,  of  merchanlabity  and  fitness  for  any  particular  purpose. 
Indemnificalion 

EOD  agrees,  to  the  fulest  extent  permitted  by  law.  b  Indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonabto  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDCTs  negfi^nl  acts,  errors  or  omissions  In  the  performance  of  pmfesslonal  services  under  this 
Agreement  and  those  of  his  or  her  sulKortsukanIs  or  anyone  tor  whom  EOD  is  legaly  kabto.  NPLC  agrees,  b  the  fulest  extent  permitted  by  law.  b 
inMmnIfy  and  hold  EDO  haiMess  from  any  damage,  liabity  or  cost  ftnduding  reasonable  attorneys'  fees  and  costs  of  defense)  b  the  extent  caused  by 
NPLC's  negHgenl  acts,  armrs  or  omisstans  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legaly  lable. 
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aivd  arising  from  the  project  that  Is  the  subject  of  this  Agteemenl,  EDO  Is  not  oUigaled  to  indemnity  NPLC  in  any  manner  whatsoever  kt  NPLCs  own 
negligence. 

Limitation  of  Uabilv 

In  reco^ition  of  Ihe  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDD,  the  risks  have  been  allocalad  such  Oiat  NPLC  agrees,  to  the  fuHast 
extent  permitted  by  lavr.  to  (mit  Itw  febNy  of  EDO  and  his  or  her  sutKnnsultants  to  NPLC  and  to  al  construction  contractors  and  suboonbaclois  on  the 
project  for  arty  and  al  daitns,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
iabtity  of  EDO  aixt  his  or  hM  sub-^sulants  to  al  those  named  shal  not  exceed  EDO's  total  fee  for  services  rendered  on  this  proied,  whichever  is 
greater.  Such  da  tm  and  causes  include,  but  are  not  limited  to  negigence,  professional  errors  or  onussions,  strict  Babilty,  breach  of  contract  or  warranty. 
Neither  EDO,  its  consultants,  nor  its  agents  or  employees  shal  be  jolnlly,  severaOy.  or  individualy  table  to  the  owners  in  excess  of  ihe  compens^on  to  be 
patd  pursuant  to  this  agreement  by  reason  of  any  ad  or  omission,  including  breach  of  conirad  or  negtigance,  not  amounting  to  a  wSU  or  intentionai 
wrong. 

Aopl  cable  Law 

I  is  the  intent  of  fie  parlies  hereto  that  al  questions  with  resped  to  Ihe  terms  of  fils  conirad  and  the  tights  and  tha  liabMties  of  the  parties  hereto  shal  be 
determined  in  accordance  wlh  the  laws  of  fie  Commonwealth  of  VirgMa. 

EmptiwmeTil 

During  fie  term  of  this  conirad  and  for  a  period  Of  12  months  past  the  (etm  of  this  eontrad,  NPLC  may  not  employ,  offer  employment  or  discuss 
emptoyment  opportunities  with  EDD  employees. 

SPECB^ICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  produds  or  bukfng  materials  that  are  permissUe  under  current  bu9ding  codes  and  ordinances  may,  al  some  future 
date,  be  banned  or  Imited  in  use  in  the  constnictoi  industry  because  of  presently  unknown  hazardous  andfor  defective  diaractaristics.  NPLC  agrees  that 
f  any  such  produd  or  materiai  spedlied  for  this  Projed  by  EDD  and  ils  consuBanifsj  shaa.  al  any  luluie  dale  be  suspected  or  discovered  to  be  defective  or 
a  healih  or  safely  hazanl,  then  NPLC  shafi  waive  all  dalnis  as  a  result  thereof  against  EDO  and  its  consultantfs), 

NPLC  furfier  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  produd  or  material  after  EDD  or  fts  consulanis  have  informad  NPLC 
that  such  produd  or  material  may  not  be  suilable  or  may  embody  characteristics  fiat  are  suspected  of  causing  or  may  cause  the  produd  or  material  to  be 
considered  a  hazardous  substance  in  Ihe  future.  NPLC  waivas  al  daims  as  a  resuk  thereof  against  EDD  and  its  consulanifs)  and  NPLC  agrees,  to  the 
fulesi  extent  pennittsd  by  law,  to  Indemnity  and  hold  hamiless  EDO  and  Its  consdtanl(s)  from  any  damages,  (abiklias  or  costs  Indudng  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  fie  specification  or  use  of  any  products  or  maleiiats  which,  at  any  future  dale,  become  known  or 
suspeded  healih  and  safety  hazanls. 

ACCEPTANCE 


We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 


If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  It  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church.  VA  22043,  ATTN;  USA  UYMAN. 


Accepted: 


I,  rails  L>nurcn,  vm  ai  i ra;  u< 


Inter-American  Foundation 


Date 


We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 


Best  regards, 

Lisa  Layman,  LEED  AP ID+C 
Principal 

Eighth  Day  Design,  Inc. 
(703)712-8313 
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interior  architecture 


D&B  622070464 


Inter-American  Foundation 

Invoice 

number  *  Approved  * 

1331  Pennsylvania  Ave 

Suite  1200  North 

Date 

01/23/2018 

Washington,  DC  20004 

Shayla  Summerhill 

Project 

17053  INTER-AMERICAN  FOUNDATION 
-PRESIDENTS  OFFICE 

Professional  Services  Through  December  31, 2017. 


INVOICE  SUMMARY 

Description 

Contract 

Amount 

Prior 

Billed 

Percent 

Complete 

Current 

Billed 

ARCH  CD'S 

3,444.00 

0.00 

100.00 

3,444.00 

REIMBURSABLE  EXPENSES 

50.00 

0.00 

100.00 

50.00 

Total 

3,494.00 

0.00 

100.00 

3,494.00 

Invoice  total 

3,494.00 
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Inter-American  Foundation 


Invoice  number  *  Approved 


Invoice  date  01/23/2018 


Eighth  Day  Design,  Inc. 

7653  Leesburg  Pike 
Falls  Church,  VA  22043 

USA 


703/562.3636 
703/562.3637  FAX 

November  20,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details,  elevations  and  engineering  design  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  EDD  has  included  the  services  of  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  Blue  Moon  will 
provide  sketches  for  any  Mechanical  and  Life  Safety  construction  requirements. 

•  Per  code,  existing  switching  will  need  to  be  modified  so  that  the  new  office  has  individual  controls.  Blue 
Moon  will  include  documentation  for  the  new  switching. 

•  EDD  and  Blue  Moon  have  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other 
correspondence  will  be  handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  e  bt; 

‘  ■  i  ■  Tioie  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. ivifrMKTtPROPV.  I  AFrj-l  8-0224-A-000426 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  and  Blue  Moon  shall  make  one  site  visit  to  field  measure  and  verify  the  existing 
conditions  of  the  spaces  in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction 
documents  in  EDD’s  archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field 
conditions  and/or  other  site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  will  provide  engineering  documents  through  its  consultant.  Blue  Moon  Engineering.  EDD 
will  coordinate  the  requirements  of  the  project  with  the  MEP  engineers  in  order  to  obtain  sketches  for 
inclusion  with  the  architectural  sketches. 

2.  Blue  Moon  will  provide  sketches  for  the  following: 

a.  Mechanical  sketch  to  indicate  new  return  grille  and  transfer  opening  in  new  slab-high  wall 

b.  Fire  Alarm  sketch  to  indicate  relocated  fire  alarm  device  within  adjacent  open  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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c.  Lighting  sketch  to  indicate  new,  code-compliant  occupancy  sensor  switch  for  new  office 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  and  engineering  documents  at  100%  complete  for  owner  and 
tenant’s  review  and  comment. 

2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  The  A/E  team  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue 
the  final  set  of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDD  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDD  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 

SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  he  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 

Phase  1- Architectural 

Principal  (3hrs  x  $175.00) 

Project  Manager  (10  hrs  x  $140.00) 

Jr.  Designer  (16  hrs  x  $84.00) 

$525.00 

$1,400.00 

$1,344.00 

Totai  Architecturai 

$3,269.00 

Phase  i  -  Enqineerinq 

Sr.  Project  Manager  (15  hrs  x  $150.00) 

$2,250.00 

EDD  Markup  (10%) 

$225.00 

Arch  Principal  (3hrs  x  $175.00) 

$525.00 

Reimbursable  Expenses 

$275.00 

Total  Engineering 

$3,275.00 

Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architecturai 

MEP 

Structurai 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

$150.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in  the  fee  schedule 
above.  If  required,  EDO  will  procure  services  of  the  required  consultants  and  present  lAF  with  a  separate 
proposal  for  approval. 

MEP  design  services  include  a  10%  markup  in  the  fee. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 

Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDD  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDD  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDD  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDD. 

Set-offs.  Back  charges.  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDD 

Payments  to  EDD  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDD's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whoie  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDO  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDO.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDO  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDO  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDO.  Under  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDO,  and  EDO  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDO  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDO's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable, 
and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDD  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDD,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDD  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDD  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDD's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

It  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 


Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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- Forwarded  message - 

From;  Jonathan  Perez  <iperez@eeg-wdc.eom> 
Date:  Fri,  Feb  2,  2018  at  2:47  PM 

- - - - ^Subjeet:  RE;  7102-33  -  lAF  Projeet  -  Levolor 

Blinds 

To:  Kara  Rogers  <krogers@iaf. gov> 

Ce:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "Reginald  Flerndon  (CCG)"  <rherndon@eeg-wde.eom> 

Good  afternoon  Kara, 


Please  review  the  attaehed  doeuments. 

1 .  CCG  -  lAF  Proposal  -  R4.pdf 

2.  CCG-lAFRevisedPriceR05.pdf 

3.  lAF  01  Compensable  Delay  02  02  2018.pdf 


CCG  proposal  R4  was  used  to  ereate  the  eontract.  Contraet  order  number  #203431 18P00001  was  signed  by 
CCG  General  Manager  Reginald  Herndon  on  October  17,  2017  and  by  Contracting  Officer  Brandon  D. 
Burnworth  October  18,  2017.  In  November  Shayla  mention  that  an  architect  will  get  involved  with  this  project 
and  provided  plans  as  requested  by  building  owner.  CCG  revised  proposal  R4  and  re-submitted  cost  change  R5 
to  Shayla  according  to  plans  dated  12/06/2017.  Please  see  the  attached  file  (CCG  -  lAF  Revised  Price  R05). 


Please  review  both  files;  R4  price  and  new  cost  (R05)  according  to  the  drawings  from  EDD  Architect  & 
bluemoon  Engineering. 

1 .  Division  8  increased  in  file  R05. 

2.  Division  13:  Fire  alarm  cost  deleted  in  file  R4.  They  building  had  a  prefer  fire  alarm  company  to 
perform  the  work. 

3.  Division  15:  Sprinkler  work  removed  in  R05. 

•  HVAC  work  cost  added  in  file  R05.  New  plans  as  to  perform  ductwork  and  test  and  balance  the  new 
space. 

4.  Division  16;  Price  increased  in  file  R05.  Additional  electrical  work  was  added  on  the  plans  dated 
12/06/2017. 


Also,  please  see  the  attached  document  letter  for  Project  time  extension. 
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If  you  have  questions  eall  or  email  me. 


Thank  you, 
Jonathan  Perez 


Construction  Manager 


Our  oi^Ly  'proruLse. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Kara  Rogers  [ mailto : kro gers@iaf . go v1 
Sent:  Wednesday,  January  31,  2018  12:32  PM 
To:  Jonathan  Perez  <iperez@eeg-wde.eom> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf. gov>;  Reginald  Herndon  (CCG)  <rherndon@eeg-wdc.eom> 


Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Hi  Jonathan, 


I'm  chiming  in  here  in  Shayla's  absence,  I  reviewed  the  contract  and  this  is  a  Firm-Fixed-Price  contract  in  the 
amount  of  $44,345.00.  A  Firm-Fixed-Price  contract  provides  a  price  that  is  not  subject  to  any  adjustment  on  the 
basis  of  the  contractor's  cost  experience  in  performing  the  contract. 


Please  adjust  the  budget  to  reflect  the  signed  contract  amount  of  $44,345.00.  The  contract  has  been  billed 
against  for  a  total  of  $20,8 1 1 .00  as  of  today.  IAF-1 8-0224-A-000435 
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Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.683.7182 


On  Wed,  Jan  31,  2018  at  12:1 1  PM,  Jonathan  Perez  <iperez@eeg-wde.eom>  wrote: 
Shayla  - 1  attaehed  the  revised  eost  R05  and  AlA  invoiee  #3. 


IPP:  PO  #IAF-203431 18P00001  still  shows  proposal  revision  R04. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 

Our  onLy  promise. . .  We  deLtver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 
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From:  Shayla  Summerhill  [ mailto : ssuinmerhill@iaf. go v1 
Sent:  Wednesday,  January  31,  2018  12:03  PM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rhemdon@ccg-wdc.com> 
Subject:  RE:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Jonathan,  can  you  forward  me  the  most  recent  proposal  with  itimized  costs.  Thanks 


On  Jan  31,  2018  4:54  PM,  "Jonathan  Perez"  <iperez@ccg-wdc.com>  wrote: 
Good  morning  Shayla, 


After  reviewing  the  IIP  Collector  site  I  notice  that  PO  #IAF-203431 18P00001  has  not  been  revised.  CCG 
invoices  show  the  revised  cost. 


Also,  regarding  the  purchase  made  yesterday  please  update  IPP  showing  the  additional  cost  for  the  blinds.  In 
the  previous  email  I  attached  Home  depot  order  receipt.  CCG  gets  charged  interest  when  purchased  with 
company  home  depot  card. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


IAF-18-0224-A-000437 


Our  oyiLyprom.Ls.e...  We  deliver! 
3321  12th  Street,  NE  I  Suite  3 

Washington,  DC  20017-4008 

Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccq-wdc.com 


From:  Shayla  Summerhill  [ mailto : ssummerhill@iaf. govi 
Sent:  Tuesday,  January  30,  2018  3:28  PM 
To:  Jonathan  Perez  <iperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>;  Reginald  Herndon  (CCG)  <rhemdon@ccg-wdc.com> 
Subject:  Re:  7102-33  -  lAF  Project  -  Levolor  Blinds 


Jonathan, 


CCG  is  paid  through  the  IPP  payment  system  we  do  not  use  checks.  This  was  how  the  first  invoice  was  paid 
and  how  all  payments  will  be  made.  I'm  not  sure  how  or  what  interest  you're  being  charged.  But  as  for 
payment  we  pay  the  among  on  the  invoice  that  is  provided  to  us  through  IPP. 


Shayla 


On  Jan  30,  2018  10:23  PM,  "Jonathan  Perez"  <iperez@ccg-wdc.com>  wrote: 
Good  afternoon  Shayla, 


Levolor  representative  reach  out  confirming  a  supplier  around  my  area. 
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Please  see  the  attaehed  doeuments.  Also,  how  will  the  payment  to  CCG  be  made? 


Note:  CCG  aceount  gets  eharged  interest  (.06024)  every  day.  Please  inelude  this  interest  when  you  send  us  a 
eheek. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  c>r.Ly  promCse. . .  We  deLLver! 
3321  12th  Street.  NE  I  Suite  3 

Washington,  DC  20017-4008 

Office:  202.526.3420 


CAflTA. 

Coo*tiucflon 

Group 


Cell:  202.407.3692 


Fax:  202.526.3421 


http://www.cca-wdc.com 
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THE  EMSEAL  CHECKLIST 


Cmpmny 


Dmtm_ 


imtauaum  location 


M  LtmUom  (CHy  A 


D  Intenor 
□  Extenor 


□Above  Grade 

□  Below  Grade 

□  Submerged  


CONSTRUCnONTVPE 

G  NewCorwtruction 
□  Retrofit  Construction 


HRERATINC 


-d 


□  No  Rre  Rating 

Rre  Rating;  Gl-hr  □2-brG3-hr 


1 


EXPANSION  QAP  MPORMAIION 


Joint  Gap  Widthls): 
Varies  from: _ 


to. 


,  fover  its  length) 


Joint  Substrate  Depth: 


-d 


Total  Footage: 


Have  Gap  Dimensions  Been  Field  Measured?  □  Yes  /□  No 
Substrate  Surteoe  Temp.  Ambient  Temp.  __ 


Substrate  Composition: 


concrete,  bricK  metal,  etc:) 
ml  ^Metal  Pour Stope?: □Mbs/  GNo  q 


Movement  (if  known): 
ttg.  t  VOiamMl:  t  .8*  ilwir.  Hej 


J3 


Joint  is:  □  Primary  Seal 

□Secondary  Seal 


Joint  Will  Seal  Out  CDBain/Water  GCold/Heat 
□Sound  QAir  GVermin  GOther^^^^^^ 


How  Does  the  Joint  Termmate? 
CoiKrete  Ftoor/Woof  Stop 


FOR  HORIZONTAL  DECK  FLOOR  JOINTS  (ONLY) 


DECK  CONSTRUCTION 


Traffic  Types  fcbeclr  ail  that  apply): 
DCar  GBus  GPedestnan  Glone 
n  Other 


a 


PtoiseniinthetlibwiiahditwniarBitaaehy.Voiwiate&MeotyourioMaaMa 
mteadtfaiiab.pleeaedanaMttwt'r'a  War  ireteaddgei^adinMreiQrLrmoie  than 
ooajeHttocaitiemnPeaeitwIwmeilliaa  area,  paew  (See  them  andtheapproprete 

(VTKnMDrB.  MDUffi  mIOuOnB  oft  nMOBKI 


Ptease  indude  arty  relevant  details  when  subnettirtg  checklist  to  EMSEAL 


AfvMlecI;. 

A.^ 


CaaCraeCer: . 


,  Oaaer/Devefepar; , 


IAI-IH-Uz!^4-KDQQ44Q 


MXarfiBMtflamSCAi  Paic  (SOSJ  SSS^SSl  /  IomU:  (ecfilnfeOeaiseaLcoai  /  Phone:  (508)  836-0280 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
4Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

15% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

27,846 

$ 

265.20 

69% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

3% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

3,537 

$ 

33.69 

9% 

Electrical 

$ 

1,377 

$ 

13.11 

3% 

Subtotal  Direct  Work 

$ 

40,074 

382 

100% 

General  Conditions  /  Overhead 

$ 

4,007 

Design  Contingency 

$ 

- 

Construction  Contingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax 

N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

Preconstruction  Services  $ 

Warranty  $ 


Fee  $  3,526 


TOTAL  CONSTRUCTION  COST 

$ 

47,608 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 

Page  1  of  1 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 

233 

08710 

Door  Hardware  -  Pull  Handle  by  FR  International 

1  Allowance 

see  A&C's 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allowance 

by  owner  if  increases 
allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  bonds,  shop  drawings,  close-out, 

1  LS 

240 

warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

27,846 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

1  LS 

Included  08900 

271 

Mobilization,  close-out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

1  LS 

299 

Mobilization,  shop  drawings,  close-out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

303 

No  items  included  in  this  scope 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 

Page  1  of  2 
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5/1/17  -  Data  Date 
9/26/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity 

Unit 

Remarks 

336 

Furnishings  Subtotal 

$ 

- 

337 

338 

Division  13  -  Special  Construction 

Fire  Alarm  &  Detection  -  Relocate  Fire  alarm 

349 

13850 

equipment. 

0  LS 

By  owner. 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

350 

warranties 

0  LS 

By  owner. 

351 

Special  Construction  Subtotal 

$ 

- 

352 

364 

365 

Division  15  -  Mechanical 

HVAC  Equipment  -  Furnish  and  install  new  return  grille 

373 

15700 

and  new  S.L  transfer  dims  shown  on  sheet  M001. 

1 

LS 

see  A&C's 

374 

15800 

Air  Distribution 

0 

LS 

375 

15950 

Testing  &  Balancing 

1 

LS 

included  15700 

376 

Mobilization,  bonds,  close-out,  warranties 

1 

LS 

included 

377 

Mechanical  Subtotal 

$ 

3,537 

378 

379 

Division  16  -  Electrical 

Interior  Lighting  -  Furnish  and  install  new  electrical 

384 

16510 

work. 

1 

LS 

389 

Mobilization,  close-out,  warranties 

1 

LS 

included 

390 

Electrical  Subtotal 

$ 

1,377 

391 

392 

Direct  Work  Total 

$ 

40,074 

393 

394 

General  Conditions  /  Overhead 

$ 

4,007 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

- 

Included  by  subs 

404 

Fee 

$ 

3,526 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,608 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,036 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

"I  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017 
and  (3)  Site  Visit  dated  September  19,  2017  and  (4)  Permit  Plans  December  06,2017.  No  additional 
material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

^  The  costs  reflected  in  this  proposal  are  valid  through  October  25,  2017.  If  CCG  is  given  Notice  to 
Proceed  after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs 
realized  by  CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

^  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NCT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

^  Cur  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 

12  CCG  did  not  receive  any  rules  &  regulation  of  the  builidng.  We  reserve  the  right  to  use  our  selected  crew 
to  perform  the  work. 

13  CCG  excluded  the  following  from  sheet  A5.0  #4,  #5,  #6,  #7,  #8,  #10,  #12,  #15,  #16,  #17,  #18  and  #19 

14  CCG  excluded  new  window  blinds  and  installation. 

15  CCG  inicuded  an  allowance  for  the  pull  handle  by  FR  International.  A  credit  will  be  given  to  the  client  if  the 
handle  is  less  from  the  allowance  number. 

HVAC/Plumbinq 

CCG  excluded  any  sprinkle  work,  no  work  is  nessacry. 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-05 
Project  No.  7102-33 


5/1/17  -  Data  Date 
12/15/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


Electrical 

CCG  adjusted  electrical  price  to  reflect  the  sheet  E001 . 

18  Please  contact  Jonathan  Perez  at  (202)  407-3692  if  you  have  further  questions. 
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Estimate 


Total  Business  &  Office  Solutions 


ASK  -  ARK,  LLC 

808  REVELSTORE  TERRACE  NE 
LEESBURG, VA  20176  US 
(703)  554-7089 
alnettles@ask-ark.com 


ADDRESS 

SHIP  TO 

Shayla  Summerhill 

I  Shayla  Summerhill 

Inter-American  Foundation 

Inter-American  Foundation 

1331  Pennsylvania  Ave  NW 

1331  Pennsylvania  Ave  NW 

Suite  1200 

Suite  1200 

Washington,  DC  20004 

Washington,  DC  20004 

ESTIMATE  #  DATE 

1108 

03/29/2018 

SHIP  VIA  P.O.  NUMBER  SALES  REP 

ASK-ARK,  Lie  1 8-1 01  -1 9  R1  Alphonso  Nettles 


ACTIVITY 


QTY 


RATE  AMOUNT 


Office  Furniture 

TEK  -  Circular  Work  Table,  With  HA  Star-Base  with  Casters  30" 

Foundation  Laminate 
*SC*  Flax  Finegrain 

Straight  Trim 
*SC*  Flax  Print 

Foundation  Colors 

Storm  White  (Textured) 

1 

409.68 

409.68 

Office  Furniture 

TEK  -  Swivel 

Bullet  Worksurface,  30''d  x  54"w 

1 

260.56 

260.56 

Foundation  Laminate 
*SC*  Flax  Finegrain 

Flat  Edge  Trim 

*SC*  Flax  Print  Trim  Color 

Foundation  Colors 

Storm  White  (Textured) 

Office  Furniture 

TEK  -  Flush  Plate 

2 

18.00 

36.00 

Office  Furniture 

TEK  -  Flush  End  Gable  -  Laminate,  20"d 

Foundation  Colors 

Storm  White  (Textured) 

1 

187.66 

187.66 

Office  Furniture 

TEK  -  *SC*  Flax  Finegrain 

Privacy  Screen  -  Flat,  51  "h  x  42"w 

1 

510.30 

510.30 

Foundation  Colors 

Office  Furniture 

TEK  -  Storm  White  (Textured) 

Privacy  Screen  -  Flat,  51  "h  x  42"w 

1 

510.30 

510.30 

Foundation  Colors 

Office  Furniture 

Storm  White  (Textured) 

Amicus  Guest  Chair,  Four  Leg  Frame  with  Casters,  Integrated  Arms,  Upholstered 

Pad  on  Plastic  Back 

1 

392.20 

392.20 

Customer’s  Own  Material 

Customer’s  Own  Material 

Chrome  Hard  Casters 

CR  CR1021506PER  CASE#  00256989  Fabric  Optic  Blue-Flame  Blur  (P432 

DELIVERY 

Installation  to  unassemble  and  reassemble 
existing  furniture  to  reconfigure  workstations. 

Any  unused  product  will  be  left  on  site. 

1 

1,300.00 

- IAF-1 8-022^ 

1 ,300.00 

-A-000446 - 

TOTAL 


$3,606.70 


Thank  you  for  your  business.  All  new  customers  should  expect  to  prepay  for 
their  order  at  time  of  order  until  other  terms  are  established.  Please  ensure 
that  your  order  is  complete  and  damage  free  at  time  of  delivery  as  All  sales  are 
final*  AINettles@ask-ark.com  if  you  have  any  questions. 


Accepted  By 


Accepted  Date 


IAF-18-0224-A-000447 


Estimate 


Total  Business  &  Office  Solutions 


ASK  -  ARK,  LLC 

808  REVELSTORE  TERRACE  NE 
LEESBURG, VA  20176  US 
(703)  554-7089 
alnettles@ask-ark.com 


ADDRESS 

SHIP  TO 

Shayla  Summerhill 

I  Shayla  Summerhill 

Inter-American  Foundation 

Inter-American  Foundation 

1331  Pennsylvania  Ave  NW 

1331  Pennsylvania  Ave  NW 

Suite  1200 

Suite  1200 

Washington,  DC  20004 

Washington,  DC  20004 

ESTIMATE  #  DATE 

1108 

03/29/2018 

SHIP  VIA  P.O.  NUMBER  SALES  REP 

ASK-ARK,  Lie  1 8-1 01  -1 9  R1  Alphonso  Nettles 


ACTIVITY 


QTY 


RATE  AMOUNT 


Office  Furniture 

TEK  -  Circular  Work  Table,  With  HA  Star-Base  with  Casters  30" 

Foundation  Laminate 
*SC*  Flax  Finegrain 

Straight  Trim 
*SC*  Flax  Print 

Foundation  Colors 

Storm  White  (Textured) 

1 

409.68 

409.68 

Office  Furniture 

TEK  -  Swivel 

Bullet  Worksurface,  30''d  x  54"w 

1 

260.56 

260.56 

Foundation  Laminate 
*SC*  Flax  Finegrain 

Flat  Edge  Trim 

*SC*  Flax  Print  Trim  Color 

Foundation  Colors 

Storm  White  (Textured) 

Office  Furniture 

TEK  -  Flush  Plate 

2 

18.00 

36.00 

Office  Furniture 

TEK  -  Flush  End  Gable  -  Laminate,  20"d 

Foundation  Colors 

Storm  White  (Textured) 

1 

187.66 

187.66 

Office  Furniture 

TEK  -  *SC*  Flax  Finegrain 

Privacy  Screen  -  Flat,  51  "h  x  42"w 

1 

510.30 

510.30 

Foundation  Colors 

Office  Furniture 

TEK  -  Storm  White  (Textured) 

Privacy  Screen  -  Flat,  51  "h  x  42"w 

1 

510.30 

510.30 

Foundation  Colors 

Office  Furniture 

Storm  White  (Textured) 

Amicus  Guest  Chair,  Four  Leg  Frame  with  Casters,  Integrated  Arms,  Upholstered 

Pad  on  Plastic  Back 

1 

392.20 

392.20 

Customer’s  Own  Material 

Customer’s  Own  Material 

Chrome  Hard  Casters 

CR  CR1021506PER  CASE#  00256989  Fabric  Optic  Blue-Flame  Blur  (P432 

DELIVERY 

Installation  to  unassemble  and  reassemble 
existing  furniture  to  reconfigure  workstations. 

Any  unused  product  will  be  left  on  site. 

1 

1,193.30 

- IAF-1 8-022^ 

1,193.30 

-A-000448 - 

TOTAL 


$3,500.00 


Thank  you  for  your  business.  All  new  customers  should  expect  to  prepay  for 
their  order  at  time  of  order  until  other  terms  are  established.  Please  ensure 
that  your  order  is  complete  and  damage  free  at  time  of  delivery  as  All  sales  are 
final*  AINettles@ask-ark.com  if  you  have  any  questions. 


Accepted  By 


Accepted  Date 


IAF-18-0224-A-000449 


Evaluation  Criteria  -  how  do  you  want  to  evaluate  the  proposals 

•  Price 

•  Previous  work 

•  References 

•  Plan  Proposal,  including  timeline  to  completion 

•  Ability  to  meet  COI,  exactly  as  listed 

•  Date  for  Site  visit 

•  I  am  thinking  Sept.  11,  12  or  13 

•  I  will  be  out  of  the  office  that  week.  The  site  visit  will  need  to  take  place  Monday, 
Sept.  18*^  or  Tuesday,  19"^ 

•  List  of  vendors- 

•  The  vendors  you  used  for  your  market  research 

o  1.  Modern  Door-  Gary  Tippett,  301.843.5255 
o  2.  CGE-  Jonathon  Perez,  202.526.3420  or  202.407.3692 
o  3.  HITT  Construction-  Gonzalo  D'Ambrosio,  703.846.9131  or  703.928.1631 
o  4.  Athena  Construction  Group-  Mac  Farrell,  703-763-4208 

•  Vendors  identified  from  the  building- 

o  1.  Select  Contracting,  Tom  Page,  selectcontractor(5)aol.com.  202-438-2900 

•  As  many  as  possible  so  we  can  get  at  least  1  good  bid-  are  we  expecting  to  get 
quotes  from  these  companies  again? 

•  Prospective  Timeline 

o  Here's  what  I  am  looking  at  based  on  the  route  we  are  on 

■  Post  to  FBO  by  9/1 

■  Site  visit  9/12.  Will  need  to  take  place  Sept  18*^  or  19*'^ 

■  Solicitation  closes  9/18.  Sept  22''“^ 

■  Evaluation  completed  by  lAF  by  9/21.  Sept  27th 

■  Purchase  order  award  before  9/29.  Same 


IAF-18-0224-A-000450 


SOUCtTATIOWCONTRACTKiFUTER  FOR  COMMERCIAL  ITEMS 

OFFBUOR  TO  COMPLETE  BUKKS  11,  17,  13, 14,  i  10 


1  NfiaUSnrON  NUMBER 

IAF-25000-18-0005 


IWIE  Of 

1  I  19 


2  COMTRACTNO 

3.AVMRD/ 

EFFECnvfi  DATE 

4  ORDER  NUMBER 

20343118P00001 

5  SOUCfTATKIN  NUMBER 

6.  BOUCnATION 

ISSUE  DATE 

7.  FOR  SOUCITATION 

ItlFORMATION  CALL: 

► 

■  NAME 

ROB  RANDOLPH 

b.  TELEPHONE  NUM0ER  fAbtiOlMfCatt; 

8.  OFFER  DUE  DATE^OCAL  TJME 

BUEIEAU  OF  THE  FISCAL  SERVICE 
DIVISION  OF  PROCUREMENT 
AVERY5F 

200  THIRD  STREET 
ATTN:  S.  BONNETT 
PARKERSBURG  WV  26101 


11  DELIVERy  FOR  FOB  OESTINA* 
TION  UNLESS  BIOCX  IS 

I^DtSCOUNT  TERMS 

NET  30  PROMPT  PAY 

□  13a  this  CONTRACT  ISA 

labRARND 

□  SEE  SCHEDULE 

DRAS(ISCFR  700) 

14  method  OF  SOUCrTATKSN 
ClRFQ  L'lFB 

Crfp 

15.  OeUVERTO 

CODE 

lAF 

tfl  ADMINSTCRCD  BY 

cooe 

FS A- PARKERSBURG 

□  suAaeusiNESs 

□  HUeZONE  SMALL 
BUSMESS 

□  SERVICE-OISAetEO 
VETSUN-OMNED 
SMALL  BUSm  ESS 


WOUEN-OVWCO  SMALL  BUSINESS 

□  W3S8)  ELIGIBLE  UNOER  THE  WOMEN-OVIINED 
SMALL  BUSINESS  PROGRAM 

r-,  NAICS:  236220 

□  EOVeSB 

O  B(A)  e  o  £  c 

SIZESTANOARO  SJO.O 


lAF 

1331  PENNSYLVANIA  AVE  NW 
1200  NORTH 
WASHINGTON  DC  20004 


Bureau  of  the  Fiscal  Service 
Division  o£  Procurement 
Administration  Branch 
Avery  5F 
200  Third  Street 
Parkersburg  WV  26101 


I7l  CONTRACTORI 
OfFEROR 


603210399 

FACrUTY 

IBs  FVOTMENT  \MLLeE  MADE  BY 

COOE 

COOE 

CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE 
SUITE  3 

WASHINGTON  DC  20017-4008 


TELEPHONE  NO 


ARC/ASD/APB 
ARC/ASD/APB,  AVERY  3G 
PO  BOX  1328 

ACCOUNTSPAYABLE0FISCAL.TREASURY.GOV 
PARKERSBURG  WV  26106-1328 


C.  in  CICCK  r  remittance  is  different  and  put  such  address  in  offer 


1M.  sueiirr  mvoices  to  address  shown  m  block  iu  unless  block  below 
is  checked  ;seeaooenoum 


11 

item  NO 


SCHEDULE  OF  SUPPUES/SERV1CES 


it 

QUANTITY 


a. 

UNIT 


S. 

UMT  PRICE 


24. 

AMOUNT 


The  Bureau  of  the  Fiscal  Service,  Division  of 
Procurement,  on  behalf  of  the  Inter-American 
Foundation  (lAF)  is  establishing  this 
firm-fixed-ptice  purchase  order  for  the 
installation  of  a  glass  wall  and  repair  of  a 
conference  room  door. 

Vendor  POC:  Jonathan  Perez 
Phone:  202-407-3692 
Email;  jperez@ccg-wdc.com 

(Usa  Revane  and/or  Attach  Additional  Sheets  as  Necessary) 


2S.  ACCOUNTING  AND  APPROPRIATION  DATA 
See  schedule 


26  TOTAIAWRO AMOUNT fParGovf  UsaOnly) 

$44,345.00 


271.  SOLICITATION  INCORPORATES  BY  REFERENCE  FARS2  212-1.  52  212-4.  FAR  52212-3  AND  52  212-5  ARE  ATTACHED 
K  27b  CONTRACT/PURCHASE  ORDER  INCORPORATES  BY  REFERENCE  FAR  52212-4  FAR  52  21 2-5  IS  ATTACHED 


ADDENDA 
ADDENDA 


□  ARE  □  ARE  NOT  ATTACHED 

IX  are  dare  NOT  attached 


xi28  CONTRACTOR  IS  REQUIRED  TO  SIGN  THIS  DOCUMENT  AND  RETURN 


COPIES  TO  ISSUING  OFFICE  CONTRACTOR  AGREES  TO  FURNISH  AND  DELIVER 
AU  ITEMS  SET  FORTH  OR  OTHERWISE  IDENTIFEO  ABOVE  AND  ON  ANY  ADDITIONAL 
SHEETS  SUBJECT  TO  THE  TERMS  AND  CONDITIONS  SPECriED 


□  25  AIMLRD  OF  CONTRACT 
DATED 


YOUR  OFFER  ON  SOLKITATION  (BLOCK  5). 


.  OFFER 


INCLUOmO  ANY  ADOmONS  OR  CHANGES  WHICH  ARE  SET  FORTH 
HEREIN  IS  ACCEPTED  AS  TO  ITEMS. 


Ml.  SIGNATURE  OF  OFFEROWCONTRACTOR 


~f/(  — 6^1 — A/y. 


311  UNITED  STATES  OF  AMERICA  rSISNATURE  OF  COM7RAC7WG  OFnCBR) 


3Cb  NAMEJ 


>  TITLE  OF  SIGNER  (Type  or  print) 


rov^ 


30c.  DATE  SIGNED 

6  \t  /  jztr/ 


31b  NAME  OF  CONTRACTING  OFFICER  (Type  or  print) 

BRANDON  D.  BURNWORTK 


3lc  DATE  SIGNED 


^  ^REPRODUCTION 
( REUSABLE 


PrMcrib*d  by  QSA  •  FAR 


12| 

f)sa^2 


PVERSIGHT 


2  of 


19 


19. 

ITEM  NO 

Government  COR:  Shayla  Summerhill 

Phone:  202-688-3050 

Email:  ssummerhill@iaf.gov 


20. 

SCHEDULE  OF  SUPPLIES/SERVICES 


21. 

QUANTITY 


22. 

UNIT 


23. 

UNIT  PRICE 


24. 

AMOUNT 


Government  ACOR:  Kara  Rogers 
Phone:  202-683-7182 
Email:  krogersSiaf . gov 

Invoicing:  Invoices  may  be  submitted  on  the  25th 
day  of  each  month  for  completed  work.  Payments 
will  be  made  NET  30  days  from  receipt/acceptance 
by  the  COR  of  invoices  received  via  the  IPP 
system. 

Inv  Approver/COR  Backupl :  KARA  ROGERS 
Accounting  Info: 

1AF3100DA1819XX-2018-61000001-320202-1AF2500000000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 
Period  of  Performance:  10/23/2017  to  01/31/2018 


0001 


Installation  of  Glass  Wall  and  Sliding  Glass  door 
in  accordance  with  the  Performance  Work  Statement. 


44, 345.00 


General  Requirements:  $6,089.00 
Doors/Windows:  $25,500.00 
Specialties:  $1,224.00 
Special  Construction:  $1,061.00 
Mechanical/Plumbing/Fire  Protection:  $1,836.00 
Electrical:  $530.00 


Continued  . . . 


32a.  QUANTITY  IN  COLUMN  21  HAS  BEEN 
Q  RECEIVED  Q  INSPECTED 


□  ACCEPTED,  AND  CONFORMS  TO  THE  CONTRACT,  EXCEPT  AS  NOTED: 


32b.  SIGNATURE  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32c.  DATE 

32d.  PRINTED  NAME  AND  TITLE  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32e.  MA  LING  ADDRESS  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32f.  TELEPHONE  NUMBER  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

32g.  E-MA  L  OF  AUTHORIZED  GOVERNMENT  REPRESENTATIVE 

33.  SHIP  NUMBER 

34.  VOUCHER  NUMBER 

35.  AMOUNT  VERIFIED 

CORRECT  FOR 

36.  PAYMENT 

□  COMPLETE  □  PARTIAL  □  FINAL 

37.  CHECK  NUMBER 

□  PARTIAL  □  FINAL 

38.  S/R  ACCOUNT  NUMBER 

39.  S/R  VOUCHER  NUMBER 

40.  PAID  BY 

41a.  I  CERTIFY  THIS  ACCOUNT  IS  CORRECT  AND  PROPER  FOR  PAYMENT 

42a.  RECEIVED  BY  (Print) 

41  b.  SIGNATURE  AND  TITLE  OF  CERTIFY  NG  OFFICER 

41c.  DATE 

42b.  RECEIVED  AT  (Location) 

42c.  DATE  REC'D  (YY/MM/DD)  |, 

t8ffl22)fliTAN@^452 

STANDARD  FORM  1449  (REV.  2/2012)  BACK 

REFERENCE  NO.  OF  DOCUMENT  BEING  CONTINUED 


PAGE 


CONTINUATION  SHEET 


20343118P00001 
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NAME  OF  OFFEROR  OR  CONTRACTOR 

CAPITAL  CONSTRUCTION  GROUP  LLC 


OF 


19 


ITEM  NO. 


SUPPLIES/SERVICES 


QUANTITY 


UNIT 


UNIT  PRICE 


AMOUNT 


(A) 


(B) 

General  Conditions/Overhead: 

Fee:  $3,189.00 

P&P  Bond:  $1,291.00 


$3, 624.00 


(C) 


(D) 


(E) 


(F) 


This  proposal  includes  a  1-year  warranty  covering 
work  performed  by  CCG  and/or  subcontractors. 


CCG  shall  install  glass  wall  system,  misc. 
framing,  based  on  direction  provided  by  the  COR. 


CCG  shall  fix  the  existing  pocket  door. 


After  award,  any  questions  or  issues  related  to 
this  procurement  will  be  handled  by  the  Contract 
Administration  Branch  at 

Cont ractAdministr at ion@ fiscal .treasury . gov .  When 
sending  an  e-mail  to  this  address,  please  include 
the  award  number  in  the  subject  line  of  the 
e-mail . 

The  total  amount  of  award:  $44,345.00.  The 
obligation  for  this  award  is  shown  in  box  26. 


IAF-18-0224-A-000453 


NSN  7640-01-152-8067 


OPTIONAL  FORM  336  (4-86) 
Sponsored  by  GSA 
FAR  (48  CFR)  53.110 


4 


52.252-2  CLAUSES  INCORPORATED  BY  REFERENCE  (FEB  1998) 

This  contract  incorporates  one  or  more  ciauses  by  reference,  with  the  same  force  and  effect  as  if  they  were  given  in 
fuii  text.  Upon  request,  the  Contracting  Officer  wiii  make  their  fuii  text  avaiiabie.  Aiso,  the  fuii  text  of  a  ciause  may  be 
accessed  eiectronicaiiy  at  this  address:  https://www.acquisition.qov/far 

52.212- 4  CONTRACT  TERMS  AND  CONDITIONS  -  COMMERCIAL  ITEMS  (JAN  2017) 

1052.212- 4  CONTRACT  TERMS  AND  CONDITIONS-COMMERCIAL  ITEMS  (DEVIATION  2017-00001)  (JULY 
2017) 


(r)  Compliance  with  laws  unique  to  Government  contracts.  The  Contractor  agrees  to  comply  with  31 
U.S.C.  1352  relating  to  limitations  on  the  use  of  appropriated  funds  to  influence  certain  Federal 
contracts;  18  U.S.C.  431  relating  to  officials  not  to  benefit;  40  U.S.C.  chapter  37,  Contract  Work  Hours 
and  Safety  Standards;  41  U.S.C.  chapter  87,  Kickbacks;  10  U.S.C.  2409  relating  to  whistleblower 
protections;  49  U.S.C.  40118,  Fly  American;  and  41  U.S.C.  chapter  21  relating  to  procurement 
integrity. 


1052.212-4  CONTRACT  TERMS  AND  CONDITIONS-COMMERCIAL  ITEMS.  (ALTERNATE  II)  (DEVIATION  2016- 
00001)  (JAN  2016) 

(e)  Definitions. 

****** 


(2)  As  used  in  this  ciause,  "Commerciaisuppiier  agreements" means  terms  and  conditions  customariiy 
offered  to  the  pubiic  by  vendors  of  suppiies  or  services  that  meet  the  definition  of  commerciaiitem  set 
forth  in  FAR  2.101  and  intended  to  create  a  binding  iegai  obiigationon  the  end  user.  Commerciai 
suppiier  agreements  (CSA)  are  particuiariy  common  in  information  technoiogy  acquisitions,  inciuding 
acquisitions  of  commerciaicomputer  software  and  commerciaitechnicaidata,  but  they  may  appiy  to 
any  suppiy  or  service.  The  term  appiies- 

(i)  Regardiess  of  the  format  or  styie  of  the  document.  For  exampie,  a  CSA  may  be  styied  as 
standard  terms  of  saie  or  iease.  Terms  of  Service  (TOS),  End  User  License  Agreement  (EULA), 
or  another  simiiar  iegai  instrument  or  agreement,  and  may  be  presented  as  part  of  an  offer  or 
quotation  responding  to  a  soiicitation; 

(ii)  Regardiess  of  the  media  or  deiivery  mechanism  used.  For  exampie,  a  CSA  may  be  presented 
as  one  or  more  paper  documents  or  may  appear  on  a  computer  or  other  eiectronic  device 
screen  during  a  purchase,  software  instaiiation,  other  product  deiivery,  registration  for  a  service, 
or  another  transaction. 


***** 


(s)  Order  of  precedence.  Any  inconsistencies  in  this  soiicitation  or  contract  shaii  be  resoived  by  giving 
precedence  in  the  foiiowing  order: 

(1)  The  scheduie  of  suppiies/services. 

(2)  The  Assignments,  Disputes,  Payments,  invoice.  Other  Compiiances,  Compiiance  with  Laws  Unique  to 
Government  Contracts,  Unauthorized  Obiigations,  and  Commerciai  Suppiier  Agreements - 
Unenforceabie  Ciauses  paragraphs  of  this  ciause, 

(3)  The  ciause  at  52.212-5. 

(4)  Soiicitation  provisions  if  this  is  a  soiicitation. 

(5)  Other  paragraphs  of  this  ciause. 

(6)  Addenda  to  this  soiicitation  or  contract,  inciuding  any  iicense  agreements  for  computer  software. 

(7)  The  Standard  Form  1449. 

(8)  Other  documents,  exhibits,  and  attachments. 

(9)  The  specification. 


IAF-18-0224-A-000454 

203431 18P00001 
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***** 


(u)  Unauthorized  Obligations 

(1)  Except  as  stated  in  paragraph  (u)(2)  of  this  clause,  when  any  supply  or  service  acquired  under  this 
contract  is  subject  to  any  CSA,  that  includes  any  language,  provision,  or  clause  requiring  the 
Government  to  indemnify  the  Contractor  or  any  person  or  entity  for  damages,  costs,  fees,  or  any 
other  loss  or  liability  that  would  create  an  Anti-Deficiency  Act  violation  (31  U.S.C.  1341),  the  foliowing 
shall  govern: 

(i)  Any  such  language,  provision, or  clause  is  unenforceabie  against  the  Government. 

(ii)  Neither  the  Government  nor  any  Government  authorized  end  user  shall  be  deemed  to  have  agreed  to 
such  clause  by  virtue  of  it  appearing  in  the  GSA.  if  the  CSA  is  invoked  through  an  "I  agree"  click  box 
or  other  comparable  mechanism  (e.g.,  "click-wrap"  or  "browse-wrap"  agreements),  execution  does  not 
bind  the  Government  or  any  Government  authorized  end  user  to  such  clause. 

(iii)  Any  such  language,  provision, or  clause  is  deemed  to  be  stricken  from  the  GSA. 

(2)  Paragraph  (u)(1)  of  this  clause  does  not  apply  to  indemnification  by  the  Government  that  is  expressiy 
authorized  by  statute  and  specifically  authorized  under  applicabie  agency  reguiations  and  procedures. 


*■*■*■*■*■ 


(w)  Commercial supplier  agreements  -unenforceable  clauses.  \Nhen  any  supply  or  service  acquired  under  this 
contract  is  subject  to  a  CSA,  the  following  language  shall  be  deemed  incorporated  into  the  CSA.  As  used 
herein,  "this  agreement"  means  the  CSA: 

(1)  Notwithstanding  any  other  provision  of  this  agreement,  when  the  end  user  is  an  agency  or 
instrumentality  of  the  Government, the  following  shall  apply: 

(i)  Applicability.Th\s  agreement  is  a  part  of  a  contract  between  the  commercialsupplierand  the 
Government  for  the  acquisition  of  the  suppiy  or  service  that  necessitates  a  license  (including  all 
contracts,  task  orders,  and  delivery  orders  under  FAR  part  12). 

(ii)  End  user.  This  agreement  shall  bind  the  Government  as  end  user  but  shail  not  operate  to  bind 
a  Government  empioyee  or  person  acting  on  behaif  of  the  Government  in  his  or  her  personal 
capacity. 

(iii)  Law  and  disputes.Th\s  agreement  is  governed  by  Federal  law. 

(A)  Any  language  purporting  to  subject  the  Government  to  the  laws  of  a  U.S.  state,  U.S. 
territory,  district,  or  municipality, or  a  foreign  nation,  except  where  Federal  law  expressly 
provides  for  the  application  of  such  laws,  is  hereby  deieted. 

(B)  Any  language  requiring  dispute  resolution  in  a  specific  forum  or  venue  that  is  differentfrom 
that  prescribed  by  applicable  Federal  law  is  hereby  deieted. 

(C)  Any  language  prescribing  a  different  time  period  for  bringing  an  action  than  that 
prescribed  by  applicable  Federal  law  in  relation  to  a  dispute  is  hereby  deieted. 

(iv)  Continued  performance.]^  the  supplier  or  licensor  believes  the  Government  to  be  in  breach  of 
the  agreement,  it  shail  pursue  its  rights  under  the  Contract  Disputes  Act  or  other  applicable 
Federal  statute  while  continuing  performance  as  set  forth  in  paragraph  (d)  of  this  clause. 

(v)  Arbitration;  equitable  or  injunctive  relief  In  the  event  of  a  claim  or  dispute  arising  under  or 
relating  to  this  agreement,  (A)  binding  arbitration  shaii  not  be  used  unless  specifically 
authorized  by  agency  guidance, and  (B)  equitable  or  injunctive  relief,  including  the  award  of 
attorney  fees,  costs  or  interest,  may  be  awarded  against  the  Government  only  when  explicitly 
provided  by  statute  (e.g.,  Prompt  Payment  Act  or  Equal  Access  to  Justice  Act). 

(vi)  Additionalterms. 
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(A)  This  agreement  may  unilaterally  incorporate  additional  terms  by  reference.  Terms  may  be 
included  by  reference  using  electronic  means  (e.g.,  via  web  links,  click  and  accept,  etc.). 
Such  terms  shall  be  enforceable  only  to  the  extent  that: 

(1)  When  included  by  reference  using  electronic  means,  the  terms  are  readily  available  at 
referenced  locations;  and 

(2)  Terms  do  not  materially  change  government  obligations;  and 

(3)  Terms  do  not  increase  government  prices;  and 

(4)  Terms  do  not  decrease  overall  level  of  service;  and 

(5)  Terms  do  not  limit  any  other  Government  rights  addressed  elsewhere  in  this  contract. 

(B)  The  order  of  precedence  clause  of  this  contract  notwithstanding, any  software  license  terms 
unilaterally  revised  subsequent  to  award  that  is  inconsistent  with  any  material  term  or 
provision  of  this  contract  is  not  enforceable  against  the  Government. 

(vii)  No  automatic  renewals.  If  any  license  or  service  tied  to  periodic  payment  is  provided  under  this 
agreement  (e.g.,  annual  software  maintenance  or  annual  lease  term),  such  license  or  service 
shall  not  renew  automatically  upon  expiration  of  its  current  term  without  prior  express 
Government  approval. 

(viii)  Indemnification. An'^  clause  of  this  agreement  requiring  the  commercialsupplier or  licensorto 
defend  or  indemnify  the  end  user  is  hereby  amended  to  provide  that  the  U.S.  Department  of 
Justice  has  the  sole  right  to  represent  the  United  States  in  any  such  action,  in  accordance  with 
28  U.S.C.516. 

(ix)  Audits.  An'^  clause  of  this  agreement  permitting  the  commercial  supplier  or  licensorto  audit 
the  end  user's  compliance  with  this  agreement  is  hereby  amended  as  follows: 

(A)  Discrepanciesfound  in  an  audit  may  result  in  a  charge  by  the  commercialsupplier  or 
licensorto  the  Government.  Any  resulting  invoice  must  comply  with  the  proper  invoicing 
requirementsspecified  in  the  underlying  Government  contractor  order. 

(B)  This  charge,  if  disputed  by  the  Government,  will  be  resolved  through  paragraph  (d)  of  this 
clause;  no  payment  obligation  shall  arise  on  the  part  of  the  Government  until  the 
conclusion  of  the  dispute  process. 

(C)  Any  audit  requested  by  the  commercial  supplier  or  licensor  will  be  performed  at  the 
commercial  supplier’s  or  licensor’s  expense,  without  reimbursementby  the  Government 
and  must  be  performed  within  the  parameters  of  the  Government’s  security  procedures. 

(D)  The  Contractor  must  notify  the  Contracting  Officer  of  any  audit  request. 

(x)  Taxes  or  surcharges.  An'^  taxes  or  surcharges  which  the  commercialsupplier  or  licensor  seeks 
to  pass  along  to  the  Government  as  end  user  will  be  governed  by  the  terms  of  the  underlying 
Government  contract  and,  in  any  event,  must  be  submitted  to  the  Contracting  Officer  for  a 
determination  of  applicability  prior  to  invoicing  unless  specifically  agreed  to  otherwise  in  the 
underlying  contract. 

(xi)  Non-assignment.Th\s  agreement  may  not  be  assigned,  nor  may  any  rights  or  obligations 
thereunder  be  delegated,  without  the  Government’s  prior  approval,  except  as  expressly 
permitted  under  paragraph  (b)  of  this  clause. 

(xii)  Confidential  information.  \t  this  agreement  includes  a  confidentiality  clause,  such  clause  is 
hereby  amended  to  state  that  neither  the  agreement  nor  the  contract  price  shall  be  deemed 
"confidential information."  Issues  regarding  release  of  "unit  pricing’’will  be  resolved 
consistent  with  the  Freedom  of  Information  Act.  Notwithstanding  anything  in  this  agreement 
to  the  contrary,the  Government  may  retain  any  confidentialinformation  as  required  by  law, 
regulation  or  its  internal  document  retention  procedures  for  legal,  regulatory  or  compliance 
purposes;  provided,  however,  that  all  such  retained  confidentialinformation  will  continue  to  be 
subject  to  the  confidentiality  obligations  of  this  agreement. 

(2)  If  any  language,  provision, or  clause  of  this  agreement  conflicts  or  is  inconsistent  with  the 

preceding  paragraph  (w)(1)  of  this  clause,  the  language,  provisions,  or  clause  of  paragraph  (w)(1)  of 
this  clause  shall  prevail  to  the  extent  of  such  inconsistency. 
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(a)  The  COR(s)  are  named  on  the  award  form.  Should  a  change  to  the  COR(s)  be  necessary  in  the  future,  they  will 
be  named  on  the  modification  SF-30. 

(b)  Performance  of  work  under  this  contract  is  subject  to  the  technical  direction  of  the  COR  identified  above,  or  a 
representative  designated  in  writing.  The  term  “technical  direction”  includes,  without  limitation,  direction  to  the 
contractor  that  directs  or  redirects  the  labor  effort,  shifts  the  work  between  work  areas  or  locations,  and/or  fills  in 
details  and  otherwise  serves  to  ensure  that  tasks  outlined  in  the  work  statement  are  accomplished  satisfactorily. 

(c)  Technical  direction  must  be  within  the  scope  of  the  contract  specification(s)/work  statement.  The  COR  does  not 
have  authority  to  issue  technical  direction  that: 

(1 )  Constitutes  a  change  of  assignment  or  additional  work  outside  the  contract  specification(s)/work  statement; 

(2)  Constitutes  a  change  as  defined  in  the  clause  entitled  “Changes”; 

(3)  In  any  manner  causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for  contract 
performance; 

(4)  Changes  any  of  the  terms,  conditions,  or  specification(s)/work  statement  of  the  contract; 

(5)  Interferes  with  the  contractor's  right  to  perform  under  the  terms  and  conditions  of  the  contract;  or 

(6)  Directs,  supervises  or  otherwise  controls  the  actions  of  the  contractor's  employees. 

(d)  Technical  direction  may  be  oral  or  in  writing.  The  COR  must  confirm  oral  direction  in  writing  within  five  workdays, 
with  a  copy  to  the  Contracting  Officer. 

(e)  The  Contractor  shall  proceed  promptly  with  performance  resulting  from  the  technical  direction  issued  by  the  COR. 
If,  in  the  opinion  of  the  contractor,  any  direction  of  the  COR  or  the  designated  representative  falls  within  the 
limitations  of  (c)  above,  the  contractor  shall  immediately  notify  the  Contracting  Officer  no  later  than  the  beginning 
of  the  next  Government  work  day. 

(f)  Failure  of  the  Contractor  and  the  Contracting  Officer  to  agree  that  technical  direction  is  within  the  scope  of  the 
contract  shall  be  subject  to  the  terms  of  the  clause  entitled  “Disputes.” 

52.204-9  PERSONAL  IDENTITY  VERIFICATION  OF  CONTRACTOR  PERSONNEL  (JAN  2011) 

1052.210-70  CONTRACTOR  PUBLICITY  (APR  2015) 

The  Contractor,  or  any  entity  or  representative  acting  on  behalf  of  the  Contractor,  shall  not  refer  to  the  supplies  or 
services  furnished  pursuant  to  the  provisions  of  this  contract  in  any  news  release  or  commercial  advertising,  or  in 
connection  with  any  news  release  or  commercial  advertising,  without  first  obtaining  explicit  written  consent  to  do  so 
from  the  Contracting  Officer.  Should  any  reference  to  such  supplies  or  services  appear  in  any  news  release  or 
commercial  advertising  issued  by  or  on  behalf  of  the  Contractor  without  the  required  consent,  the  Government  shall 
consider  institution  of  all  remedies  available  under  applicable  law,  including  31  U.S.C.  333,  and  this  contract.  Further, 
any  violation  of  this  clause  may  be  considered  during  the  evaluation  of  past  performance. 

1052.228- 70  INSURANCE  (APR  2015) 

In  accordance  with  FAR  clause  52.228-5,  entitled  “Insurance — Work  on  a  Government  Installation”  [or  FAR  clause 

52.228- 7  entitled,  “Insurance — Liability  to  Third  Persons’],  insurance  of  the  following  kinds  and  minimum  amounts 
shall  be  provided  and  maintained  during  the  period  of  performance  of  this  contract: 

(a)  Worker's  compensation  and  employer's  liability.  The  Contractor  shall,  as  a  minimum,  meet  the  requirements 
specified  at  FAR  28.307-2(a). 

(b)  General  liability.  The  Contractor  shall,  at  a  minimum,  meet  the  requirements  specified  at  FAR  28.307-2(b). 

(c)  Automobile  liability.  The  Contractor  shall,  at  a  minimum,  meet  the  requirements  specified  at  FAR  28.307-2(c). 
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52.232- 18  AVAILABILITY  OF  FUNDS  (APR  1984) 

LAPSE  FUNDING 

In  the  event  of  a  lapse  funding  resulting  in  a  government  shutdown,  the  status  of  Fiscal  Year  funding  and  any  necessary 
action  required  of  the  Contractor  will  be  made  available  at  the  following  website: 

https://www.fiscal.treasury.gov/fsfaq/fs_doing_business.htm.  It  is  the  Contractor's  responsibility  to  monitor  this  website  for 
information  regarding  Fiscal  Year  funding. 

1052.232- 39  UNENFORCEABILITY  OF  UNAUTHORIZED  OBLIGATIONS.(DEVIATION  00002)( JANUARY 
2016) 

(a)  Definition.  As  used  in  this  clause- 

"Commercialsupplier  agreements"  means  terms  and  conditions  customarily  offered  to  the  public  by 
vendors  of  supplies  or  services  that  meet  the  definition  of  commercial  item  set  forth  in  FAR  2.101  and 
intended  to  create  a  binding  legal  obligation  on  the  end  user.  Commercialsupplier  agreements  (CSA)  are 
particularly  common  in  information  technology  acquisitions,  including  acquisitions  of  commercial  computer 
software  and  commercialtechnicaldata,  but  they  may  apply  to  any  supply  or  service.  The  term  applies- 

(1)  Regardless  of  the  format  or  style  of  the  document.  For  example,  a  CSA  may  be  styled  as  standard 
terms  of  sale  or  lease.  Terms  of  Service  (TOS),End  User  License  Agreement  (EULA),  or  another 
similar  legal  instrument  or  agreement,  and  may  be  presented  as  part  of  an  offer  or  quotation 
responding  to  a  solicitation; 

(2)  Regardless  of  the  media  or  delivery  mechanism  used.  For  example,  a  CSA  may  be  presented  as 
one  or  more  paper  documents  or  may  appear  on  a  computer  or  other  electronic  device  screen 
during  a  purchase,  software  installation, other  product  delivery,  registration  for  a  service,  or  another 
transaction. 

(b)  Except  as  stated  in  paragraph  (c)  of  this  clause,  when  any  supply  or  service  acquired  under  this  contract  is 
subject  to  any  CSA,  that  includes  any  language,  provision,  or  clause  requiring  the  Government  to  indemnify  the 
Contractor  or  any  person  or  entity  for  damages,  costs,  fees,  or  any  other  loss  or  liability  that  would  create  an  Anti- 
Deficiency  Act  violation  (31  U.S.C.  1341),  the  following  shall  govern: 

(1)  Any  such  language,  provision,  or  clause  is  unenforceable  against  the  Government. 

(2)  Neither  the  Government  nor  any  Government  authorized  end  user  shall  be  deemed  to  have  agreed  to 
such  clause  by  virtue  of  it  appearing  in  the  CSA.  If  the  CSA  is  invoked  through  an  "I  agree"  click  box  or 
other  comparable  mechanism  (e.g.,  "click-wrap"  or  "browse-wrap"  agreements),  execution  does  not  bind 
the  Government  or  any  Government  authorized  end  user  to  such  clause. 

(3)  Any  such  language,  provision,  or  clause  is  deemed  to  be  stricken  from  the  CSA. 

(c)  Paragraph  (b)  of  this  clause  does  not  apply  to  indemnification  by  the  Government  that  is  expressly  authorized  by 
statute  and  specifically  authorized  under  applicable  agency  regulations  and  procedures. 

52.232- 40  PROVIDING  ACCELERATED  PAYMENTS  TO  SMALL  BUSINESS  SUBCONTRACTORS  (DEC  2013) 

(a)  Upon  receipt  of  accelerated  payments  from  the  Government,  the  Contractor  shall  make  accelerated  payments  to 
its  small  business  subcontractors  under  this  contract,  to  the  maximum  extent  practicable  and  prior  to  when  such 
payment  is  otherwise  required  under  the  applicable  contract  or  subcontract,  after  receipt  of  a  proper  invoice  and 
all  other  required  documentation  from  the  small  business  subcontractor. 

(b)  The  acceleration  of  payments  under  this  clause  does  not  provide  any  new  rights  under  the  Prompt  Payment  Act. 

(c)  Include  the  substance  of  this  clause,  including  this  paragraph  (c),  in  all  subcontracts  with  small  business 
concerns,  including  subcontracts  with  small  business  concerns  for  the  acquisition  of  commercial  items. 

1052.232- 7003  ELECTRONIC  SUBMISSION  OF  PAYMENT  REQUESTS  (APR  2015) 

(a)  Definitions.  As  used  in  this  clause — 
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(1 )  “Payment  request”  means  a  bill,  voucher,  invoice,  or  request  for  contract  financing  payment  with  associated 
supporting  documentation.  The  payment  request  must  comply  with  the  requirements  identified  in  FAR 
32.905(b),  "Content  of  invoices"  and  the  applicable  Payment  clause  included  in  this  contract. 

(b)  Except  as  provided  in  paragraph  (c)  of  this  clause,  the  Contractor  shall  submit  payment  requests  eiectronically 
using  the  invoice  Processing  Platform  (IPP).  Information  regarding  iPP,  including  iPP  Customer  Support  is 
available  at  www.ipp.gov  or  any  successor  site. 

(c)  The  Contractor  may  submit  payment  requests  using  other  than  iPP  only  when  the  Contracting  Officer  authorizes 
alternate  procedures  in  writing  in  accordance  with  Treasury  procedures. 

(d)  if  alternate  payment  procedures  are  authorized,  the  Contractor  shall  include  a  copy  of  the  Contracting  Officer’s 
written  authorization  with  each  payment  request. 

PAYMENT  AND  INVOICE  QUESTIONS  (IPP) 

For  payment  and  invoice  questions,  go  to  https://arc.publicdebt.treas.qov/ipp/fsipparq.htm  or  contact  Accounts 
Payable  at  (304)  480-8000  option  7  or  via  email  at  AccountsPavable@fiscal.treasurv.qov. 

OVERPAYMENTS 

in  accordance  with  52.212-4  section  (i)  5  Overpayments:  Accounts  Receivable  Conversion  of  Check  Payments  to 
eiectronic  funds  transfer  (EFT):  If  the  Contractor  sends  the  Government  a  check  to  remedy  duplicate  contract 
financing  or  an  overpayment  by  the  government,  it  will  be  converted  into  an  EFT.  This  means  the  Government  will 
copy  the  check  and  use  the  account  information  on  it  to  electronically  debit  the  Contractor's  account  for  the  amount  of 
the  check.  The  debit  from  the  Contractor's  account  will  usually  occur  within  24  hours  and  will  be  shown  on  the  regular 
account  statement. 

The  Contractor  will  not  receive  the  original  check  back.  The  Government  shall  destroy  the  Contractor's  original  check, 
but  will  keep  a  copy  of  it.  if  the  EFT  cannot  be  processed  for  technical  reasons,  the  Contractor  authorizes  the 
Government  to  process  the  copy  in  place  of  the  original  check. 

MARKING  OF  SHIPMENTS 

The  Contractor  shall  ensure  the  contract  number  is  clearly  visible  on  all  shipping/service  documents,  containers,  and 
invoices. 

52.225-9  -  BUY  AMERICAN-CONSTRUCTION  MATERIALS  (MAY  2014) 

(a)  Definitions.  As  used  in  this  clause- 
“Commercially  available  off-the-shelf  (COTS)  item” — 

(1)  Means  any  item  of  supply  (including  construction  material)  that  is — 

(1)  A  commercial  item  (as  defined  in  paragraph  (1)  of  the  definition  at  FAR  2.101); 

(ii)  Sold  in  substantial  quantities  in  the  commercial  marketplace;  and 

(iii)  Offered  to  the  Government,  under  a  contract  or  subcontract  at  any  tier,  without  modification,  in  the  same  form  in 
which  it  is  sold  in  the  commercial  marketplace;  and 

(2)  Does  not  include  bulk  cargo,  as  defined  in  46  U.S.C.  40102(4),  such  as  agricultural  products  and  petroleum 
products. 

“Component”  means  an  article,  material,  or  supply  incorporated  directly  into  a  construction  material. 

“Construction  material”  means  an  article,  material,  or  supply  brought  to  the  construction  site  by  the  Contractor  or  a 
subcontractor  for  incorporation  into  the  building  or  work.  The  term  also  includes  an  item  brought  to  the  site 
preassembled  from  articles,  materials,  or  supplies.  Flowever,  emergency  life  safety  systems,  such  as  emergency 
lighting,  fire  alarm,  and  audio  evacuation  systems,  that  are  discrete  systems  incorporated  into  a  public  building  or 
work  and  that  are  produced  as  complete  systems,  are  evaluated  as  a  single  and  distinct  construction  material 
regardless  of  when  or  how  the  individual  parts  or  components  of  those  systems  are  delivered  to  the  construction 
site.  Materials  purchased  directly  by  the  Government  are  supplies,  not  construction  material. 

“Cost  of  components”  means- 
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(1)  For  components  purchased  by  the  Contractor,  the  acquisition  cost,  including  transportation  costs  to  the  place  of 
incorporation  into  the  construction  materiai  (whether  or  not  such  costs  are  paid  to  a  domestic  firm),  and  any 
applicable  duty  (whether  or  not  a  duty-free  entry  certificate  is  issued):  or 

(2)  For  components  manufactured  by  the  Contractor,  ail  costs  associated  with  the  manufacture  of  the  component, 
including  transportation  costs  as  described  in  paragraph  (1)  of  this  definition,  pius  allocable  overhead  costs,  but 
excluding  profit.  Cost  of  components  does  not  include  any  costs  associated  with  the  manufacture  of  the 
construction  materiai. 

“Domestic  construction  material”  means — 

(1)  An  unmanufactured  construction  material  mined  or  produced  in  the  United  States; 

(2)  A  construction  materiai  manufactured  in  the  United  States,  if — 

(i)  The  cost  of  its  components  mined,  produced,  or  manufactured  in  the  United  States  exceeds  50  percent  of  the 
costof  ali  its  components.  Components  of  foreign  origin  of  the  same  class  or  kind  for  which  nonavaiiability 
determinations  have  been  made  are  treated  as  domestic;  or 

(ii)  The  construction  material  is  a  COTS  item. 

“Foreign  construction  material”  means  a  construction  materiai  other  than  a  domestic  construction  materiai. 

“United  States”  means  the  50  States,  the  District  of  Coiumbia,  and  outiying  areas. 

(b)  Domestic  preference. 

(1)  This  clause  implements  the  41  U.S.C.  chapter  83,  Buy  American,  by  providing  a  preference  for  domestic 
construction  materiai.  In  accordance  with  41  U.S.C.  1907,  the  component  test  of  the  Buy  American  statute  is 
waived  for  construction  material  that  is  a  COTS  item.  (See  FAR  12.505(a)(2)).  The  Contractor  shall  use  only 
domestic  construction  material  in  performing  this  contract,  except  as  provided  in  paragraphs  (b)(2)  and  (b)(3)  of  this 
clause. 

(2)  This  requirement  does  not  apply  to  information  technology  that  is  a  commercial  item  or  to  the  construction 

materials  or  components  listed  by  the  Government  as  follows: _ [Contracting  Officer  to  iist  appiicabie 

excepted  materiai s  or  indicate  “none’] 

(3)  The  Contracting  Officer  may  add  other  foreign  construction  material  to  the  list  in  paragraph  (b)(2)  of  this  clause 
if  the  Government  determines  that 

(i)  The  cost  of  domestic  construction  material  would  be  unreasonable.  The  cost  of  a  particular  domestic 
construction  materiai  subject  to  the  requirements  of  the  Buy  American  statute  is  unreasonabie  when  the  cost  of 
such  materiai  exceeds  the  cost  of  foreign  materiai  by  more  than  6  percent; 

(ii)  The  appiication  of  the  restriction  of  the  Buy  American  statute  to  a  particular  construction  material  would  be 
impracticable  or  inconsistent  with  the  public  interest;  or 

(iii)  The  construction  material  is  not  mined,  produced,  or  manufactured  in  the  United  States  in  sufficient  and 
reasonably  available  commercial  quantities  of  a  satisfactory  quality. 

(c)  Request  for  determination  of  inappiicabiiity  of  the  Buy  American  statute. 

(1) 

(i)  Any  Contractor  request  to  use  foreign  construction  material  in  accordance  with  paragraph  (b)(3)  of  this  clause 
shall  include  adequate  information  for  Government  evaluation  of  the  request,  including- 

(A)  A  description  of  the  foreign  and  domestic  construction  materiais; 

(B)  Unit  of  measure; 

(C)  Quantity: 

(D)  Price; 

(E)  Time  of  deiivery  or  availabiiity; 

(F)  Location  of  the  construction  project; 

(G)  Name  and  address  of  the  proposed  supplier;  and 

(H)  A  detailed  justification  of  the  reason  for  use  of  foreign  construction  materials  cited  in  accordance  with  paragraph 
(b)(3)  of  this  clause. 

(ii)  A  request  based  on  unreasonable  cost  shall  include  a  reasonable  survey  of  the  market  and  a  completed  price 
comparison  tabie  in  the  format  in  paragraph  (d)  of  this  clause. 

(iii)  The  price  of  construction  materiai  shall  include  all  delivery  costs  to  the  construction  site  and  any  appiicabie  duty 
(whether  or  not  a  duty-free  certificate  may  be  issued). 
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(iv)  Any  Contractor  request  for  a  determination  submitted  after  contract  award  shall  explain  why  the  Contractor 
could  not  reasonably  foresee  the  need  for  such  determination  and  could  not  have  requested  the  determination 
before  contract  award.  If  the  Contractor  does  not  submit  a  satisfactory  explanation,  the  Contracting  Officer  need  not 
make  a  determination. 

(2)  If  the  Government  determines  after  contract  award  that  an  exception  to  the  Buy  American  statute  applies  and 
the  Contracting  Officer  and  the  Contractor  negotiate  adequate  consideration,  the  Contracting  Officer  will  modify  the 
contract  to  allow  use  of  the  foreign  construction  material.  However,  when  the  basis  for  the  exception  is  the 
unreasonable  price  of  a  domestic  construction  material,  adequate  consideration  is  not  less  than  the  differential 
established  in  paragraph  (b)(3)(i)  of  this  clause. 

(3)  Unless  the  Government  determines  that  an  exception  to  the  Buy  American  statute  applies,  use  of  foreign 
construction  material  is  noncompliant  with  the  Buy  American  statute. 

(d)  Data.  To  permit  evaluation  of  requests  under  paragraph  (c)  of  this  clause  based  on  unreasonable  cost,  the 
Contractor  shall  include  the  following  information  and  any  applicable  supporting  data  based  on  the  survey  of 
suppliers: 

52.236- 5  ~  MATERIAL  AND  WORKMANSHIP  (APR  1984) 

52.242- 14  -  SUSPENSION  OF  WORK  (APR  1984) 

52.243- 5  -  CHANGES  AND  CHANGED  CONDITIONS  (APR  1984) 

52.236- 7  -  PERMITS  AND  RESPONSIBILITIES  (NOV  1991) 

52.236- 19  -  ORGANIZATION  AND  DIRECTION  OF  THE  WORK  (APR  1984) 

52.244- 6  -  SUBCONTRACTS  FOR  COMMERCIAL  ITEMS  (JAN  2017) 

52.212-5  CONTRACT  TERMS  AND  CONDITIONS  REQUIRED  TO  IMPLEMENT  STATUTES  OR  EXECUTIVE 
ORDERS  -  COMMERCIAL  ITEMS  (Deviation  2017-00001)  (JULY  2017) 

(a)  The  Contractor  shall  comply  with  the  foilowing  Federai  Acquisition  Regulation  (FAR)  clauses,  which  are 
incorporated  in  this  contract  by  reference,  to  implement  provisions  of  iaw  or  Executive  orders  applicabie  to 
acquisitions  of  commerciai  items: 

(1)  52.203-19,  Prohibition  on  Requiring  Certain  internal  Confidentiality  Agreements  or  Statements  (Jan  201 7) 
(section  743  of  Division  E,  Titie  Vil,  of  the  Consolidated  and  Further  Continuing  Appropriations  Act,  2015 
(Pub.  L.  1 1 3-235)  and  its  successor  provisions  in  subsequent  appropriations  acts  (and  as  extended  in 
continuing  resolutions)). 

(2)  52.209-10.  Prohibition  on  Contracting  with  inverted  Domestic  Corporations  (Nov  2015). 

(3)  52.233-3,  Protest  After  Award  (Aug  1 996)  (31  U.S.C.  3553). 

(4)  52.233-4,  Appiicabie  Law  for  Breach  of  Contract  Ciaim  (Oct  2004)(Public  Laws  1 08-77  and  1 08-78  (19 
U.S.C.  3805  note)). 

(b)  The  Contractor  shali  comply  with  the  FAR  clauses  in  this  paragraph  (b)  that  the  Contracting  Officer  has  indicated 
as  being  incorporated  in  this  contract  by  reference  to  implement  provisions  of  iaw  or  Executive  orders  applicabie 
to  acquisitions  of  commercial  items: 

_ (1)  52.203-6.  Restrictions  on  Subcontractor  Saies  to  the  Government  (Sept  2006),  with  Alternate  I  (Oct  1995) 

(41  U.S.C.  4704  and  10  U.S.C.  2402). 

_ (2)  52.203-13,  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C.  3509)). 

_ (3)  52.203-15,  Whistieblower  Protections  under  the  American  Recovery  and  Reinvestment  Act  of  2009  (June 

2010)  (Section  1553  of  Pub.  L.  111-5).  (Applies  to  contracts  funded  by  the  American  Recovery  and 
Reinvestment  Act  of  2009.) 
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_  (4)  52.203-17,  Contractor  Employee  Whistleblower  Rights  and  Requirement  To  Inform  Employees  of 
Whistleblower  Rights  (April  2014)  (41  U.S.C.  4712)  relating  to  whistleblower  protections). 

X_  (5)  52.204-10.  Reporting  Executive  Compensation  and  First-Tier  Subcontract  Awards  (Oct  2016)  (Pub.  L. 

109-  282)  (31  U.S.C.  6101  note). 

_  (6)  [Reserved]. 

_  (7)  52.204-14.  Service  Contract  Reporting  Requirements  (Oct  2016)  (Pub.  L.  111-117,  section  743  of  Div.  C). 
_  (8)  52.204-15.  Service  Contract  Reporting  Requirements  for  Indefinite-Delivery  Contracts  (Oct  2016)  (Pub.  L. 
111-117,  section  743  of  Div.  C). 

X_  (9)  52.209-6,  Protecting  the  Government’s  Interest  When  Subcontracting  with  Contractors  Debarred, 
Suspended,  or  Proposed  for  Debarment.  (Oct  2015)  (31  U.S.C.  6101  note). 

_  (10)  52.209-9.  Updates  of  Publicly  Available  Information  Regarding  Responsibility  Matters  (Jul  2013)  (41 
U.S.C.  2313). 

_(11)  [Reserved]. 

_  (12)(i)  52.219-3.  Notice  of  HUBZone  Set-Aside  or  Sole-Source  Award  (Nov  201 1 )  (15  U.S.C.  657a). 

_  (ii)  Alternate  I  (Nov  201 1 )  of  52.219-3. 

_  (13)(i)  52.219-4.  Notice  of  Price  Evaluation  Preference  for  HUBZone  Small  Business  Concerns  (Oct  2014)  (if 
the  offeror  elects  to  waive  the  preference,  it  shall  so  indicate  in  its  offer)  (15  U.S.C.  657a). 

_  (ii)  Alternate  I  (Jan  201 1 )  of  52.219-4. 

_  (14)  [Reserved] 

_  (1 5)(i)  52.219-6,  Notice  of  Total  Small  Business  Set-Aside  (Nov  2011)  (15  U.S.C.  644). 

_  (ii)  Alternate  I  (Nov  201 1 ). 

_  (iii)  Alternate  II  (Nov  201 1 ). 

_  (16)(i)  52.219-7,  Notice  of  Partial  Small  Business  Set-Aside  (June  2003)  (15  U.S.C.  644). 

_  (ii)  Alternate  I  (Oct  1 995)  of  52.219-7. 

_  (iii)  Alternate  II  (Mar  2004)  of  52.219-7. 

(17)52.219-8,  Utilization  of  Small  Business  Concerns  (Nov  2016)  (15  U.S.C.  637(d)(2)  and  (3)). 

_  (18)(i)  52.219-9.  Small  Business  Subcontracting  Plan  (Jan  2017)  (15  U.S.C.  637(d)(4)). 

_  (ii)  Alternate  I  (Nov  2016)  of  52.219-9. 

_  (iii)  Alternate  II  (Nov  2016)  of  52.219-9. 

_(iv)  Alternate  III  (Nov  2016)  of  52.219-9. 

_  (v)  Alternate  IV  (Nov  2016)  of  52.219-9. 

_  (1 9)  52.219-13.  Notice  of  Set-Aside  of  Orders  (Nov  2011)  (15  U.S.C.  644(r)). 

_  (20)  52.219-14.  Limitations  on  Subcontracting  (Jan  2017)  (15  U.S.C.  637(a)(14)). 

(21)  52.219-16.  Liquidated  Damages — Subcon-tracting  Plan  (Jan  1999)  (15  U.S.C.  637(d)(4)(F)(i)). 

_  (22)  52.219-27.  Notice  of  Service-Disabled  Veteran-Owned  Small  Business  Set-Aside  (Nov  201 1 )  (15  U.S.C. 
657  f). 

.X_  (23)  52.219-28.  Post  Award  Small  Business  Program  Rerepresentation  (Jul  2013)  (15  U.S.C.  632(a)(2)). 

_  (24)  52.219-29.  Notice  of  Set-Aside  for,  or  Sole  Source  Award  to.  Economically  Disadvantaged  Women- 
Owned  Small  Business  Concerns  (Dec  2015)  (15  U.S.C.  637(m)). 

_  (25)  52.219-30.  Notice  of  Set-Aside  for,  or  Sole  Source  Award  to,  Women-Owned  Small  Business  Concerns 
Eligible  Under  the  Women-Owned  Small  Business  Program  (Dec  2015)  (15  U.S.C.  637(m)). 

X_  (26)  52.222-3,  Convict  Labor  (June  2003)  (E.O.  1 1 755). 

.X_  (27)  52.222-19.  Child  Labor — Cooperation  with  Authorities  and  Remedies  (Oct  2016)  (E.O.  13126). 

.X_  (28)  52.222-21.  Prohibition  of  Segregated  Facilities  (Apr  2015). 

X_  (29)  52.222-26.  Equal  Opportunity  (Sept  2016)  (E.O.  11246). 

_  (30)  52.222-35.  Equal  Opportunity  for  Veterans  (Oct  2015)(38  U.S.C.  4212). 

X_  (31 )  52.222-36.  Equal  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

_  (32)  52.222-37.  Employment  Reports  on  Veterans  (Feb  2016)  (38  U.S.C.  4212). 

_  (33)  52.222-40.  Notification  of  Employee  Rights  Under  the  National  Labor  Relations  Act  (Dec  2010)  (E.O. 
13496). 

X_  (34)(i)  52.222-50.  Combating  Trafficking  in  Persons  (Mar  2015)  (22  U.S.C.  chapter  78  and  E.O.  13627). 

_  (ii)  Alternate  I  (Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.O.  13627). 


IAF-18-0224-A-000462 

203431 18P00001 


13 


_  (35)  52.222-54,  Employment  Eligibility  Verification  (Oct  201 5).  (Executive  Order  12989).  (Not  applicable  to  the 
acquisition  of  commercially  available  off-the-shelf  items  or  certain  other  types  of  commercial  items  as 
prescribed  in  22.1803.) 

_  (36)  52.222-59,  Compliance  with  Labor  Laws  (Executive  Order  13673)  (Oct  2016).  (Applies  at  $50  million  for 
solicitations  and  resultant  contracts  issued  from  October  25,  2016  through  April  24,  2017;  applies  at  $500,000 
for  solicitations  and  resultant  contracts  issued  after  April  24,  2017). 

Note  to  paragraph  (b)(35):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined  indefinitely 
as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective  immediately  if  the  court  terminates 
the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will  publish  a  document  in  the  Federal  Register  advising  the 
public  of  the  termination  of  the  injunction. 

_  (37)  52.222-60.  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

_  (38)(i)  52.223-9,  Estimate  of  Percentage  of  Recovered  Material  Content  for  EPA-Designated  Items  (May 
2008)  (42  U.S.C.  6962(c)(3)(A)(ii)).  (Not  applicable  to  the  acquisition  of  commercially  available  off-the-shelf 
items.) 

_  (ii)  Alternate  I  (May  2008)  of  52.223-9  (42  U.S.C.  6962(i)(2)(C)).  (Not  applicable  to  the  acquisition  of 
commercially  available  off-the-shelf  items.) 

_  (39)  52.223-11,  Ozone-Depleting  Substances  and  High  Global  Warming  Potential  Hydrofluorocarbons  (Jun 
2016)  (E.O.  13693). 

_  (40)  52.223-12.  Maintenance,  Service,  Repair,  or  Disposal  of  Refrigeration  Equipment  and  Air  Conditioners 
(Jun  2016)  (E.O.  13693). 

(41)(i)  52.223-13,  Acquisition  of  EPEATO-Registered  Imaging  Equipment  (Jun  2014)  (E.O.s  13423  and 
13514). 

_  (ii)  Alternate  I  (Oct  2015)  of  52.223-13. 

_  (42)(i)  52.223-14.  Acquisition  of  EPEAT®-Registered  Televisions  (Jun  2014)  (E.O.s  13423  and  13514). 

_  (ii)  Alternate  I  (Jun  2014)  of  52.223-14. 

_  (43)  52.223-15,  Energy  Efficiency  in  Energy-Consuming  Products  (Dec  2007)  (42  U.S.C.  8259b). 

_  (44)(i)  52.223-16.  Acquisition  of  EPEAT®-Registered  Personal  Computer  Products  (Oct  201 5)  (E.O.s  13423 
and  13514). 

_  (ii)  Alternate  I  (Jun  2014)  of  52.223-16. 

X_  (45)  52.223-18,  Encouraging  Contractor  Policies  to  Ban  Text  Messaging  While  Driving  (Aug  201 1 )  (E.O. 
13513). 

_  (46)  52.223-20.  Aerosols  (Jun  2016)  (E.O.  13693). 

_  (47)  52.223-21.  Foams  (Jun  2016)  (E.O.  13693). 

_  (48)(i)  52.224-3,  Privacy  Training  (JAN  2017)  (5  U.S.C.  552a). 

_  (ii)  Alternate  I  (JAN  2017)  of  52.224-3. 

X_  (49)  52.225-1,  Buy  American — Supplies  (May  2014)  (41  U.S.C.  chapter  83). 

X_  (50)(i)  52.225-3,  Buy  American — Free  Trade  Agreements — Israeli  Trade  Act  (May  2014)  (41  U.S.C.  chapter 
83,  19  U.S.C.  3301  note,  19  U.S.C.  2112  note,  19  U.S.C.  3805  note,  19  U.S.C.  4001  note.  Pub.  L.  103-182, 
108-77,  108-78,  108-286,  108-302,  109-53,  109-169,  109-283,  110-138,  112-41,  112-42,  and  112-43. 

X_  (ii)  Alternate  I  (May  2014)  of  52.225-3. 

_  (iii)  Alternate  II  (May  2014)  of  52.225-3. 

_  (iv)  Alternate  III  (May  2014)  of  52.225-3. 

_  (51)52.225-5.  Trade  Agreements  (Oct  2016)  (19  U.S.C.  2501.  et  seq.,  19  U.S.C.  3301  note). 

X_  (52)  52.225-13,  Restrictions  on  Certain  Foreign  Purchases  (June  2008)  (E.O.’s,  proclamations,  and  statutes 
administered  by  the  Office  of  Foreign  Assets  Control  of  the  Department  of  the  Treasury). 

_  (53)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct  2016) 
(Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year  2008;  10  U.S.C.  2302 
Note). 

_  (54)  52.226-4,  Notice  of  Disaster  or  Emergency  Area  Set-Aside  (Nov  2007)  (42  U.S.C.  5150). 

_  (55)  52.226-5,  Restrictions  on  Subcontracting  Outside  Disaster  or  Emergency  Area  (Nov  2007)  (42  U.S.C. 
5150). 
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_ (56)  52.232-29,  Terms  for  Financing  of  Purchases  of  Commercial  Items  (Feb  2002)  (41  U.S.C.  4505,  10 

U.S.C.  2307(f)). 

_ (57)  52.232-30.  Installment  Payments  for  Commercial  Items  (Jan  2017)  (41  U.S.C.  4505.  10  U.S.C.  2307(f)). 

_X_  (58)  52.232-33.  Payment  by  Electronic  Funds  T ransfer — System  for  Award  Management  (Jul  2013)  (31 
U.S.C.  3332). 

_ (59)  52.232-34.  Payment  by  Electronic  Funds  Transfer — Other  than  System  for  Award  Management  (Jul  2013) 

(31  U.S.C.  3332). 

_  (60)  52.232-36.  Payment  by  Third  Party  (May  2014)  (31  U.S.C.  3332). 

_ (61 )  52.239-1.  Privacy  or  Security  Safeguards  (Aug  1 996)  (5  U.S.C.  552a). 

_ (62)  52.242-5,  Payments  to  Small  Business  Subcontractors  (Jan  2017)(15  U.S.C.  637(d)(12)). 

_ (63)(i)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46  U.S.C.  Appx. 

1241(b)  and  10  U.S.C.  2631). 

_  (ii)  Alternate  I  (Apr  2003)  of  52.247-64. 

(c)  The  Contractor  shall  comply  with  the  FAR  clauses  in  this  paragraph  (c),  applicable  to  commercial  services,  that 
the  Contracting  Officer  has  indicated  as  being  incorporated  in  this  contract  by  reference  to  implement  provisions 
of  law  or  Executive  orders  applicable  to  acquisitions  of  commercial  items: 

_ (1)  52.222-17.  Nondisplacement  of  Qualified  Workers  (May  2014)(E.O.  13495). 

_ (2)  52.222-41.  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

_X_  (3)  52.222-42.  Statement  of  Equivalent  Rates  for  Federal  Hires  (May  2014)  (29  U.S.C.  206  and  41  U.S.C. 
chapter  67). 

Employee  Class  Monetary  Wage  +  Health  &  Welfare 

11210  -  Laborer  $14.98  +  $4.41  per  hour 

_ (4)  52.222-43.  Fair  Labor  Standards  Act  and  Service  Contract  Labor  Standards-Price  Adjustment  (Multiple 

Year  and  Option  Contracts)  (May  2014)  (29  U.S.C.  206  and  41  U.S.C.  chapter  67). 

_ (5)  52.222-44.  Fair  Labor  Standards  Act  and  Service  Contract  Labor  Standards — Price  Adjustment  (May  2014) 

(29  U.S.C.  206  and  41  U.S.C.  chapter  67). 

_ (6)  52.222-51.  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for 

Maintenance,  Calibration,  or  Repair  of  Certain  Equipment — Requirements  (May  2014)  (41  U.S.C.  chapter 
67). 

_ (7)  52.222-53.  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for  Certain 

Services — Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

_ (8)  52.222-55.  Minimum  Wages  Under  Executive  Order  13658  (Dec  2015). 

_  (9)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (JAN  2017)  (E.O.  13706). 

_ (10)  52.226-6.  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations  (May  2014)  (42  U.S.C.  1792). 

_ (11)  52.237-11.  Accepting  and  Dispensing  of  $1  Coin  (Sept  2008)  (31  U.S.C.  5112(p)(1)). 

(d)  Comptroller  General  Examination  of  Record.  The  Contractor  shall  comply  with  the  provisions  of  this  paragraph  (d) 

if  this  contract  was  awarded  using  other  than  sealed  bid,  is  in  excess  of  the  simplified  acquisition  threshold,  and 
does  not  contain  the  clause  at  52.215-2.  Audit  and  Records — Negotiation. 

(1 )  The  Comptroller  General  of  the  United  States,  or  an  authorized  representative  of  the  Comptroller  General, 
shall  have  access  to  and  right  to  examine  any  of  the  Contractor’s  directly  pertinent  records  involving 
transactions  related  to  this  contract. 

(2)  The  Contractor  shall  make  available  at  its  offices  at  all  reasonable  times  the  records,  materials,  and  other 
evidence  for  examination,  audit,  or  reproduction,  until  3  years  after  final  payment  under  this  contract  or  for 
any  shorter  period  specified  in  FAR  subpart  4.7.  Contractor  Records  Retention,  of  the  other  clauses  of  this 
contract,  if  this  contract  is  completely  or  partially  terminated,  the  records  relating  to  the  work  terminated  shall 
be  made  available  for  3  years  after  any  resulting  final  termination  settiement.  Records  relating  to  appeals 
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under  the  disputes  clause  or  to  litigation  or  the  settlement  of  claims  arising  under  or  relating  to  this  contract 
shall  be  made  available  until  such  appeals,  litigation,  or  claims  are  finally  resolved. 

(3)  As  used  in  this  clause,  records  include  books,  documents,  accounting  procedures  and  practices,  and  other 
data,  regardless  of  type  and  regardless  of  form.  This  does  not  require  the  Contractor  to  create  or  maintain 
any  record  that  the  Contractor  does  not  maintain  in  the  ordinary  course  of  business  or  pursuant  to  a  provision 
of  law. 

(e)  (1)  Notwithstanding  the  requirements  of  the  clauses  in  paragraphs  (a),  (b),  (c),  and  (d)  of  this  clause,  the 

Contractor  is  not  required  to  flow  down  any  FAR  clause,  other  than  those  in  this  paragraph  (e)(1)  in  a  subcontract 
for  commercial  items.  Unless  otherwise  indicated  below,  the  extent  of  the  flow  down  shall  be  as  required  by  the 
clause — 

(i)  52.203-13,  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C.  3509). 

(ii)  52.203-19.  Prohibition  on  Requiring  Certain  Internal  Confidentiality  Agreements  or  Statements  (Jan  2017) 

(section  743  of  Division  E,  Title  VII,  of  the  Consolidated  and  Further  Continuing  Appropriations  Act,  2015 
(Pub.  L.  113-235)  and  its  successor  provisions  in  subsequent  appropriations  acts  (and  as  extended  in 
continuing  resolutions)). 

(iii)  52.219-8,  Utilization  of  Small  Business  Concerns  (Nov  2016)  (15  U.S.C.  637(d)(2)  and  (3)),  in  all 
subcontracts  that  offer  further  subcontracting  opportunities,  if  the  subcontract  (except  subcontracts  to 
small  business  concerns)  exceeds  $700,000  ($1 .5  million  for  construction  of  any  public  facility),  the 
subcontractor  must  include  52.219-8  in  lower  tier  subcontracts  that  offer  subcontracting  opportunities. 

(iv)  52.222-17,  Nondisplacement  of  Qualified  Workers  (May  2014)  (E.O.  13495).  Fiow  down  required  in 
accordance  with  paragraph  (I)  of  FAR  clause  52.222-17. 

(v)  52.222-21.  Prohibition  of  Segregated  Facilities  (Apr  201 5) 

(Vi)  52.222-26,  Equai  Opportunity  (Sept  2016)  (E.O.  11246). 

(vii)  52.222-35,  Equal  Opportunity  for  Veterans  (Oct  2015)  (38  U.S.C.  4212). 

(viii)  52.222-36.  Equal  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

(ix)  52.222-37,  Employment  Reports  on  Veterans  (Feb  2016)  (38  U.S.C.  4212) 

(x)  52.222-40,  Notification  of  Employee  Rights  Under  the  National  Labor  Relations  Act  (Dec  2010)  (E.O. 

13496).  Fiow  down  required  in  accordance  with  paragraph  (f)  of  FAR  clause  52.222-40. 

(xi)  52.222-41,  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

(xii) 

52.222-50,  Combating  Trafficking  in  Persons  (Mar  201 5)  (22  U.S.C.  chapter  78  and  E.O  13627).  Alternate  I 
(Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.O  13627). 

(xiii)  52.222-51,  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for 

Maintenance,  Calibration,  or  Repair  of  Certain  Equipment-Requirements  (May  2014)  (41  U.S.C.  chapter 
6Z). 

(xiv)  52.222-53,  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts  for  Certain 
Services-Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

(xv)  52.222-54,  Employment  Eligibility  Verification  (Oct  2015)  (E.O.  12989). 

(xvi)  52.222-55,  Minimum  Wages  Under  Executive  Order  13658  (Dec  2015). 

(xvii)  52.222-59.  Compliance  with  Labor  Laws  (Executive  Order  13673)  (Oct  2016)  (Applies  at  $50  million  for 
solicitations  and  resultant  contracts  issued  from  October  25,  2016  through  April  24,  2017;  applies  at 
$500,000  for  solicitations  and  resultant  contracts  issued  after  April  24,  2017). 

Note  to  paragraph  (e)(1)(xvii):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective  immediately  if  the 
court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will  publish  a  document  in  the  Federal 
Register  advising  the  public  of  the  termination  of  the  injunction. 

(xviii)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (Oct  2016)). 

(xix)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  2017)  (E.O.  13706). 

(xx) (A)  52.224-3,  Privacy  Training  (Jan  2017)  (5  U.S.C.  552a). 

(B)  Alternate  I  (Jan  2017)  of  52.224-3. 
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(xxi)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct  2016) 
(Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year  2008:  10  U.S.C. 
2302  Note). 

(xxii)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations  (May  2014)  (42  U.S.C.  1792). 

Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(xxiii)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46  U.S.C.  Appx. 
1241(b)  and  10  U.S.C.  2631 ).  Flow  down  required  in  accordance  with  paragraph  (d)  of  FAR  clause 
52.247-64. 

(2)  While  not  required,  the  Contractor  may  include  in  its  subcontracts  for  commercial  items  a  minimal  number  of 
additional  clauses  necessary  to  satisfy  its  contractual  obligations. 

(d)  (1 )  The  Comptrolier  General  of  the  United  States,  an  appropriate  Inspector  General  appointed  under  section  3 
or  8G  of  the  Inspector  General  Act  of  1978  (5  U.S.C.  Add.),  or  an  authorized  representative  of  either  of  the 
foregoing  officiais  shall  have  access  to  and  right  to — 

(i)  Examine  any  of  the  Contractor’s  or  any  subcontractors’  records  that  pertain  to,  and  involve 
transactions  relating  to,  this  contract;  and 

(ii)  Interview  any  officer  or  employee  regarding  such  transactions. 

(e)  (1)  Notwithstanding  the  requirements  of  the  clauses  in  paragraphs  (a),  (b),  and  (c),  of  this  clause,  the 
Contractor  is  not  required  to  flow  down  any  FAR  clause  in  a  subcontract  for  commercial  items,  other  than — 

(i)  Paragraph  (d)  of  this  clause.  This  paragraph  flows  down  to  all  subcontracts,  except  the  authority  of  the 
Inspector  General  under  paragraph  (d)(1)(ii)  does  not  flow  down;  and 

(ii)  Those  clauses  listed  in  this  paragraph  (e)(1 ).  Unless  otherwise  indicated  below,  the  extent  of  the  flow 
down  shall  be  as  required  by  the  clause — 

(A)  52.203-13.  Contractor  Code  of  Business  Ethics  and  Conduct  (Oct  2015)  (41  U.S.C. 3509). 

(B)  52.203-15.  Whistieblower  Protections  Under  the  American  Recovery  and  Reinvestment  Act  of 
2009  (Jun  2010)  (Section  1553  of  Pub.  L.  111-5). 

(C)  52.219-8.  Utilization  of  Small  Business  Concerns  (Nov  2016)  (15  U.S.C.637(d)(2)  and  (3)).  in 
all  subcontracts  that  offer  further  subcontracting  opportunities,  if  the  subcontract  (except 
subcontracts  to  small  business  concerns)  exceeds  $700,000  ($1 .5  million  for  construction  of 
any  public  facility),  the  subcontractor  must  include  52.219-8  in  iower  tier  subcontracts  that 
offer  subcontracting  opportunities. 

(D)  52.222-21.  Prohibition  of  Segregated  Facilities  (Apr  2015). 

(E)  52.222-26.  Equai  Opportunity  (Sept  2016)  (E.O.  11246). 

(F)  52.222-35.  Equai  Opportunity  for  Veterans  (Oct  2015)  (38  U.S.C.  4212). 

(G)  52.222-36.  Equai  Opportunity  for  Workers  with  Disabilities  (Jul  2014)  (29  U.S.C.  793). 

(H)  52.222-40.  Notification  of  Empioyee  Rights  Under  the  Nationai  Labor  Relations  Act  (Dec 
2010)  (E.O.  13496).  Flow  down  required  in  accordance  with  paragraph  (f)  of  FAR  clause 
52.222-40. 

(I)  52.222-41.  Service  Contract  Labor  Standards  (May  2014)  (41  U.S.C.  chapter  67). 

(J)  _ (1)  52.222-50.  Combating  Trafficking  in  Persons  (Mar  2015)  (22  U.S.C  chapter  78  and  E.O 

13627). 

_ (2)  Aiternate  I  (Mar  2015)  of  52.222-50  (22  U.S.C.  chapter  78  and  E.013627). 

(K)  52.222-51.  Exemption  from  Appiication  of  the  Service  Contract  Labor  Standards  to  Contracts 
for  Maintenance,  Calibration,  or  Repair  of  Certain  Equipment — Requirements  (May  2014)  (41 
U.S.C.  chapter  67). 

(L)  52.222-53.  Exemption  from  Application  of  the  Service  Contract  Labor  Standards  to  Contracts 
for  Certain  Services — Requirements  (May  2014)  (41  U.S.C.  chapter  67). 

(M)  52.222-54.  Employment  Eligibility  Verification  (Oct  2015)  (Executive  Order  12989). 

(N)  52.222-55.  Minimum  Wages  Under  Executive  Order  13658  (Dec  2015). 
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(O)  52.222-59  Compliance  with  Labor  Laws  (Executive  Order  13673)  (OCT  2016).  Note  to 
paragraph  (e)(1)(ii)(0):  By  a  court  order  issued  on  October  24,  2016,  52.222-59  is  enjoined 
indefinitely  as  of  the  date  of  the  order.  The  enjoined  paragraph  will  become  effective 
immediately  if  the  court  terminates  the  injunction.  At  that  time,  GSA,  DoD  and  NASA  will 
publish  a  document  in  the  Federal  Register  advising  the  public  of  the  termination  of  the 
injunction. 

(P)  52.222-60,  Paycheck  Transparency  (Executive  Order  13673)  (OCT  2016). 

(Q)  52.225-26,  Contractors  Performing  Private  Security  Functions  Outside  the  United  States  (Oct 
2016)  (Section  862,  as  amended,  of  the  National  Defense  Authorization  Act  for  Fiscal  Year 
2008;  10  U.S.C.  2302  Note). 

(R)  52.222-62.  Paid  Sick  Leave  Under  Executive  Order  13706  (Jan  201 7)(E.0. 13706). 

(S)  52.226-6,  Promoting  Excess  Food  Donation  to  Nonprofit  Organizations.  (May  2014)  (42 
U.S.C.  1792).  Flow  down  required  in  accordance  with  paragraph  (e)  of  FAR  clause  52.226-6. 

(T)  52.247-64.  Preference  for  Privately  Owned  U.S.-Flag  Commercial  Vessels  (Feb  2006)  (46 

U.S.C.  Appx.  1241(b)  and  10  U.S.C.  2631).  Flow  down  required  in  accordance  with 
paragraph  (d)  of  FAR  clause  52.247-64. 

CONTRACT  DOCUMENTS,  EXHIBITS,  AND  ATTACHMENTS 

PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter- American 
Foundation  is  an  independent  agency  of  the  United  States  government  that  channels  development 
assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the  Caribbean.  Since 
beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded  nearly  5,000  grants,  valued 
at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise  development,  education  and 
training,  environmental  conservation,  culture,  housing,  and  health  care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW,  Suite 
1200,  Washington,  DC  20004.  In  2011,  lAF  contracted  with  RG  Glass  to  create  multiple  conference 
room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  14”  clear  tempered  glass 
and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass  wall  and  sliding  glass  door 
shah  be  made  with  similar  materials,  14”  clear  tempered  glass  and  stainless  steel  case,  to  match  the 
conference  room  space. 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding  glass 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure  privacy  and 
openness  to  allow  for  maximum  (natural)  light  into  the  conference  space  as  much  as  possible. 

Contractor  will  also  be  responsible  for  glass  etching  stencil  of  agency  logo  for  two  locations-  CEO  and 
conference  space  glass  wall  and  glass  door. 

Installation  shah  include  14”  clear  tempered  glass  doors  which  shah  be  similar  to  existing  conference 
room  glass  wall  and  sliding  glass  door.  Contractor  shah  paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 
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Depending  on  eontractor  review,  eurrent  configuration  may  need  to  be  redesigned  and/or  glass  in  doors 
may  need  to  be  changed. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quality  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement.  In  addition,  the  contractor  shall  provide  project  management  and 
accounting  of  this  project. 

The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  performance  period. 
The  contractor  shall  protect  all  existing  structure  and  tenant  owned  personal  property  during  removal, 
taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall  meet 
all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure  access  to 
property  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring  smooth  surfaces 
with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be  found  in  Attachment  A  - 
COI  Sample. 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware 
maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer 
literature.  The  contractor  shall  also  provide  lAF  with  operational  information,  door  dimensions,  and 
proposed  hardware  for  all  doors  and  frames. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor  shall, 
without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its  construction  and 
other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

4.0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated. 

5.0  CONTRACT  TYPE 

Firm-Fixed  price. 

6.0  HOURS  OF  OPERATION 

The  contractor  is  responsible  for  conducting  business  between  the  hours  of  7  a.m.  -  5  p.m.  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local  or 
national  emergencies,  administrative  closings,  or  similar  Government  directed  facility  closings. 

Normal  working  hours  will  be  7  a.m.  -  5p.m. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Avenue  NW,  Suite  1200N,  Washington,  DC  20004. 
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8.0  PHYSICAL  SECURITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  government  equipment,  information  and 
property  provided  for  Contractor  use.  COR  will  notify  building  management  and  security  of 
contractor’s  arrival  and  nature  of  work  to  be  completed. 


Attachments 

Attachment  A  -  Removed  at  Award 
Attachment  B  -  Wage  Determination 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


May  19,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO473 


Our  only  promise... We  deliver! 


May  19,  2017 

Shayla  Suimnerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  Eorty-Eour 
Thousand  Eight  Hundred  And  Eifty  Eight  Dollars  And  Zero  Cents  ($44,858.00) 

CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc:  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000474 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
3Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

Cost 

$/SF 

%of 

Total 

General  Requirements 

$ 

6,534 

$ 

62.23 

18% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

30,600 

$ 

291.43 

82% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

- 

$ 

- 

0% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

37,134 

354 

100% 

General  Conditions  /  Overhead 

$ 

3,713 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

743 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

3,268 

TOTAL  CONSTRUCTION  COST 

$ 

44,858 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

^  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017.  No  additional  material  and/or 
equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  June19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NGT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

2  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

10 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


May  19,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO477 


Our  only  promise... We  deliver! 


May  19,  2017 

Shayla  Suimnerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  Eorty-Eour 
Thousand  Eight  Hundred  And  Eifty  Eight  Dollars  And  Zero  Cents  ($44,858.00) 

CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc:  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000478 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
3Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

Cost 

$/SF 

%of 

Total 

General  Requirements 

$ 

6,534 

$ 

62.23 

18% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

30,600 

$ 

291.43 

82% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

- 

$ 

- 

0% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

37,134 

354 

100% 

General  Conditions  /  Overhead 

$ 

3,713 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

743 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

3,268 

TOTAL  CONSTRUCTION  COST 

$ 

44,858 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

^  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017.  No  additional  material  and/or 
equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  June19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NGT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

2  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

10 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 
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CAPITAL 

Construction 

Group 


Our  only  promise... We  deliver! 


February  02,  2018 
Kara  Rogers 

Management  Analyst  /  Contract  Officer 
Inter -American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington,  DC  20004 

RE:  Inter-American  Foundation  lAF  -  Glass  Wall  Partition 

1331  Pennsylvania  Ave  NW,  Suite  1200  North,  Washington,  DC  20004 

Dear  Ms.  Rogers, 

Capital  Construction  Group,  LLC  (CCG)  submits  this  letter  to  inform  you  that  we  request  an  extension  to 
complete  this  project  based  on  changes  by  lAF  design  team.  The  new  date:  February  28,  2018.  New  date 
will  cover  glass  wall  partition  installation  (February  05,  2018),  vinyl  base  /  window  blinds  installation  and 
should  cover  new  pocket  door  equipment  lead  time. 

lAF  and  its  design  team  had  to  work  together  to  create  drawings  upon  the  buildings  requests  which  added 
more  work  to  CCG’s  contract.  CCG  and  lAF  design  team  had  several  internal  conference  calls  regarding 
the  original  scope  of  work.  CCG  and  its  construction  team  reviewed  the  submitted  drawings  and 
scheduled  site  visits  in  December.  CCG  took  some  time  to  revisit  the  site  and  revise  its  construction  costs. 

As  it  relates  to  an  extension  new  date,  CCG  will  be  submitting  another  extension  letter  after  Markar  and 
Pemko  Products  representative  reach  out  to  CCG  regarding  the  additional  pocket  door  work.  CCG  is 
waiting  on  material  cost  and  lead  time  from  this  company.  We  reserve  our  rights  for  a  final  time  extension 
and  overall  cost  impacts  for  a  change  order. 

CCG  is  working  diligently  to  resolve  this  matter  as  promptly  as  feasible. 

Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 


DD  I  202-407-3692 


CC:  JF  7102-33  lAF  /  Kara  Rogers  -  lAF  /  Shayla  Summerhill  -  lAF  /  RH  -  CCG 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tftfe''8-0224-A-000481 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  vwvw.ccg-wdc.com 


Eighth  Day  Design,  Inc. 

7653  Leesburg  Pike 
Falls  Church,  VA  22043 

USA 


703/562.3636 
703/562.3637  FAX 

November  20,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details,  elevations  and  engineering  design  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  EDD  has  included  the  services  of  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  Blue  Moon  will 
provide  sketches  for  any  Mechanical  and  Life  Safety  construction  requirements. 

•  Per  code,  existing  switching  will  need  to  be  modified  so  that  the  new  office  has  individual  controls.  Blue 
Moon  will  include  documentation  for  the  new  switching. 

•  EDD  and  Blue  Moon  have  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other 
correspondence  will  be  handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  e  bt; 

‘  ■  i  ■  Tioie  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. ivifrMKTtPROPV.  I  AFrj-l  8-0224-A-000482 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  and  Blue  Moon  shall  make  one  site  visit  to  field  measure  and  verify  the  existing 
conditions  of  the  spaces  in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction 
documents  in  EDD’s  archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field 
conditions  and/or  other  site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  will  provide  engineering  documents  through  its  consultant.  Blue  Moon  Engineering.  EDD 
will  coordinate  the  requirements  of  the  project  with  the  MEP  engineers  in  order  to  obtain  sketches  for 
inclusion  with  the  architectural  sketches. 

2.  Blue  Moon  will  provide  sketches  for  the  following: 

a.  Mechanical  sketch  to  indicate  new  return  grille  and  transfer  opening  in  new  slab-high  wall 

b.  Fire  Alarm  sketch  to  indicate  relocated  fire  alarm  device  within  adjacent  open  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 

IAF-18-0224-A-000483 
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c.  Lighting  sketch  to  indicate  new,  code-compliant  occupancy  sensor  switch  for  new  office 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  and  engineering  documents  at  100%  complete  for  owner  and 
tenant’s  review  and  comment. 

2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  The  A/E  team  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue 
the  final  set  of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDD  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDD  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 

SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  he  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 

IAF-18-0224-A-000484 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 

Phase  1- Architectural 

Principal  (3hrs  x  $175.00) 

Project  Manager  (10  hrs  x  $140.00) 

Jr.  Designer  (16  hrs  x  $84.00) 

$525.00 

$1,400.00 

$1,344.00 

Totai  Architecturai 

$3,269.00 

Phase  i  -  Enqineerinq 

Sr.  Project  Manager  (15  hrs  x  $150.00) 

$2,250.00 

EDD  Markup  (10%) 

$225.00 

Arch  Principal  (3hrs  x  $175.00) 

$525.00 

Reimbursable  Expenses 

$275.00 

Total  Engineering 

$3,275.00 

Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architecturai 

MEP 

Structurai 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

$150.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in  the  fee  schedule 
above.  If  required,  EDO  will  procure  services  of  the  required  consultants  and  present  lAF  with  a  separate 
proposal  for  approval. 

MEP  design  services  include  a  10%  markup  in  the  fee. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 

IAF-18-0224-A-000485 
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BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 

Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDD  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDD  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDD  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDD. 

Set-offs.  Back  charges.  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDD 

Payments  to  EDD  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDD's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicatec 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whoie  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDO  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDO.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDO  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDO  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDO.  Under  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDO,  and  EDO  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDO  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDO's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable, 
and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDD  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDD,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDD  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDD  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDD's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

It  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 
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ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 


Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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READ  NSTRUCTIONS  ON  NEXT  PAGE 
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Requisition 

PROCUREMENT  REQUEST  NO. 

IAF-25000-18-0015 

REQUISITION  DATE 

02/06/2018 

1 .  NAME.  PHONE  NUMBER,  AND  ROUT  NG  SYMBOL  OF  PERSON  TO  CONTACT 

3.  ORIGINATING  OFFICE  DATA 

2.  TYPE  OF  REQUEST  (Check  one) 

A.  Hnew  request 

B.  OCHANGETO 

PENDING  PR  NO. 

C. Q  MODIFICATION  TO 

CONTRACTOR 

ORDER  NO. 

4.  ADDITIONAL  INFORMATION  (Suggested  supply  sources,  security  data,  etc.) 

5.  APPROVALS 

6.  CONSIGNEE  AND  DESTINATION 

lAF 

1331  PENNSYLVANIA  AVE  NW 

1200  NORTH 

WASHINGTON  DC  20004 

APPROVING  OFFICIALS 
(A) 

ROUTING 

SYMBOL 

(B) 

DATE 

(C) 

INTERNAL  ROUTING 

INITIALS 

(D) 

ROUTING 

SYMBOL  (E) 

(1)  AUTHORIZED  REQUISITIONER 

KARA  ROGERS 

lAF 

02/06/2018 

(2) 

(3) 

7.  DATE(S)  REQUIRED 

02/12/2018 

(4) 

8.  GOVERNMENT  FURNISHED  PROPERTY 

YES  X  NIO  (If  "yes,"  see  par.  8  of  instructions  on  next  page.) 

9.  DESCRIPTION  OF  ITEMS  OR  SERVICES 


ITEM  NO. 

(A) 


ITEM  OR  SERVICE  (Include  Specifications  and  Special  Instructions) 

(B) 

Invoice  Approver/COR :  KARA  ROGERS  Inv 
Approver/COR  Backupl :  DUNCAN,  LESLEY 
FOB:  Destination 


QUANTITY 


UNIT 


(C) 


(D) 


UNIT 

(E) 


ESTIMATED  COST 

AMOUNT 

(F) 


0001 


Installation  of  Glass  Wall  and  sliding  doors  in 
accordance  with  the  PWS 


23, 534.00 


Accounting  Info: 


IAF3100DA1 81 9XX-20 18-61 000 00 1-3202 02-IAF2500 000 000 
-xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxx-xxxxxxxxx-xxxx-xx 
xxxxxxxxxx-xxxxxxxxxxxx-xxxxxxxxx-xxxxxxxxx 
Funded:  $23,534.00 


TOTAL  ESTIMATED  COST 


$23,534.00 


10.  ACCOUNT  NG  DATA 


See  Schedule 
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WWWZOOMINC.ORCi  50I'299'7I55 


lAF 

AREA  1241  (2  WS  Reconfiguration) 

THESE  DRAWINGS  ARE  THE  PROPERTY  OF  THE  DESIGNER  AND  ARE  NOT  TO  BE  REPRODUCED  WITHOUT  THE  WRITTEN  CONSENT  OF  ZOOM  INC. 

THESE  DRAWINGS  ARE  NOT  TO  BE  USED  AS  CONSTRUCTION  DOCUMENTS. 

PER  F.A.R.  52.215-1:  THIS  ENTIRE  PROPOSAL  INCLUDES  DATA  AND/OR  DRAWINGS  THAT  SHALL  NOT  BE  DISCLOSED  OUTSIDE  THE  GOVERNMENT  AGENCY  AND  SHALL  NOT  BE  DUPLICATED,  USED,  OR  DISCLOSED-IN  WHOLE 
OR  IN  PART-FOR  ANY  PURPOSE  OTHER  THAN  TO  EVALUATE  THIS  PROPOSAL  SUBMITTED  BY  ZOOM  INC.  THE  DATA  SUBJECT  TO  THIS  RESTRICTION  ARE:  THE  ENTIRE  DOCUMENT.  THE  INFORMATION  SHALL  NOT  BE  PROVIDED 
OR  OTHERWISE  MADE  AVAILABLE  TO  ANY  VENDORS  OR  OTHER  PARTIES,  FOR  DEVELOPMENT  OF  COST  COMPARISONS  OR  ANY  OTHER  PURPOSES. 


REVISIONS 


DRAWN  BY 


DATE_ DESCRIPTION 

xxxxxx  xxxxxx 


DATE 


so 

2.16.18 


lAF^I  3p-flm-B4-000490 


DRAWING  SCALE 

NTS 


^969 


Frosted  Sparkled  Etchmark  Vinyl 
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ffP  Disburser  welcome:  Kara  Rogers  BPO- Accounts  Payable  Brancti  |  Advanced  SearchK  I  Preferences 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts  Analysis  Suppliers  Self-Service 
Summary  My  Tasks  My  Queues 


Help#  I  Logout 


Febmary  6, 2018  7:41  AM 


Search  | 


INFO 

Invoice  03  has  been  successkjlly  rejected. 

Invoice  Number:  03 

1  My  Tasks  ||  My  Admin  Tasks  ||  Summary 

Hide  Details 

Details 

•  Task  Description  There  are  no  assigned  tasks  for  you 

•  Routing  Status  Routing  Complete 

REJECTED 


Reject  Comments 

Work  has  not  been  completed  and  this  invoice  Is  outside  the  period  of  performance 


Invoice  Number: 

03 

Issue  Date: 

Jan  30,2018 

Receipt  Date: 

Jan  30, 2018 

CAPITAL  CONSTRUCTION 
GROUP  LLC 

Remit  To: 

603210399 

CAPITAL  CONSTRUCTION  GROUP  LLC 

3321  12TFI  STREET  NE  SUITE  3 

WASHINGTON  DC  20017-4008 

XMVL  DUNS: 

XMVL  DUNS+4: 

Bill  Period  Start  Date: 

Bill  Penod  End  Date: 

Supplier  Contact  Name: 

Supplier  Contact  Phone: 

Payment  Terms: 

Jonathan  Perez 

202  407  3692 

N/30  PROMPT  PAY 

Anticipated  Due  Date: 

Mar  1,2018 

Prompt  Pay  Penalty: 

Oday(s) 

PO  Number: 

IAF-20343118P0Q001 

Contract  No.: 

IAF-20343118P00001 

Buyer  Contact  Name: 

Buyer  Phone: 

Buyer  Email: 

BPD-  Accounts  Payable 
Branch 

ALC  Code:  11010004 

Bill  To: 

BPD-  Accounts  Payable  Branch 
lAF-INTER-AMERICAN  FOUNDATION 

INTER-AMERICAN  FOUNDATION  1331  PENNSYLVANIA 
AVENUE,  NW 

WASHINGTON  DC  20004 

COTR: 

COTR  Phone: 

COTR  Email: 

FOB  Terms: 

Goods/Services  Received  Date: 

Goods/Services  Accepted  Date: 

SHAYLA 

SUMMHERHILUKARA 

ROGERS 

First  Approver  Date: 

Prompt  Pay  Special  Flandling: 

Currency  Code: 

USD 

PO  Freight  Limit: 

0.00 

Internal  Route: 

Invoice  Amount: 

15,791.00 

Business  Unit:  Cost  Center: 

IAF2500000000  Dept  ID: 

Aoencv 

Part#  Item  Code  Description 


Service 

Date 

From 


Senrice  Date 

To 


Unit 


U.O.M. 

Oteti 


Extended 


EBSS  PgBg  Tax%An^t 


1  101  1  10001  101  1 

1  Installation  of  Glass  Wall  and  / 

^  1/1/2018  1/30^018,5  73,  00,  00  EACH  (G)  ’5,791.00  ^,,^,  0  00  0  00 

Showing  1  of  1 

AMERICAN 

j)VERSIGHT 


Extended  Price  Sub-total:  15,791.00 
Total  Misc:  0.00 

Total  Freight:  0.00 

t(WHTlifi^224^00492 

(Totals  apply  to  full  invoice)  Total  Amount:  15,791 .00 


Invoice  Comments 
PO  Comments 


6  2007  -  2018  Federal  Reserve  Bank  of  St.  Louis. 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000493 


DisburSCr  welcome:  ShaylaSummerhlll  BPD- Accounts  Payable  Branch 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts 
In  Process  in  Settlement  Exceptions  Search 


About  I 
Analysis 


Advanced  Search*-^  (  Preferences  |  Helo^  | 
Suppliers  Self>Service  March 


Logout 


15. 2018  12:51  PM 


[  Search  | 


Invoice  Number:  3R 

I  My  Tasks  ||  My  Admin  Tasl^|  SununMy  Showing  task  1  of  1 


Hide  Details 


Details 

•  Task  Description  Level  One  Workflow  Approval  assigned  to  you  on  Mar  1,2016  9  30  AM 

•  Task  Instructions  ? 

•  SAM  Activation  Status  Not  Available 

•  I  Approve!  I  Reject  1 1  View  Current  Attachments  1 1  Add  Attadiment  I 


Invoice  Number: 

3R 

Issue  Date: 

Mar  1,2018 

Receipt  Date: 

Mar  1,2018 

Remit  To: 

Bill  Period  Start  Date: 

CAPITAL  CONSTRUCTION 

603210399 

CAPITAL  CONSTRUCTION  GROUP  LLC 

Bill  Period  End  Date: 

GROUP  LLC 

3321  12TH  STREET  NE  SUITE  3 

WASHINGTON  DC  20017.4008 

Supplier  Contact  Name: 

Jonathan  Perez 

XMVL  DUNS: 

XMVL  DUNS+4: 

Supplier  Contact  Phone: 

2024073692 

Payment  Terms: 

NASO  PROMPT  PAY 

Anticipated  Due  Date: 

Mar  31,  2018 

Prompt  Pay  Penalty: 

0  day(s) 

PO  Number: 

1AF-20343118P00001  R 

1 

IAF-20343118P00001 

Contract  No.: 

Buyer  Contact  Name: 

Buyer  Phone: 

Buyer  Email: 

SHAYLA 

ALC  Code:  11010004 

COTR: 

SUMMHERHILUKARA 

ROGERS 

Bill  To: 

BPD-  Accounts  Payable  Branch 

BPD-  Accounts  Payable  Branch 
lAF-INTER-AMERICAN  FOUNDATION 

COTR  Phone: 

COTR  Email: 

INTER-AMERICAN  FOUNDATION  1331  PENNSYLVANIA 

AVENUE,  NW 

FOB  Terms: 

WASHINGTON  DC  20004 

Goods/Services  Received  Date: 

Goods/Services  Accepted  Date: 

First  Approver  Date: 

Prompt  Pay  Special  Handling: 

Currency  Code: 

USD 

PO  Freight  Limit: 

0.00 

Internal  Route: 

Invoice  Amount: 

15,971  00 

Business  Unit:  Cost  Center:  IAF2500000000  Dept.  ID: 

INV 

Line 

EQ 

».Oist# 

Line 

PO 

PO 

f 

Sch.# 

Diet  It 

1  101 

1 

10001 

101 

2.101 

2 

20001 

101 

Agency 

Part# 


Item  Code 


Description 


SfiDdee  u.o.M. 

Date  Service  Date  Unit 

From  To  QTY  Price  UVRsf 


Extended 

EnCfi  Type  fax  %Afnourit 


Installation  of  Glass  Wall  and 


J  I  Request  for  Equitable 


1/1/2018 

1/31/2018 

12.571.00 

1.00 

EACH  (G) 

12,571.00 

Exempt 

0.00 

000 

1/1/2018 

1/31/2018 

3,400  00 

1.00 

EACH  (G) 

3,400.00 

Exempt 

0.00 

000 

showing  1-2  of  2 


Extended  Price  Sub-total:  15,971.00 
Total  Misc:  0.00 

Total  Freight:  0.00 

Total  Taxes:  0.00 

(Totals  apply  to  full  invoice)  Total  Amount:  15,971.00 


Invoice  Comments 
PO  Comments 


AMhRIOAN 


IAF-18-0224-A-000494 


PVERSIGHT 


2007  2018  Federal  Reserve  Bank  of  St  Louis 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000495 


DisburSCr  welcome:  ShaylaSummerhlll  BPD- Accounts  Payable  Branch 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts 
In  Process  in  Settlement  Exceptions  Search 


About  I 
Analysis 


Advanced  Search*-^  |  Preferences  |  Helo^  | 
Suppliers  Self>Service  March 


Logout 


15. 2018  12:57  PM 


[  Search  | 


Invoice  Number:  4 


I  My  Tasks  ||  My  Admin  Tasks  ||  Summary 

'»•  Hide  Details 

Details 

•  Task  Description  There  are  no  assigned  ta^  for  you 

•  Routing  Status  Routing  Complete 

Invoice  Number: 

4 

Issue  Date: 

Mar  1,2018 

Receipt  Date: 

Mar  1,2018 

Remit  To: 

Bill  Period  Start  Date: 

CAPITAL  CONSTRUCTION 
GROUP  LLC 

603210399 

CAPITAL  CONSTRUCTION  GROUP  LLC 
3321  12TH  STREET  NE  SUITE  3 
WASHINGTON  DC  20017-4008 

XMVL  DUNS; 

Bill  Period  End  Date: 

Supplier  Contact  Name: 

Supplier  Contact  Phone: 

Jonathan  Perez 

202.407.3692 

XMVL  DUNS+4: 

Payment  Terms: 

NA30  PROMPT  PAY 

Anticipated  Due  Date: 

Mar  31,  2018 

Prompt  Pay  Penalty: 

0  day(s) 

PO  Number: 

1AF-20343118P00001  R 

1 

IAF-20343118P00001 

Contract  No.: 

Buyer  Contact  Name: 

Buyer  Phone: 

Buyer  Email: 

SHAYLA 

ALC  Code:  11010004 

COTR: 

SUMMHERHILL/KARA 

Bill  To: 

ROGERS 

BPD-  Accounts  Payable  Branch 

BPD-  Accounts  Payable  Branch  COTR  Phone: 

lAE-INTER-AMERICAN  FOUNDATION 

INTER-AMERICAN  FOUNDATION  1331  PENNSYLVANIA  CO  1 K  Email: 

AVENUE,  NW 

WASHINGTON  DC  20004 

FOB  Terms: 

Goods/Services  Received  Date: 

Mar  1,2018 

Goods/Services  Accepted  Date: 

Mar  15. 2018 

First  Approver  Date: 

Mar  15, 2018 

Prompt  Pay  Special  Handling: 

Currency  Code: 

USD 

PO  Freight  Limit: 

0.00 

Internal  Route: 

Invoice  Amount: 

2,950.00 

Business  Unit;  Cost  Center:  IAF2SOOOOOOOO  Dept.  ID: 

EO  Aoencv 

Une^Disti^^^  Di^  Port#'  Code 

Description 

Service 

Date 

From 

U.O.M. 

Service  Date  Unit 

To  OTY  Price 

Extended  j 

£d££  JyP®  jax  %Amount 

1  101  1  10001  101  1 

,:\  1  Installation  of  Glass  Wall  and  yf] 

2/1/2018 

20812018  2,950  00  COO  EACH  (G) 

Exempt  <>“> 

000 

showing  1  of  1 

Extended  Price  Sub4otal: 

2,950.00 

Total  Misc: 

0.00 

Total  Freight: 

0.00 

Total  Taxes: 

0.00 

(Totals  apply  to  full  invoice)  Total  Amount: 

2,950.00 

Invoice  Comments 

PO  Comments 

G  2007  •  2018  Federal  Reserve  Bank  of  St  Louis. 

AMERICAN 


PVERSIGHT 


IAF-18-0224-A-000496 


About  1  Advanced  Search*-^  (  Preferences  |  Helo^  |  Logout 
Analysis  Suppliers  Self-Service  January  3, 2018  3:57  PM 

[  Search  | 

OINFO 

Invoice  002  has  been  successfuly  approved. 

Complete  Task 

Enter  any  comments  and  dick  Subm  t  to  complete  the  task  assigned  to  you. 

•  Invoice  Number  002 
•  Issue  Date:  Jan  3,  2018 
•  Invoice  Receipt  Date:  Jan  3,  2018 
•  Prompt  Pay  Penalty:  0  day(s) 

•  Anticipated  Due  Date:  Feb  2,  2018 
*  indicates  required  field 


DisburSCr  welcome:  ShaylaSummertiill  BPD- Accounts  Payable  Branch 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts 
In  Process  In  Settlement  Exceptions  Search 


*  Date  Goods/Service  Received 

12/26/2017  i  HLy 

•  Date  Goods/Service  Accepted 

Prompt  Pay  Special  Handling 

Internal  Routing  Comments 

01/03/2018  1  Ol* 

□ 

J 

(Maximum  240  character) 

I  Submit  1 1  Cancel  | 


e  2007  -  2018  Federal  Reserve  Bank  of  St  Louis. 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000497 


Disburscr  welcome:  ShaylaSummerhill  BPD- Accounts  Payable  Branch  About  I  Advanced  Search^  I  Preferences  I  Help#  I  Looout 
Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts  Analysis  Suppliers  Self-Service  November  21, 201 


November  21,  2017  2:16  PM 


In  Process  In  SetUement  Exceptions  Search 


I  Search  | 


o 


INFO 

Invoice  001  has  been  successfuly  approved. 


Complete  Task 

Enter  any  comments  and  dick  Subm  t  to  complete  the  task  assigned  to  you. 

•  Invoice  Number  001 

•  Issue  Date:  Nov  16,  2017 

•  Invoice  Receipt  Date:  Nov  16,  2017 

•  Prompt  Pay  Penalty:  0  day(s) 

•  Anticipated  Due  Date:  Dec  16,  2017 

•  indicates  required  field 

•  Date  Goods/Service  Received  | 

•  Date  Goods/Service  Accepted  -1/2017  | 

Prompt  Pay  Special  Handling  q 

Internal  Routing  Comments  '  ~ 


(Maximum  240  characters) 


I  Submit  1 1  Cancel  | 


e  2007  -  2017  Federal  Reserve  Bank  of  Boston. 


AMERICAN 


IAF-18-0224-A-000498 


DisburSCr  welcome:  ShaylaSummerhlll  BPD- Accounts  Payable  Branch 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts 
In  Process  in  Settlement  Exceptions  Search 


About  !  Advanced  Search*-^  (  Preferences  |  Helo^  |  Logout 
Analysis  Suppliers  Self-Service  January  3, 2018  3:56  PM 


Search 


Invoice  Number:  002  S 


My  Tasks  My  Admin  Tasks  Summary 


Showing  task  1  of  1 


Details 

•  Task  Description  Level  One  Workflow  Approval  assigned  to  you  on  Jan  3, 2018  3:18  PM 

•  Task  Instructions  ? 

•  SAM  Activation  Status  Not  Available 


•  I  Approve"!  I  Reject  1 1  View  Current  Attachments  1 1  Add  Attadiment  | 


^  Hide  Details 


Invoice  Number: 

002 

Issue  Date: 

Jan  3,  2018 

Receipt  Date: 

Jan  3,  2018 

CAPITAL  CONSTRUCTION 
GROUP  LLC 

Remit  To: 

603210399 

CAPITAL  CONSTRUCTION  GROUP  LLC 

3321  12TH  STREET  NE  SUITE  3 

WASHINGTON  DC  20017-4008 

XMVL  DUNS: 

XMVL  DUNS+4: 

Bill  Period  Start  Date: 

Bill  Period  End  Date: 

Supplier  Contact  Name: 

Supplier  Contact  Phone: 

Payment  Terms: 

Kara  Rogers 

2026837182 

NA30  PROMPT  PAY 

Anticipated  Due  Date: 

Feb  2,  2018 

Prompt  Pay  Penalty: 

0  day(s) 

PO  Number: 

IAF-20343118P00001  R 

Contract  No.: 

IAF-20343118P00001 

Buyer  Contact  Name: 

Buyer  Phone: 

Buyer  Email: 

BPD-  Accounts  Payable  Branch 

ALC  Code:  11010004 

Bill  To: 

BPD-  Accounts  Payable  Branch 
lAF-INTER-AMERICAN  FOUNDATION 

INTER-AMERICAN  FOUNDATION  1331  PENNSYLVANIA 
AVENUE,  NW 

WASHINGTON  DC  20004 

COTR: 

COTR  Phone: 

COTR  Email: 

FOB  Terms: 

Goods/Services  Received  Date: 

SHAYLA 

SUMMHERHILUKARA 

ROGERS 

Goods/Services  Accepted  Date: 

First  Approver  Date: 

Prompt  Pay  Special  Handling: 

Currency  Code: 

USD 

PO  Freight  Limit: 

0.00 

Internal  Route: 

Invoice  Amount: 

18,348  00 

Business  Unit: 

Cost  Center:  IAF2500000000  Dept.  ID: 

MV 

Line  po 

#.Dist#une  PO  PO 
A  #  Sch.ff  Diet* 

Aaencv 

Part  #  Item  Code 

U.O.M. 

„  .  Service  DaleSetvice  Date  Unit 

From  To  OTY  Price 

Extended  Sx  j,,, 

Encfi  JXBfi  TaxSAiriSSht 

1.101  1  10001  101  I  ~~X  I  Installation  of  Glass  Wall  and  ^  12/1/2017  12«1/2017  ,33^00^  00  Exempt  °  ““ 


Showing  1  of  1 


Extended  Price  Sub-total: 

Total  Misc: 
Total  Freight: 
Total  Taxes: 

(Totals  apply  to  full  invoice)  Total  Amount: 


18.348.00 

0.00 

0.00 

0.00 

18,348.00 


Invoice  Comments 
PO  Comments 


IAF-18-0224-A-000499 

4>  200?  -  2018  Federal  Reserve  Bank  of  St  Louis. 

PVERSIGHT 


DisburSCr  welcome:  ShayiaSummerhill  BPD- Accounts  Payable  Branch  About  1  Advanced  Search^  |  Prefer 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts  Analysis  Suppliers  Self-Service 


About  I  Advanced  Search*-^  |  Preferences  |  Helo^  |  Logout 


March  15. 2018  12:54  PM 


In  Process  bi  Settlement  Exceptions  Search 


[  Search  | 


O 


INFO 

Invoice  3R  has  been  successfully  approved. 


Complete  Task 

Enter  any  comments  and  dick  Subm  t  to  complete  the  task  assigned  to  you. 

•  Invoice  Number  3R 

•  Issue  Date:  Mar  1,  2018 

•  Invoke  Receipt  Date:  Mar  1,  2018 

•  Prompt  Pay  Penalty:  0  day(s) 

•  Anticipated  Due  Date:  Mar  31,  2018 

•  indicates  required  field 

•  Date  Goods/Service  Received  |o3/01/2018  |  GLL' 

•  Date  Goods/Senrice  Accepted  |o3/1 5/2018  | 

Prompt  Pay  Special  Handling  q 


Internal  Routing  Comments 


Maximum  240  characters) 


I  Submit  1 1  Cancel  | 


e  2007  -  2018  Federal  Reserve  Bank  of  St  Louis. 


AMERICAN 


IAF-18-0224-A-000500 


DisburSCr  welcome:  ShayiaSummerhill  BPD- Accounts  Payable  Branch  About  1  Advanced  Search^  |  Prefer 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts  Analysis  Suppliers  Self-Service 


About  I  Advanced  Search*-^  |  Preferences  |  Helo^  |  Logout 


March  15. 2018  12:56  PM 


In  Process  bi  Settlement  Exceptions  Search 


[  Search  | 


O 


INFO 

Invoice  4  has  been  successfully  approved 


Complete  Task 

Enter  any  comments  and  dick  Subm  t  to  complete  dte  task  assigned  to  you. 

•  Invoice  Number  4 

•  Issue  Date:  Mar  1,  2018 

•  Invoke  Receipt  Date:  Mar  1,  2018 

•  Prompt  Pay  Penalty:  0  day(s) 

•  Anticipated  Due  Date:  Mar  31,  2018 

•  indicates  required  field 

•  Date  Goods/Service  Received  |o3/01/2018  |  GLL' 

•  Date  Goods/Senrice  Accepted  |o3/1 5/2018  | 

Prompt  Pay  Special  Handling  q 


Internal  Routing  Comments 


Maximum  240  characters) 


I  Submit  1 1  Cancel  | 


e  2007  -  2018  Federal  Reserve  Bank  of  St  Louis. 


AMERICAN 


IAF-18-0224-A-000501 


DisburSCr  welcome:  ShaylaSummerhlll  BPD- Accounts  Payable  Branch 

Welcome  Tasks  Blanket  POs  Purchasing  Invoices  Payments  Discounts  Analysis  Suppliers  Self-Service 

In  Process  in  Settlement  Exceptions  Search 


About  !  Advanced  Search*-^  (  Preferences  1  Help^  I  Logout 

November  21.  2017  2:13  PM 


Search 


Invoice  Number:  001  S 


My  Tasks  My  Admin  Tasks  Summary 


Showing  task  1  of  1 


Details 


•  Task  Description  Level  One  Workflow  Approval  assigned  to  you  on  Nov  16. 201711:09  AM 

•  Task  Instructions  ? 

•  I  Approvel  I  Reject  1 1  View  Current  Attachments  1 1  Add  Attachment  | 


^  Hide  Details 


Invoice  Number: 

001 

Issue  Date: 

Nov  16,  2017 

Receipt  Date: 

Nov  16, 2017 

Remit  To: 

603210399 

Bill  Period  Start  Date: 

Bill  Period  End  Date: 

CAPITAL  CONSTRUCTION 

CAPITAL  CONSTRUCTION  GROUP  LLC 

GROUP  LLC 

3321  12TH  STREET  NE  SUITE  3 

WASHINGTON  DC  20017-4008 

Supplier  Contact  Name: 

Jonathan  Perez 

XMVL  DUNS: 

XMVL  DUNS*4: 

Supplier  Contact  Phone: 

2024073692 

Payment  Terms: 

N/30  PROMPT  PAY 

Anticipated  Due  Date: 

Dec  16,2017 

Prompt  Pay  Penalty: 

0  day(s) 

PO  Number: 

1AF-20343118P00001  R 

0 

IAF-20343118P00001 

Contract  No.: 

Buyer  Contact  Name: 

Buyer  Phone: 

Buyer  Email: 

SHAYLA 

ALC  Code:  11010004 

COTR: 

SUMMHERHILUKARA 

ROGERS 

Bill  To: 

BPD-  Accouits  Payable  Branch 

COTR  Phone: 

BPD-  Accounts  Payable  Branch 

lAF-INTER-AMERICAN  FOUNDATION 

INTER-AMERICAN  FOUNDATION  1331  PENNSYLVANIA 

COTR  Email: 

AVENUE,  NW 

FOB  Terms: 

WASHINGTON  DC  20004 

Goods/Services  Received  Date: 

Goods/Services  Accepted  Date: 

First  Approver  Date: 

Prompt  Pay  Special  Handling: 

Currency  Code: 

USD 

PO  Freight  Limit: 

0.00 

Internal  Route: 

Invoice  Amount: 

2,463.00 

Business  Unit:  Cost  Center:  IAF2500000000  Dept.  ID: 

MV 


Line  £q 

#.Dist  Ling  eQ  EQ 

*  Sch.*  Dist* 

Aaencv 

Part# 

Item 

Code  Description 

U.O.M. 

Service  Date  Service  Date  Urst 

From  To  QTY  Price 

Extended 

ElilX  Type 

lax 

Tax  SAmount 

1.101  1  10001  101 

Installa  ion  of  Glass  Wall  and  Sliding  Glass  door  in 
accordance  with  the  Performance  Work 
StatemenLGeneral  Requirements; 
$6,089.00DoorsAA/indows;  $25,500.00Special  ies: 
$1,224-00Special  Construction; 

$ 1 ,061 .00Mecharrical/Plumbir>g/Fire 

10230017  10/31/2017  2,463.001.00  EACH  (G) 

2,463.00 

Exempt 

0.00  0  00 

showing  1  of  1 

Extended  Price  Sub-total: 

Total  Misc: 
Total  Freight: 
Total  Taxes: 

(Totals  apply  to  full  invoice)  Total  Amount: 

2,463.00 

0.00 

0.00 

0.00 

2,463.00 

Invoice  Comments 

PO  Comments 

- IAF-18-0224-A-000502 

PVERSIGHT 


2007  2017  Federal  Reserve  Bank  of  Boston 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000503 


FAR  13.106(b)  SOLE  SOURCE  JUSTIFICATION  FOR 
ACQUISITIONS  UNDER  THE  SIMPLIFIED  ACQUISITION  THRESHOLD 


_ _ _ _ A.  FINDINGS.  _ _ 

1.  Identification  of  the  requesting  and  contracting  activity. 

The  Bureau  of  the  Fiscal  Service,  on  behalf  of  the  Inter-American  Foundation  (lAF) _ 

2. a  A  description  of  the  supplies  or  services  required  to  meet  the  agency’s  needs. 

This  action  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding 
glass  door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure 
privacy  and  should  be  open  to  allow  for  maximum  (natural)  light  into  the  conference  space  as 
much  as  possible.  The  vendor  will  also  be  responsible  for  or  identifying  company  for  glass 
etching  stencil  of  agency  logo  for  two  locations-  CEO  and  conference  space  glass  wall  and  glass 
door. 

Installation  should  include  ‘A”  clear  tempered  glass  doors  which  should  be  similar  to  existing 
conference  room  glass  wall  and  sliding  glass  door.  Paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 


2.b  Name  of  the  Vendor.  Select  Contracting, 

2. C  Requisition  No.  IAF-25000- 1 7-046 

3.  Estimated  dollar  value  of  the  acquisition.  $25,000.00 _ 

4. a  Identification  of  the  circumstances  that  preclude  competition  (Check  the  appropriate 
box  that  applies). 

I  I  Urgency. 

r~l  Exclusive  licensing  agreements. 

I  I  Brand-name. 
n  Industrial  mobilization. 

I  I  Other  Only  one  re«;pr>nsihle  soiirne  _ 

4. b  Supporting  information  and  facts  (i.e.  the  details  surrounding  the  requirement  that 
supports  the  selection  made  in  4. a). 

This  contractor  has  extensive  Icnowledge  about  the  building  and  space,  as  they  performed  the 
remodel  of  many  other  offices  in  the  building.  Other  conti-actors  do  not  have  the  same  Icnowledge 
of  the  sprinlcler  system,  fire  codes,  electrical  layout  and  other  building  schematics  that  will  make 
this  a  successful  project. 

Select  Contracting  has  the  correct  insurance  in  the  format  required  by  the  building  owner,  as  well 
as  in  the  appropriate  amount.  Select  Contracting  also  has  extensive  experience  with  this  building, 
its  maintenance  and  upkeep.  No  other  contractor  has  the  experience  and  knowledge  of  the 
specifics  of  this  building,  and  thus,  they  are  the  only  responsible  source  for  work  on  this  project. 

5.  Any  other  information. 

Other  constiiiction  contractors  will  not  be  able  to  meet  the  needs  of  this  procurement  as  this 
contractor  is  the  contractor  of  choice  of  the  building  owner,  and  thus,  they’re  the  most  trusted 
source. 


J 


Page  1  of 2 

Treasury  Standard  Form  -  1009  (Rev  10/16) 
Prescribed  by  Treasury:  DTAP  1013.106(b) 

IAF-18-0224-A-(]00504 


FAR  13.106(b)  SOLE  SOURCE  JUSTIFICATION  FOR 
ACQUISITIONS  UNDER  THE  SIMPLIFIED  ACQUISITION  THRESHOLD 


_ B.  Certifications  and  Approvals. _ 

6.a  Program  Office  Certification  (Requiring  Activity).  I  hereby  certify  that  the  supporting 
information  and  data  provided  and  which  form  the  basis  for  this  justification  are  accurate  and 
complete  to  the  best  of  my  knowledge  and  belief. _ 

Name:  Shayla  Summerhill -  Date;  I  J. — LH - 


6.b  Small  Business'Specialist  Determination  (Contracting  Activity)  [applicable  only  if  the 
vendor  is  not  a  small  business].  I  have  reviewed  this  justification  for  an  exception  to 
competition,  including  any  attached  documentation,  if  applicable,  and  CH  concur  /  Q  do  not 
concur  with  the  findings. _ _ _ 

Name: _ Date: - 


Signature;  _ _ _ _ _ 

6.C  Contracting  Officer  Approval.  In  accordance  with  FAR  13.106-l(b)(l),  as  a  wamanted 
contracting  officer,  I  hereby  determine  that  the  circumstances  of  the  acquisition  make  only  one 
source  reasonably  available  for  the  reasons  indicated  above;  therefore  precluding  competition 
and  supporting  the  Government’s  determination  to  solicit  and  award  to  the  vendor  stated  herein. 

Name: _ Date: - 


Signature; 


AMERICAN 

>>VERSIGHT 
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!■  MODERN  DOOR 

To:  General  Contractor 

Date:  5/25/2017 

P:  (202)688-3050 

Job  Name:  lAF  Addibonal  Fixed  Wall 

F: 

Locabon:  Open  Area  1231 

Attn:  Shayla  Summerhill 

Quote:  G052517a-IAF 

We  propose  to  furnish  &  Install  quantities  listed  for  the  sum  of:  $23,850.00 

Spec  Section:  102226 

Fixed  Glass  Office  Front  by  DORMA  Interiors  -  System  to  be  comprised  of  Dorma  Reveal  channel  system  with  54"  clear  glass.  Scope 
has  the  fixed  glass,  standard  jambs,  and  clear  anodized  rails  for  a  single  locabons.  Quote  includes  a  single  pivot  door  within  the 
system  with  back  to  back  pull,  and  installabon. 


Manufactured  by: 


Quanbtv 

Size 

Panels 

Door 

Finish 

1 

15'x9' 

3 

1 

Clear  Anodized  with  Clear  Glass 

*lf  working  under  a  second  tier  contractor  payment  in  full  is  due  before  product  installation 


G.C.  or  Owner  to  provide: 

•  Access  to  room  during  normal  work  hours 

•  Blocking  in  ceiling  and  walls  for  attachments 

•  All  ceiling  work  &  sound  baffling 

•  Any  crane  or  elevator  to  get  panels  to  work  area 

Bid  is  based  upon  standard  construcbon  and  colors  unless  otherwise  noted.  COM  finishes  are  factory  applied  and  must  be  factory 
approved  prior  to  applicabon.  If  project  requires  an  acousbcal  test  all  surrounding  construcbon  must  be  built  to  ASTM  E557 
minimum  requirements  including  the  installabon  of  an  acousbcal  floor  break.  MDE  to  furnish  carpet  floor  break  upon  request  to  be 
installed  by  others.  This  quote  is  based  upon  acceptance  within  30  days  of  above  bid  date.  Above  price  includes  all  necessary 
material,  tax,  freight  and  labor  for  complete  installabon.  Quote  is  based  upon  delivery  to  one  locabon  at  one  bme  unless  otherwise 
noted.  Major  extensions  in  delivery  date  and/or  changes  in  the  building  may  result  in  price  changes.  New  contractors  are  subject  to 
terms  of  50%  deposit,  40:  before  delivery,  and  10%  retainage  net  30  days.  After  inibal  order  all  standard  material  and  installabons 
contracts  are  subject  to  normal  AIA  (paid  when  paid)  provisions. 

Gary  Tippett 
Product  Consultant 
gbppett@moderndoor.com 

Accepted  by: _ .  Firm: _ .  Date: _ . 
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Inter-American  Foundation 
Office  Directors  Meeting 
2/5/18 

Attendees;  Paul,  Lesley,  Barbara,  Marcy,  Karen 

Follow-up  items  &  Reminders; 

•  Paloma  out  of  office  from  Sunday  through  Wednesday  at  North  American  Community 
Foundation  Summit  in  Mexico  City.  Lesley  is  Acting  CEO. 

•  FY18  Continuing  Resolution  to  end  at  midnight  on  Thursday,  Feb  8;  please  ensure  you 
attend  the  planned  telcon/meetings  re  updates  (Tues  @11  ;40am  and  Friday  @  4pm). 

•  Coffee  &  Chocolate  event  &  Congressional  Caucus  on  Effective  Foreign  Assistance 
Panel-  Community-led  Development-A  conversation  with  lAF  and  USADF,  Thursday, 
Feb  8,  on  the  Flill. 

•  Friendly  reminder  to  please  leave  meetings  rooms  ready  for  next  group;  chairs  tucked  in, 
materials  removed,  computer  logged  off,  etc.  The  person  who  calls  the  meeting  should 
be  lead  on  this,  but  all  staff  should  be  mindful.  Need  a  refresher,  check  out  the  lAF’s 
Meeting  protocols/checklist 

•  2018  office  calendars  are  in!  Copies  can  be  found  in  each  copier  room,  help  yourself. 

Office  of  General  CounseFPaul 

1 .  Associate  General  Counsel  screening  calls  happening  this  week  and  next! 

2.  All  packages  will  be  cleared  by  end  of  this  week! 

3.  is  born!  Mom  and  he  and  family  all  doing  fine. 

Office  of  External  and  Government  Affairs/Barbara 

1 .  Have  applicant  lists  for  Writer/Editor  and  2nd  Congressional  Specialist  vacancies  -  will 
be  reviewing,  interviewing  candidates,  etc. 

2.  Finalizing  talking  points  and  prep  for  Effective  Foreign  Assistance  Caucus  panel  and 
Coffee/Chocolate  event  that  will  take  place  on  Thursday. 

a.  Barbara  will  be  sharing  a  detailed  annotated  agenda  with  the  ODs  so  they  can 
track  staff  participation,  etc. 

b.  Grantee  partners  are  arriving  early  this  week. 

c.  Coordination  for  the  event  with  grantee  partners  will  take  place  Wednesday. 

3.  Reviewing  latest  stock  language  for  webgrants/blurbs. 

4.  Strategic  Plan  brochure  should  be  available  this  week  if  anyone  wants  to  take  it  to 
meetings,  outreach. 

5.  Working  on  planning  phases  for  website  transition,  per  the  contract,  it  will  take  five 
months  to  develop  a  minimal  viable  product  and  up  to  one  year  for  the  full  website 
transition  to  be  complete 

6.  Communications  support  to  several  external  events  with  lAF  participation,  agro 
conference,  Mexico  conference.  Hill  panel,  coffee/chocolate.  Supporting  with  tweets, 
facebook,  linked-in,  photos,  video. 
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7.  Met  with  Southcom  to  foster  greater  understanding  of  the  roles  and  activities  of  lAF  and 
SoiithCom  in  LAC  region.  Starting  a  conversation  regarding  potentially  working  together 
in  areas  where  interests  overlap  with  then  office  of  Rrblic/Private  cooperation. 

Office  of  Networks  and  Strategic  Initiatives/Steve 

1 .  Oirt  of  office  fiorn  Simday  tlnorrgh  Wednesday  at  North  American  Commimity 
Foimdation  Sirmmit  in  Mexico  City.  Marcy  will  be  Acting  MD  for  NSI. 

2.  Silicon  Valley  Commimity  Foimdation  has  pledged  $65,000  for  the  Mexico  Earthqirake 
Fimd  -  bravo  to  Seth,  Gaby  and  Michael  Layton  for  then  work  in  soliciting  this. 

Office  of  Grant-Making  and  Portfolio  Management/Marcy 
1. 

2. 


Office  of  Operations/Lesley 

1 .  Under  the  1974  budget  act  that  created  the  modem  budget  process  tPL  93-344L  the 
president  is  requhed  by  statute  to  submit  a  budget  request  for  each  new  fiscal  year'  by  the 
fir  st  Monday  in  Febmar'y.  For  FY19  budget,  the  adruinishation  plans  to  miss  that 
deadline  by  a  week,  imveilmg  its  reqirest  on  Feb.  12.  The  Office  of  Management  and 
Budget  attribirted  the  delay  to  the  January  gover'nment  shutdown.  Information  re  lAF  in 
the  FY19  budget  will  include  consolidation  into  USAID  and  the  cessation  of 
lAF-generated  grants,  effective  October  1. 

2.  Approved  and  processed  FY17  performance  awards  now  in  the  system  -  for  those  that 
received  Outstanding  ($1500)  or  Highly  Successftil  ($1000)  ratings,  look  for  the  award 
amoimt  in  the  next  pay  period.  Congratirlations  to  all  for  yoin  good  work  and 
contribirtions  to  LAF! 

3.  Working  on  agency  response  to  GAO  Siuvey  on  Fraud  Risk  Management  Act;  deadline 
Feb  9. 

4.  Executive  suite  project  stalled.  Kara  is  working  with  BFS  and  the  vendor  to  get  it  back  on 
track. 

5.  Shayla  will  be  out  of  office  imtil  March  3;  please  send  things  to  Mark  or  Kara. 

6.  Next  week  Mark  will  be  facilitating  the  Fellows  Conference  in  Mexico. 

Executive  Assistant/Karen 

1 .  Working  with  EGA  to  draft  a  few  tweets  on  the  NACF  summit  event 

2.  Out  of  office  on  Wednesday  and  maybe  Thm  sday  for  Effective  Briefings/Presentations 
training 
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Inter- American  Foundation 
Office  Directors  Meeting 


12/18/17 


Attendees:  Paloma,  Steve,  Lesley,  Barbara,  Karen 
Follow-up  items  &  Reminders: 

•  Time-sheets  due  by  WEDNESDAY  December  20  —  please  submit  early! 

•  Brown  bag  on  Women  &  Agiiculttue  today  @  12pm  (Patagonia)  by  Carolyn  Smalkowski 

•  FY18  Coutmuing  Resolution  iims  thru  Dec  22;  pay  attention  to  Congressional  actiorrs 
regarding  fimding 

Paloma  oirt  of  office  Dec  21  -  27.^  Lesley  Acting  CEO  12/21-22,  Paitl  12/26-27 

_ |-  please  make  sine  to  give  them  a  goodbye 

hirg. 

Holidays  on  Dec  25  &  Janirary  1st;  enjoy  the  festivities  and  three  day  weekends! 


Office  of  General  Coimsel/Pairl 

1 .  Oirt  of  office  imtil  Dec  26 

Office  of  Exterual  and  Goverirmeut  Affaus/Barbara 

1.  Conmis  prodircts  this  week:  armiral  report  format:  embassy  letters;  draft  proposal  on  50th 
Armiversary  to  ODs  for  inpirt:  advisory  coimcil  press  release,  holiday  cards;  among 
others. 

2.  Read  oirt  on  meeting  with  ADF  last  week  re:  response  to  congressional  RFI  on  a  potential 
hearing. 

3.  Congressional  coffee/chocolate  event  possible  February  8/9. 

4.  Follow-up  with  Hill  regarding  other  RFIs 

5.  Coordinating  with  Pro  for  addition  of  stock  language  m  webgrants  to  ensiu  e  blmbs  link 
back  to  the  lAF  Strategic  Plan. 


Office  of  Networks  and  Strategic  Initiatives/Steve 

1.  Steve  out  of  office  Thru  12/21  through  Fri  12/29.  Jiranita  Roca  will  be  acting  MD  for  all 
PRO  this  week. 

2.  Draft  memo  to  USAID  on  Central  America  posted  on  Google  Drive  last  Friday  morning 
for  couunents. 

3. 


Office  of  Grant-Making  and  Portfolio  Management/Marcy 

1 .  Marcy  oirt  of  office  thr  ough  Jan  8,  Steve  is  Acting  MD 

2.  Decision  made  regarding  Deputy  Duector  of  Grants  vacancy  -  offer  extended  this  week, 
hopeftil  the  applicant  will  start  in  early  February. 


Office  of  Operations/Lesley 
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1 .  We’ll  be  posting  vaeaney  announcements  for  Writer/Editor  and  (new,  2nd)  Congressional 
Specialist  this  week  -  thanks  for  helping  lAF  find  good  candidates. 

2.  Wall  (CEO  area)  construction  activities  starting  Thurs  this  week,  will  continue  into  next. 

3.  Starting  Jan  1,  the  WMATA  transit  benefit  maximum  will  increase  to  $260;  Kara  has 
reached  out  to  the  5  staff  members  who  are  eligible  for  increase. 

4.  You  may  have  noticed  that  ConcurGov  Rules  of  Behavior  verbiage  has  been  updated  to 
change  Concur  Government  Edition  (CGE)  to  ConcurGov.  The  next  time  a  user  accesses 
ConcurGov,  he/she  will  have  to  re-acknowledge  the  updated  Rules  of  Behavior  by 
selecting  T  AGREE.’ 

5.  HR  geek  info:  Number  of  Pay  Periods  There  are  26  PPs  in  2017,  the  final  2017  pay  day 
will  be  Dec  19,  2017.  There  are  27  PPs  in  2018  and  the  final  pay  day  will  be  De  31, 

2018.  Calendar  Tax  Year  The  2017  taxable  earnings  year  is  from  PP  1701,  beginning 
Dec  1 1,  2016,  through  PP  1726,  ending  Dec  9,  2017.  The  2018  taxable  earnings  year  is 
from  PP  1801,  Dec  10,  2017,  through  PP  1827,  Dec  22,  2018.  Eeave  Year  The  2017 
leave  year  ends  PP  1802,  Jan  6.  The  2018  leave  year  is  from  PP  1803,  Jan  7,  2018, 
through  PP  1901,  Jan  5,  2019.  Lots  more  info  in  the  announcements  section  of  intranet. 

6.  lAF  has  submitted  compliance  data  to  the  Federal  Real  Property  Profile  database,  in 
compliance  with  facilities  requirements. 

7.  Rajiv  out  of  office  next  two  weeks,  Lesley,  Shayla  &  Michael  out  next  week. 


Executive  Assistant/Karen 

1 .  Karen  out  of  office  Dec  21  -  Jan  4 


President  and  CEO/Paloma 

1 .  Prioritizing  meetings  with  external  stakeholders  this  week  —  e.g.  Hill  colleagues,  Atlantic 
Council 
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Jan  2018  Outstanding  tasks 

1 .  (Kara)  Glass  Wall  System-  General  Contractor,  Jonathan  Perez,  Office: 
202.526.3420,  Cell;  202.407.3692.  Completed  the  wooden  pocket  door  leading  into  the 
conference  room  and  the  seal  at  the  window/column  area  to  enclose  for  privacy.  Kara 
has  been  copied  on  email  communication  to  confirm  that  the  glass  wall  system  will  be 
installed/ finished  on  Monday,  February  5*^  (8-5pm).  It  will  be  an  all  day  project  however, 
Paloma  will  be  out  of  the  office.  They  will  be  back  in  the  office  on  Monday,  January  29*^ 
for  cleanup  and  to  pick  up  the  old  door. 

2.  Conference  room  table-  Have  done  research  on  potential  conference  tables  for 
Paloma’s  conference  room 

3.  (Kara)  Cubicle  Reconfiguration-  Alphonso  Nettles,  Kara  has  been  copied  on  an  email 
introducing  them  and  with  the  request. 

4.  (Mark)  Passports-  follow  up  on  status 

*  Marcy  Kelley-  Submitted  January  23'"'^ 

*  Gabby  Boyer-  To  be  picked  up  on  Monday,  January  29**^ 

5.  Citibank  charges-  reconciling/submitting  payment  for  the  month  of  February 

6.  (Mark)  Coffee  &  Chocolate-  updated  proposal  submitted  to  lAF.  Mark  has  been 
introduced  to  our  PCC  with  the  catering  company,  has  the  proposal,  and  can  sign  and 
add  his  credit  card  information.  I  have  asked  for  the  following  items  from  the  catering 
company: 

*  Tables  setup  in  a  rectangle  with  open  space  in  the  middle 

*  Registration  table  in  the  outside  hallway 

*  Tablecloths  for  all  tables 

*  All  coffee  condiments  for  100  people 

*  They  will  brew  our  coffee  for  us,  for  continuous  flow  of  coffee  (3-  30  gallon  urns) 

*  Additional  cups/napkins  for  the  coffee  cupping  demonstration 

7.  Staples-  supplies  were  ordered  on  January  25*^^.  Should  be  delivered  by  next 
Monday/Tuesday. 

8.  Contract-  payments  through  IPP 
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Precision  Doors  and  Hardware,  Inc 
6295-80  Edsall  Road 
Alexandria,  VA  22312 

Phone  (703)  461-8282 
Fax  (703)  461-3431 

Schedule  of  Doors  and  Frames 
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Job  Number: 


12-6273 


Project : 

INTER -AMERICAN  FOUNDATION 


Location: 

1331  PENNSYLVANIA  AVE  12TH  FLOOR  WASHIN 


Architect 


B[>I>  architects,  INC 


Contractor: 

HITT  CONTRACTING,  INC.  #1151 


Finish  Hardware  by: 

Precision  Doors  and  Hardware,  Inc. 


Sheet  No. 
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GENERAL  NOTES: 


1 . 

2  . 


3  . 

4  . 

5. 

6. 
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Fabrication  of  required  material  for  this  project  will  proceed  only  after 

Architect.  Also^a  signed  approved  copy  of  the 
hardware  schedule  and  all  necessary  hardware  templates  will  be  required. 

a)  Doors  and. frames  shall  be  properly  reinforced,  drilled  and  tapped  for  mortised 

finished  hardware  schedule.  Function  holes 
shall  be  provided  at  the  factory  for  locksets  and  exit  devices.  Trim 

hardware  are  to  be  drilled  and  tapped  when  required  in  the  field  by  others. 

b)  All  doors  and  frames  shall  be  properly  reinforced  for  surface  mounted  hardware  in 

with  the  finish  hardware  schedule.  Drilling  and  tappihg  for  attaching 
of  surface  mounted  hardware  shall  be  done  in  the  field  by  others. 

?SSt®of"bakSd'"§n  prime  Phosphatized  and  receive  one 

5ichI?l"'pe?*'frime®d!tM^|he2t^*'  anchors  per  anchor  detail  sheet  and  base 

All  frames  shall  be  supplied  with  three  punch-in  rubber  silencers  per  strike 
namb  for  single  opening  or  two  per  head  for  double  openings.  ^ 

ail  installed  in  the  field  by  others. 

aH  hardware  shall  be  supplied  by  Precision  Doors  &  Hardware,  Inc. 

u  and  frames  shall  be  marked  with  door  number. 

hardware  colui^  on  the  door  and  frames  schedule  sheets  is  for  manufacturing  purposes 
designated  after  receipt  of  the  approved  hardware  schedule  finished 
py  ^ne  naroware  supplier. 

indicated. on  the  door  and/pr  frame  elevations  sheets  are  Republic 
standard  locatipns  for  the  tna^ority  of  builder's  hardware.  Special  type  hardware  ^ 

*  4  wiH .  flso  be  located  in  accord^ce  with 
^  ®  standard  locations  for  that  specific  hardware  item  and  not  at  locations 
Ey  the  ArcSitect^*^'^^^^  templates  received  unless  it  is  specifically  advised 

conjunction  with  aluminum,  plastic  laminate,  structural 
steel  and/or  wood  products.  It  will  be  the  responsibility  of  the  general 
contractor  to  coordinate  all  hardware  locations.  ^  ^ 

All  doors  have  a  3/4"  undercut,  unless  noted  otherwise  in  the  submittal. 


ABO  =  Aluminum  by  others 
CIBO  =  Channel  Iron  by  others 
CO  =  Cased  Opening 
S  =  Single 
P  =  Double  (Pair) 

NBRC  =  Stain  grade  birch 
NBRC  =  Paint  grade  birch 
PSRO  =  Plain  sliced  red  oak 
PSWO  =  Plain  sliced  white  oak 


DA  =  Double  Acting 
ME416  =  Frame  &  Gauge  Designation 
(Masonry  Frame,  16  Ga.) 
MH416  =  Frame  &  Gauge  Designation 
(Drywall  Frame,  16  Ga.) 
MX416  =  Frame  &  Gauge  Designation 
(Flex-A-Depth,  16  Ga.) 
DM418  =  Door  &  Gauge  Designation 
18  Ga.,  3  ChannelT 
=  Not  in  Contact 
Wood  by  Others 
4  Channel 

Steel  Stiffened,  4  Channel 


§SWA  =  Quarter  sliced  WHITE  ASH  NIC 
SWO  =  Quarter  sliced  white  oak  WBO 
AFMO  =  African  Mohogany  DE 

HOMO  =  Hondurus  Mohogany  DS 
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1  3/4"  Thick  Door 
1  3/8"  Thick  Door 
Transom  Sidelite 
Borrowed  Lite 
Sidelite 
Transom 

Transom  Frame  Without 
Cherry 

Plastic  laminate 
Hardboard 
Particle  core 
Hollow  core 
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X  REVISE  AND  RESUBMIT 
WITHOUT  ACTION 
GC  SUBMITW  #08050-04 

signed _ _ 


PROJ#11073 


DATE  2/15/2012 


e  I  a  I  floors  <N  frames 
w  0  0  C5  doors 
5  i  ri  I  f  •  C' s  s  s  I  e  e  I  d  ' 
s  p  e  c  t  3  M  : 
door  .  d  r  d  .. 

ti  r  V I  f.  •  w  n 
V  *  c  l  r  o  n  I  c  access/. 
a.s!omat‘C  opcri 


SCHEDULE  OF  FINISH  HARDWARE 
FOR 

INTER- AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 
WASHINGTON,  DC 


PDHI#  12-6273 


ARCHITECT/DESIGNER : 


EDD  ARCHITECTS,  INC 
1401  WILSON  BLVD. 
SUITE  1000 
ARLINGTON,  VA  22209 
PHONE  -  703-562-3636 


GENERAL  CONTRACTOR:  HITT  CONTRACTING,  INC.  #1151 

2900  FAIRVIEW  PARK  DRIVE 
FALLS  CHURCH,  VA  22042 
PHONE  -  703-846-9000 
FAX  -  703-846-9110 


SCHEDULE  BY:  PRECISION  DOORS  &  HARDWARE 

6295-80  EDSALL  ROAD 
ALEXANDRIA,  VIRGINIA  22312 
PHONE  -  703-461-8282 
FAX  -  703-461-3431 


PROJECT  MANAGER: 
DATE  SUBMITTED: 


DONALD  SCANLON 
JANUARY  26TH,  2012 


AMERICAN 

PVERSIGHT 


Pracisim  Boats  t  Hardware.  ILC  •  ii!95-ll)  Edsall  Road  •  Alexandria.  Virginia  223l2-2i70 
phone:  703  46I.B282  •  lax:  703.411  3431 
www.pdeor.cam 
OCJS  11 -0402 
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MANUFACTURERS  USED  LIST 
INTER-i^vMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


CODE 

MANUFACTURERS  NAME 

HA 

HAGER  HINGE  USA 

IV 

H.B  IVES  USA 

LC 

LCN  USA 

MC 

MCKINNEY  USA 

SC 

SCHLAGE  USA 

TR 

TRIMCO  USA 

XX 

DUMMY  MANUFACTURER 

AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000519 


FINISHES  USED  LIST 
INTER-AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


FINISH 

FINISH  DESCRIPTION 

US26D 

CHROMIUM  PLATED,  DULL 

US32D 

STAINLESS  STEEL,  DULL 

AL 

ALUMINUM 

32D 

SATIN  STAINLESS  STEEL 

626 

SATIN  CHROMIUM  PLATED 

GREY 

GREY 

AMERICAN 

PVERSIGHT 


PAGE  -  3 


IAF-18-0224-A-000520 


DOOR  INDEX  (PROJECT#  12-6273) 
INTER-AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


DOOR  NO, 

LOCATION 

KEYING  HEADING#  LOCK# 

1205 

CORRIDOR  TO  MAIL 

3 

1207 

CORRIDOR  TO  CONF. 

1  20-001 

ROOM 

1208 

CORRIDOR  TO  CONF. 

1  20-001 

ROOM 

1209 

CORRIDOR  TO  STORAGE 

3 

1215 

CORRIDOR  TO  WORKROOM 

3 

1216 

CORRIDOR  TO  FILE 

3 

1219 

CORRIDOR  TO  COATS 

2 

1220 

CORRIDOR  TO  COPY 

3 

1221 

CORRIDOR  TO  SERVER 

4 

1225 

CORRIDOR  |TO  1  VEST 

3 

1226 

VEST  TO  SHOWER 

4 

1227 

VEST  TO  1  SHOWER 

4 

1231 

OPEN  AREA  TO  HUDDLE  1230 

7 

1241 

CORRIDOR  jTO  t  CLOSET 

3 

1245 

VEST  TO  I  CLOSET 

3 

CORRIDORl 

TO  OPEN  AREA 

6  AL53PD 

CORRIDOR2 

CORRIDOR  |T0 

6  AL53PD 

CORRIDOR 

STAIR 

STAIR  FROM  CORRIDOR 

E 

AMERICAN 

PVERSIGHT 


PAGE  -  4 


X  1  1/8" 
X  1  1/8" 


JUP 

JUP 


IAF-18-0224-A-000521 


INTER -AMERICAN  FOUNDATION 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR 

Heading  #  1 
Group  #  1 

1  SGL  DOOR  1207  CORRIDOR  TO  CONF.  ROOM 
1  SGL  DOOR  1208  CORRIDOR  TO  CONF.  ROOM 

TYPE  F  3/0  7/11  2-1/4"  WDD  BY  OTHERS  &  FRAME  BY  OTHERS 
2  MORTISE  CYLINDER  20-001  X  1  1/8" 


90-LH 

90-LH 


CNI 

Cs! 

LO 

O 

O 

O 


CM 

CM 

O 


626 


SC 


Heading  ^  2 
Group  #  2 

1  PR  DOORS  1219  CORRIDOR  TO  COATS  90-LHR\RHR 

TYPE  C  (2)  3/0  7/11  1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 


8 

HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

2 

DUMMY  TRIM 

AL170  JUP 

626 

SC 

2 

BALL  CATCH 

CL21 

US26D 

IV 

2 

WALL  BUMPER 

WS406CVX 

US32D 

IV 

2 

DOOR  SILENCERS 

1229A 

GREY 

TR 

AMERICAN 

PVERSIGHT 


INTER-AMERICAN  FOUNDATION 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR 


Heading  #  3 
Group  #  3 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 


1205 

1215 
1241 
1245 
1209 

1216 
1220 
1225 


CORRIDOR  TO  MAIL 
CORRIDOR  TO 
CORRIDOR 
CORRIDOR  "FROM' 
CORRIDOR  TO 
CORRIDOR  TO 
CORRIDOR  TO  CO 
CORRIDOR -PROM  VEST 


o 

o 

o 

I 

so-lhI 

90-LH  T 

90-LHR^ 

90-LHR- 

90-RH 

90-RH 

90-RH 

90-RHR 


TYPE  G  3/0  7/11 


1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 


32 

HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

8 

PASSAGE  SET 

ALIOS  JUP 

626 

SC 

8 

WALL  BUMPER 

WS406CVX 

US32D 

IV 

24 

DOOR  SILENCERS 

1229A^ 

GREY 

TR 

Specification  is  not  attached  in  submittal  set. 


Heading  #  4 
Group  #  4 

1  SGL  DOOR 

.  ^VEST. 

1226 

-oonniDon'^0  shower 

90-LH 

1  SGL  DOOR 

1  Qnj.  nnrio 

1221 

1  O  O  *7 

CORRIDOR 

TO.-SFIRVER 

90-RH 

90-RH 

X  ^  ^  / 

xU  oxlUWCiK 

TYPE  G  3/0 

7/11 

1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 

12  HINGES 

TA2314  41/2X4  1/2 

32D 

MC 

3  PRIVACY 

SET 

AL40S  JUP 

626 

SC 

3  WALL  BUMPER 

WS406CVX 

US32D 

IV 

9  DOOR  SILENCERS 

1229A 

GREY 

TR 

AMERICAN 

PVERSIGHT 


INTER-AMERICAN  FOUNDATION 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR  ^ 


Cs! 

LO 

O 

O 

O 

1 

< 

Heading  #  6 

Group  #  6 

1  SGL  DOOR  CORRIDORl 

1  SGL  DOOR  CORRIDOR2 

.  TO  OPEN  AREA  1214 

1 

CM 

CORRIDOR  FROM  CORRIDOR' 

90-LHI§ 

90-RHF^ 

u. 

TYPE  H  3/0  7/11  1-3/4 
* PREFINISHED  TO  MATCH 

"  EUFPC  FLUSH  QSWA  AA  GRADE  WDD  X  KD  HMF 
BASE  BUILDING* 

< 

8  HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

2  LOCKSET 

ALB 3 PD  JUP 

626 

SC 

2  MEDICO 

- e¥LINDDR  IMORTISE  LOCKSET 

XX 

2  CLOSER 

"4041  RBC/gaA  ICONSEALED  CLOSER 

AL 

LC 

** CLOSER  IS  NOT  CONCEALED** 

2  WALL  BUMPER 

WS406CVX 

US32D 

IV 

6  DOOR  SILENCERS 

1229A 

GREY 

TR 

Building  hardware  standard  requires  mortise  lockset  and 
concealed  closer.  Please  submit  accordingly. _ 


Heading  #  7 
Group  #  7 

1  SGL  DOOR  1231  CORRIDOR  TO  OFFICE 


TYPE  J  3/6  7/11  1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 
** SLIDING  POCKET  DOOR** 


1  SLIDING  DOOR  SET 


9885  X  72 


Submit  Specifications  for 
sliding  door 


90-SLIDE 


HA 


Heading  #  E 
Group  #  E 

1  SGL  DOOR  STAIR  STAIR  FROM  CORRIDOR  90-RHR 

TYPE  EX  EXISTING  DOOR  &  FRAME  TO  REMAIN 
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Fwd;  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 

5  messages 


Shayla  Summerhilt  <ssummerhill@iaf.gov> 

To:  Kara  Rogers  <krogers@iaf.gov> 

- Forwarded  message - 

From:  "Donna  Delo"  •«ddelo@bluemoonmep.com> 

Date:  Feb  17,  2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1 331  Penn.  Ave  lAF  Renovation 
To:  "Shayla  Summerhill"  <ssummerhill@iaf.gov> 

Cc: 


Kara  Rogers  <krogers@iaf.gov> 


Sat,  Feb  17.  2018  at  1:39  AM 


Shayla  -  Here  is  our  engineering  fee  invoice  for  the  president's  office  construction  project.  I've  also  attached  our  W9  form 
for  our  firm.  Please  let  me  know  if  you  need  anything  else.  Thanks.  <Donna> 


bluemoon  engineering 

Donna  H.  D«lo.  P.E.,  LEED  AP 
Principal 

703  533  1122  Ext.  101  (office) 

703  930.4962  (cell) 
ddelo@bluemoonmep.coni 


1 331PennAve«IAF*Janlnvolce.pdf 
289K 


Kara  Rogers  <krogers@laf.gov>  Sat,  Feb  17,  2018  at  6:07  AM 

To:  Shayla  Summerhill  <ssummerhllt(giaf.gov> 

This  is  the  architect  and  design  work  we  already  paid  for,  correct? 

On  Feb  1 7. 2018,  at  1 :39  AM,  Shayla  Summerhill  <ssummBrhill@iaf.gov>  wrote: 


- Forwarded  message - 

From:  "Donna  Delo"  <ddelo@bluemoonmep.com> 

Date:  Feb  17. 2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 
To:  "Shayla  Summerhill"  <ssummerhill@iaf.gov> 

Cc: 

Shayla  -  Here  is  our  engineering  fee  invoice  for  the  president's  office  construction  project.  I've  also 
attached  our  W9  form  for  our  firm.  Please  let  me  know  if  you  need  anything  else.  Thanks.  <Donna> 

bluemoon  engineering 

Donna  H.  Delo,  P.E..  LEED  AP 
Principal 

703  533.1122  Ext  101  (office) 

703  980.4962  (call} 
cldelo@bluemoonmep.com 

<1331  PennAve-IAF-Janlnvoice.pdf> 


Shayla  Summerhill  <ssummerhill(giaf.gov> 
To:  Kara  Rogere  <krogers@iaf.gov> 


li^.lg«[teMr>l?QJ(5l0^tO:10  AM 


No,  this  the  mechanical  engineer  that  did  some  work.  We  have  been  v/aiting  on  this  invoice  and  they  are  just  now  sending 
it  to  be  paid. 


On  Feb  17.  2018  1:07  PM,  "Kara  Rogers"  <krogers@iaf.gov>  wrote; 

This  is  the  architect  and  design  work  we  already  paid  for,  correct? 

On  Feb  17,  2018,  at  1:39  AM,  Shayla  Summerhill  <ssummertiill@iaf.gov>  wrote: 


- Forwarded  message - 

From:  "Donna  Delo"  <ddelo@bluemoonmep.com> 

Date:  Feb  17.  2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 
To:  "Shayla  Summerhill"  <ssummertiill@iaf.gov> 

Cc: 

Shayla  -  Here  is  our  engineering  fee  invoice  for  the  president’s  office  construction  project.  I've  also 
attached  our  W9  form  for  our  firm.  Please  let  me  know  if  you  need  anything  else.  Thanks.  <Donna> 

bluemoon  engineering 

Dwwa  H.  De»o,  RE.,  LEEO  AP 
Prindpal 

703.533  1122  Ext.  101  (office) 

703  980  4962  (ceR) 
ddelo@bluemoonmep.com 

<1331PennAve-IAF-Janlnvoice.pdf> 


Kara  Rogers  <krogers@iaf.gov>  Sal,  Feb  17, 2018  at  12:21  PM 

To:  Shayla  Summerhill  <ssumm8rhill@iaf.gov> 

Please  send  me  an  email  saying  you  approve  the  charges  and  I'll  use  my  purchase  card  next  week  to  finalize  payment. 
Thanks! 

On  Feb  17,  2018,  at  10:10  AM,  Shayla  Summerhill  <ssummerhill(glaf.gov>  wrote: 

No,  this  the  mechanical  engineer  that  did  some  work.  We  have  been  wailing  on  this  invoice  and  they  are 
just  now  sending  it  to  be  paid. 

On  Feb  17,  2018  1:07  PM.  “Kara  Rogers"  <krogers@iaf.gov>  wrote: 

'  This  is  the  architect  and  design  work  we  already  paid  for,  correct? 


On  Feb  17.  2018,  at  1:39  AM.  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

- Forwarded  message - 

From:  "Donna  Delo"  <dd8lo@bluemoonmep.com> 

Date:Feb  17,  2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 
To:  "Shayla  Summerhill"  <ssummerhill(@iaf.gov> 

Cc: 

Shayla  -  Here  is  our  engineering  fee  invoice  for  the  president's  office  construction  project. 
I've  also  attached  our  W9  form  for  our  firm.  Please  let  me  know  if  you  need  anything  else. 
Thanks.  <Donna> 

bluemoon  engineering 

Donna  H.  Dab.  P.E.,  LEED  AP 
Principal 


703.533.1122  Ext.  101  (oflico) 


IAF-18-0224-A-000528 


AMERICAN  703.980.4962 (cell) 


<1331PennAve-IAF-Janlnvoice.pdf> 


Shayla  SummerhIII  <ssummerhill@iaf.gov>  Mon,  Feb  19,  20  )6  &  2  03  AS4 

To!  Kara  Rogers  <krogers@iaf.gov> 

The  work  by  the  mechanical  engineer  was  completed  and  I  approve  payment  of  this  invoice. 

Shayla 

On  Feb  17,  2018  7:21  PM,  "Kara  Rogers"  <krogers@iaf.gov>  wrote: 

Please  send  me  an  email  saying  you  approve  the  charges  and  I'll  use  my  purchase  card  next  week  to  finalize  payment. 
Thanks! 

j  On  Feb  17,  2018,  at  10:10  AM.  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote; 


No,  this  the  mechanical  engineer  that  did  some  work.  We  have  been  waiting  on  this  invoice  and  they  are 
Just  now  sending  it  to  be  paid. 

On  Feb  17,  2018  1:07  PM,  "Kara  Rogers"  <krogers@iaf.gov>  wrote: 

This  is  the  architect  and  design  work  we  already  paid  for,  correct? 

!  On  Feb  17,  2018,  at  1 :39  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


- Forwarded  message - 

From:  "Donna  Delo"  <ddelo@bluemoonmep.com> 

Date:  Feb  17,  2018  4:31  AM 

Subject:  BlueMoon  Invoice  - 1331  Penn.  Ave  lAF  Renovation 
To:  "Shayla  Summerhill"  <ssummerhill@iaf.gov> 

Cc: 

Shayla  -  Here  is  our  engineering  fee  Invoice  for  the  president's  office  construction 
project  I've  also  attached  our  W9  form  for  our  firm.  Please  let  me  know  if  you  need 
an^hing  else.  Thanks.  <Donna> 

bluemoon  engineering 

Donna  H.  Oelo,  P.E.,  LEED  AP 
Principal 

703  533  1122  Ext.  101  (oKice) 

703  980  4962  (ced) 
ddelo@blueniooninep.com 

<1 331  PennAve-IAF-Janlnvoice.pdf> 
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bluemoon  engineering 

2415  N.  Underwood  Street 
Arlington,  VA  22205-1951 
Phone:  (703)  533-1122 


Client:  Inter-American  Foundation 
1331  Pennsylvania  Ave.,  NW 
Suite  1200  North 
Washington,  DC  20004 
Attn:  Ms.  Shayla  Summerhiil 


Project  Name:  1331  Pennsylvania  Ave.  -  lAF  Renovation 
BlueMoon  Project  Number:  2017079.00 
BiueMoon  Invoice  Number:  1712001 


February  16,  2018 


Project  Description  Fee 

1331  Pennsyivania  Ave  -  lAF  Renovation 

Engineering  Construction  Documents  $2,250.00 

Reimbursables  $275.00 

Total  Due  This  Invoice:  $2,525.00 
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Kara  Rogers  <krogers@iaf.gov> 


You  sent  a  payment 

1  message 


serv]ce@paypal,coin  <service@paypal.com>  Tue,  Feb  20, 2018  at  10:27  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 


Hello,  Inter-American  Foundation 


YOUR  NOTE  TO  Donna  Delo 


ii  Invoice  #1712001 

Transaction  Details 


Transaction  ID;  2RY747880T8437726 


February  20,  2018 


Money  sent 


$2,525.00  USD 
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Fee 


$73.53  USD 


PAID  WITH 

MASTER_CARD  31 59  $2,598.53  USD 


You  paid  $2,598.53  USD 
Donna  Delo  will  receive  $2,525.00  USD 


Please  note  it  may  take  a  little  while  for  this  payment  to  appear  In  the  Activity 
section  of  your  account. 


Get  the  Details 


Help  &  Contact  |  Security  |  Apps 

o  ©  o  ® 


PayPal  is  committed  to  preventing  fraudulent  emails.  Emails  from  PayPai  will  always  contain 
your  full  name.  Learn  to  identify  phishing 


AMERI'^Al  Please  don't  reply  to  this  email.  To  get  in  touch  with  us.  click  Help  &  Contact.  I AF-18-0224-A-000534 
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1/30/2018 


Inter-American  Foundation  Mail  -  Fwd:  National  Business  Furniture  Quote  #  QM432260 


Kara  Rogers  <krogers@iaf.gov> 


Fwd:  National  Business  Furniture  Quote  #  QM432280 

Karen  Vargas  <kvargas@laf.gov>  Mon,  Jan  29,  2018  at  1 :32  PM 

To:  Kara  Rogers  <krogers@iaf.gov>,  Paloma  Adams-Alien  <padamsallen@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 

Hi  Kara, 

I  understand  that  in  Shayla's  absence  you  can  help  advance  the  re-do  for  the  executive  office  space.  I'm  forwarding  a 
quote  on  the  table  we  are  interested  in  purchasing. 

I  note  that  the  address  listed  is  incorrect  and  that  the  name  should  probably  be  changed  to  a  purchasing  officer. 

Let  me  know  if  I  can  be  helpful  in  any  way. 

Best, 

Karen 


- Poiwardad  message - 

From:  TONiB@nfef.com  <TONIB@nbf.com> 

Date:  P^lon,  Jan  29,  2018  at  10:45  AM 

Subject;  National  Business  Furniture  Quote  U  QM432260 

To:  KVARGAS@iaf.gov 


I  have  included  the  quote  we  discussed.  I  am  here  to  help  with  every  phase  of  your  selection  process. 

I  want  to  address  any  needs,  constraints  or  concerns  and  can  be  reached  at  (800)  558-1010  ext.  x3588. 
Thank  you  for  giving  me  the  opportunity  to  be  your#1  furniture  source. 

Why  buy  from  National  Business  Furniture,  LLC? 

1 .  AiTiazing  selection  -  Over  44,000  items! 

2.  Fr^ie  Lifetime  Guarantee 

3.  Fast  shipping  -  Most  items  are  in-stock  and  arrive  in  1-2  weeks. 

Select  Items  ship  same  day.  Call  for  details! 

4.  If  you  receive  a  better  quote  on  identical  or  similar  Items,  call  usi 


Thank  you. 

Cam  Kulick 

National  Business  Furniture 
770  South  70th  Street 
Milwaukee,  Wl  53214 

Phone:  (800)  558-1010  x35B8 

Fax:  (800)  329-9349 

Email:  CAMK@nbf  com 

Toll  Free  Sale^:  (800)  558-1010 

Toll  Free  Custo/oof  Service:  (800)  626-6060 

http://www.nationalbusinessfumiture.com 


This  e-mail  and  any  files  transmitted  with  it  are  confidential  and  Intended  solely  for  the  use  of  the  individual  or  company  to 
whom  they  are  addressed.  If  you  have  received  this  e-mail  in  error,  please  notify  the  sender  immediately  and  delete  this 
e-mail  including  all  attachments  from  your  system.  Thank  you. 
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Inter-American  Foundation  Mail  •  Fwd;  National  Business  Furniture  Quote  #  QM432280 


Karen  Vargas 
Executive  Assistant 
Inter-American  Foundation 

202.524  8869  wwwiaf.gov 
Helping  commimitles  thrive 


ISI 


^  QM432280.pdf 
^  73K 


A-FRICAN 
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NATIONAL  BUSINESS 

FURNITURE 


Quote  #QM432280 


(Vl) 


Ship-To  Address  kvargas@iaf.gov 


National  Business  Furniture,  LLC 

770  South  70th  Street  Milwaukee,  Wl  53214 
Phone  (800)  558-1010  x35B8  Fax  (800)  329-9349 


Bill-To  Address  kvaroas&iiaf.aov 


KAREN  VARGAS 
BUYER 

INTERAMERICAN  FOUNDATION 
1331  PENNSYLVANIAAVENW  STE1700 
WASHINGTON.  DC  20004 
(202)  524-8869 


Source:  99 
Cat:  46 

Cust#:  BS5510 


Item  U 


LESCUST 


Qty 


Description 


Options 


V1YSTIC  CONF  TABLE  96"  X  42"  (Orig  Item#  NATURAL 
41649) 


Lead 

Time 


2-4  Wks 


Catalog 

Price 


Total 

Merch 


$1,208.29  $1,208.29 


1  UFETIME  GUARANTEE 


FREE 


Important  information: 

YOUR  ORDER  IS  MADE-TO-ORDER  AND  NON-RETURNABLE. 

DELIVERY  LEVEL  -  TAILGATE  DELIVERY,  YOU  WILL  NEED  PERSONNEL  OR  EQUIPMENT  TO  LOWER 
THE  ITEMS  FROM  THE  TRUCK  AND  BRING  THEM  INSIDE.  PLEASE  CONTACT  US  IF  INSIDE  DELIVERY 
IS  REQUIRED 

This  quote  Is  for  Open  Market  items.  If  you  require  GSA  approved  alternatives,  please  contact 
me  to  discuss. 

FOB  destination  pricing  is  quoted,  the  delivery  cost  is  included  in  the  cost  of  each  item 

> 

71  Price  reflects  quoted  discount,  valid  for  90  days  from  1/29/2018. 
g  ••  Cage  Code:  6P292  *  DUNS:  07-616-4771  *  TaxlD:  20-3851320  ** 
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Customer  PO#; 


Quoted  By:  CAMKULICK  Ext:  3588  On:  01/29/18 


Page  1 


Merchartdise 


Shipping  &  Handling 


Subtotal 


Total  Tax 


Order  Total 


$1,208.29 


0.00 


1,208,29 


0.00 


$1,208.29 


Quotations  &  Drawings  property  of  National  Business  Furniture  -  MIL  per  FAR3.104-3.  Copyright  2016. 
The  provided  Hems  consisi  of  $1 ,019.00  in  Merchandise  and  $189.29  in  Freight  and  Insurance. 


AMERICAN 

PVERSIGHT 
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Kara  Rogers  <krogers@iaf.gov> 


Fwd:  Shipping  information  on  your  order  ZJ994607 

Karen  Vargas  <kvargas@iaf.gov>  Mon,  Feb  12,  2018  at  9:27  AM 

To:  Kara  Rogers  <krogers@iaf.gov>.  Lesley  Duncan  <lduncan@iaf.gov> 

FYI 

- Forwarded  message - 

From:  Milservice@NationalBusinessFurniture.coni  <Milsetvice@nationalbusinessfumiture.com> 

Date:  Fri,  Feb  9, 2018  at  3:10  PM 

Subject:  Shipping  information  on  your  order  ZJ994607 


NATIONAL  BUSINESS  We  are  here  to  help! 

FURNITURE  call  us:  800-558-1010 


To:  KVARGAS@iaf.gov 


Dear  Karen  Vargas. 

Thank  you  for  ordering  from  National  Business  Furniture,  LLCI  This  is  your  order  acknowledgement 
along  with  delivery  information.  Please  review  the  information  below  for  accuracy.  If  you  have  any 
questions,  give  us  a  call  at  (800)  626-6060.  Once  your  order  ships,  we  will  send  another  email  with 
tracking  information.  You  can  view  your  order  hare. 

Thank  you  for  choosing  National  Business  Furniture,  LLCI 


Here  are  the  details  for  your  order  #ZJ994607: 

Billing  Address  Shipping  Address 

Karen  Vargas  Karen  Vargas 

Buyer  Buyer 

Interamerican  Foundation  Interamerican  Foundation 

1331  Pennsylvania  Ave  Nw  Ste  1200  1331  Pennsylvania  Ave  Nw  Ste  1200 

Washington,  DC,  20004  Washington,  DC,  20004 

Phone:  (202)  524-8869  Phone:  (202)  524-8869 


Item  Number 

LESCUST 


Item  Description  Special  Note 
MYSTIC  CONF  TABLE  96"  X 
42"  NATURAL 


Qty  Each 
$1,019.00 


Total 

$1,019.00 


AMERIC  . 

PVEF  .9 


The  item(s)  listed  above  are  shipping  via  Room-of-Choice  Inside  Delivery  and  should  arrive 
between  3/2/2018  &  3/16/2018.  See  detailed  Shipping  Methods  information  tf^|oiA(e.0224-A-000541 
Inside  Dellveryl 

YOUR  ORDER  IS  MADE-TO-ORDER  /V'JD  NON-RETURNABLE. 


Merchandise 

$1,019.00 

Discount 

$0.00 

Delivery 

$203.63 

Additional  Delivery  Services  $0.00 

Subtotal 

$1,222.63 

Sales  Tax 

$0.00 

Total 

$1,222.63 

Payments 

$1,222.63 

Balance  Due  $0.00 

•  This  quote  Is  for  Open  Market  items.  If  you  require  GSA  approved  alternatives,  please 
contact  me  to  discuss. 

Important  Information  regarding  your  shipment(s): 

•  Examine  all  cartons  closely  upon  delivery. 

•  Note  any  damage  to  the  cartons  prior  to  signing. 

•  Call  us  immediately  at  (800)  626-6060  to  report  any  damage  to  your  order. 

•  Concealed  damage  must  be  reported  within  10  days. 

Delivery  Methods: 

Furniture  shipments  are  often  quite  large  and  heavy,  so  it  is  important  to  understand  how  your  items  will 
arrive.  The  order  acknowledgement  above  indicates  which  shippirig  method(s)  your  products  will  arrive 
by.  Please  read  the  detailed  shipping  information  below  to  prepare  for  the  arrivi  of  your  furniture. 

•  FedEx/UPS: 

Items  shipping  via  FedExAJPS  will  be  brought  inside  your  business,  or  in  the  case  of  residential 
deliveries,  to  your  front  door. 

•  Truck  (Tailgate): 

Larger  and  heavier  items  will  be  shipped  by  a  freight  carrier  using  a  large  semi-trailer  truck.  The 
driver  will  puli  up  to  the  curb  or  loading  dock  and  bring  the  items  to  the  back  of  the  truck.  You  will 
be  responsible  for  taking  the  items  off  the  truck  and  into  your  building.  The  items  will  not  be 
lowered  to  the  ground  by  the  driver  unless  lift-gate  service  is  requested  in  advance. 

If  lift-gate  service  was  added,  the  driver  will  lower  the  items  to  the  ground,  but  you  are  still 
responsible  for  bringing  the  items  inside. 

•  Inside  Delivery: 

Front-Door  Inside  Delivery:  The  driver  will  remove  the  items  from  the  truck  and  bring  them  to  the 
closest  covered  area. 

Room-of-Choice  Inside  Delivery:  The  driver  will  remove  the  items  from  the  truck  and  bring  them 
into  your  room  of  choice.  Please  note  your  items  will  first  ship  to  a  local  delivery  provider.  Once 
these  items  are  received  by  the  local  delivery  provider,  they  will  call  you  to  schedule  your  delivery 
date. 

For  any  questions  about  your  order  or  delivery,  call  us  at  (800)  626-6060. 

National  Business  Furniture,  LLC 
770  South  70lh  Street 


Milwaukee,  Wl  53214 
Web  code:  433422 
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This  e-m^il  and  any  flies  Iransmilted  with  It  are  confidential  and  intended  solely  for  the  use  of  the  individual  or  company  to  whom  they  are  addressed,  if  you 
have  received  this  e-mail  in  error,  please  notify  the  sender  Immediately  and  delete  Ihis  e-mail  Including  all  attachments  from  your  system.  Thank  you. 


Karen  Vargas 

Executive  Assistant 
Inter-American  Foundation 

202.524.8869  www.iaf.gov 
Helping  communilles  thrive 
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Date 


National  Business  Furniture,  LLC 


I  NATIONAL  BUSINESS 

FURNITURE 


770  South  70th  Stmt 
MMwaukea.WI  63214 

Service;  800.626.6060 

Fax;  800.329.9349  WWW.NBF.COm 

Email:  milservice@nbf.com 


INVOICE 


03/09/18 


Federal  ID;  20-3851320 


Your  PO  No. 


ZJ994607-LES 


Sold  To: 


KAREN  VARGAS 
BUYER 

INTERAMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  NW  STE  1200 

WASHINGTON  DC  20004 


Please  return  the  top  portion  with  your  remittance. 


Shipped  To^ _ 

KAREN  VARGAS 
BUYER 

INTERAMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  NW  STE  1200 

WASHINGTON  DC  20004 


Item  No.  I  Description 


I  Qty.  I  Each  |  Total 


.ESCUST 


MYSTIC  CONF  TABLE  96"  X  42" 
NATURAL 

LIFETIME  GUARANTEE 


$1,019.00 


Total  Merchandise 
Shipping  and  Handling 
Subtotal 
Total  Tax 
Payments 
Balance  Due 


$1,U19.UU 


FREE 

$1,019.00 

$203.63 


$1,222.63 
$0.00 
$(■1,222  631 


$0.00 


......  ,^0  PAYMENT  IS  DUE 

THIS  ZERO  BALANCE  INVOICE  IS  FOR  YOUR  ACCOUNTING  RECORDS  ONLY. 

Jst  Price:  $1,674.00,  Your  Cost:  $1,019.00,  Your  Savings!  $655.00  or  39% 

Track  your  order  at  http7/www.nationalbusinessfurniture.com/ordeTtracklogin.asp 

/OUR  ORDER  IS  MADE-TO-ORDER  AND  NON-RETURNABLE. 

This  quote  Is  for  Open  Market  Items.  If  you  require  GSA  approved  alternatives,  please  contact 
me  to  discuss. 

f  your  deposit  was  made  with  a  credit  card  and  the  balance  is  not  paid  within  60  days,  your  credit  card  will  be  charged 
automatically  for  the  balance 

Please  note  our  new  remittance  address  below.  Please  make  sure  your  records  are  updated 
n  all  your  accounts  payable  systems.*** 

National  Business  FurnHure 
770  South  70th  Street 
Milwaukee,  Wl  53214 


Thank  you  for  your  order!  Terms  are  Net  30  Days.  Payment  made  after  30  days  Is  subjKt  ® 
charge  JvA%  permonth  (18%  per  annum).  NO  RETURNS  ACCEPTED  WITHOUT  OUR  WRITTEN  CONSENT 
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Inter-American  Foundation 


PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistanee  Aet  of  1969,  the  Inter- 
American  Foundation  is  an  independent  agency  of  the  United  States  government  that  channels 
development  assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the 
Caribbean.  Since  beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded 
nearly  5,000  grants,  valued  at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise 
development,  education  and  training,  environmental  conservation,  culture,  housing,  and  health 
care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW, 
Suite  1200,  Washington,  DC  20004.  In  201 1,  lAF  contracted  with  RG  Glass  to  create  multiple 
conference  room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  14” 
clear  Carvart  tempered  glass  and  stainless  steel  cased  hardware.  The  requested  installation  of  a 
new  glass  wall  and  sliding  glass  door  shah  be  made  with  similar  materials  to  match  the 
conference  room  space. 

A  contract  was  awarded  in  October  2017  to  Capital  Construction  for  this  PWS.  The  Contractor 
was  able  to  complete  the  initial  work  to  prepare  for  the  glass  wall  installation.  The  Contractor 
also  purchased  the  glass  and  other  materials  required  to  complete  this  scope.  This  PWS  will  then 
complete  the  work  requested  from  the  initial  contract  including  the  remaining  dollar  amount  on 
the  previous  contract. 

2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding 
door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure 
privacy  and  should  be  open  to  allow  for  maximum  (natural)  light  into  the  conference  space  as 
much  as  possible. 

3.0  DELIVERABLES 

The  contractor  shall  provide  quantity  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Performance  Work  Statement  (PWS).  It  is  expected  that  the  Contractor  shall  partner  closely  with 
Inter-American  Foundation  (lAF)  COR. 

The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  price  and 
performance  period.  Protect  all  of  existing  structure  and  tenant  owned  personal  property  during 
removal,  taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor  shall 
meet  all  Certificate  of  Insurance  requirements  required  by  tenant  building  management  to  ensure 
access  to  property  to  complete  the  work.  All  finished  work  shall  be  installed  with  care,  ensuring 
smooth  surfaces  with  no  gaps.  Specifications  on  standards  of  Certificate  of  Insurance  can  be 
found  in  Attachment  A  -  COI  Sample. 
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The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor 
shall,  without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its 
construction  and  other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

DELIVERABLE  1:  GLASS  WALL  INSTALLATION 

Installation  will  include  clear  tempered  glass  doors  which  should  be  similar  to  existing 
conference  room  glass  wall  and  sliding  glass  door.  Paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in 
doors  may  need  to  be  changed.  This  requirement  shall  include  site  visits  to  allow  the  contractors 
to  examine  the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 

DELIVERABLE  2:  GLASS  ETCHING 

Contractor  will  be  responsible  for  or  identifying  company  for  glass  etching  stencil  of  agency 
logo  for  two  locations-  CEO  and  conference  space  glass  wall  and  glass  door. 

DELIVERABLE  3:  SLIDING  DOOR  REPAIR 

Contractor  shall  assist  in  the  repair  of  the  sliding  door  that  enters  into  the  conference  room  from 
the  President’s  office. 

DELIVERABLE  4:  TRAINING  AND  OPERATIONS  OVERVIEW 

The  Contractor  shall  provide  Owner/Maintenance  personnel  with  basic  training  on 
door/hardware  maintenance  and  operations  along  with  all  O&M  manuals,  warranty  information, 
and  manufacturer  literature.  The  Contractor  shall  also  provide  lAF  with  operational  information, 
door  dimensions,  and  proposed  hardware  for  all  doors  and  frames. 

4.0  PERIOD  OF  PERFORMANCE/DELIVERY  REQUIRED 

The  Contractor  shall  work  with  lAF  to  complete  this  work  as  negotiated  with  the  period  of 
performance.  The  delivery  schedule  is  follows; 


Assessment 

Performance 

Standard 

Monitoring  Method 

Incentive 

Deliverable  1; 
Installation  of  a  new 
glass  wall  and  sliding 
glass  door 

100%  installation 
completed 

COR  acceptance 

Positive/Negative 
Performance  Review 

Deliverable  2:  Glass 
etching  stencil  of 
agency  logo  for  two 

100%  complete  in 
both  locations  of 
office 

COR  acceptance 

Positive/Negative 
Performance  Review 

IAF-18-0224-A-000548 
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locations  (CEO  and 
conference  space 
glass  wall  and  glass 
door). 

Deliverable  3:  Fix 
Sliding  Door 

100%  working  door 
completed 

COR  acceptance 

Positive/Negative 
Performance  Review 

Deliverable  4;  Basic 
training  on 
door/hardware 
maintenance  and 
operations 

Training  held  within 
the  period  of 
performance 

COR  acceptance 

Positive/Negative 
Performance  Review 

5.0  CONTRACT  TYPE 

Firm-Fixed  Price. 

6.0  HOURS  OF  OPERATION 

The  Contractor  is  responsible  for  conducting  business  between  the  hours  of  7am-5pm,  Mondays 
through  Fridays,  except  Federal  holidays  or  when  the  Government  facility  is  closed  due  to  local 
or  national  emergencies,  administrative  closings,  or  similar  Government  directed  facility 
closings.  Normal  working  hours  will  be  7am-5pm. 

7.0  PLACE  OF  PERFORMANCE 

All  work  shall  be  performed  at  1331  Pennsylvania  Ave  NW,  Suite  1200  North,  Washington  DC 
20004. 

8.0  PHYSICAL  SECUIRITY  REQUIREMENTS 

The  Contractor  shall  be  responsible  for  safeguarding  all  Government  equipment,  information, 
and  property  provided  for  Contractor  use.  The  COR  will  notify  building  management  and 
security  of  Contractor’s  arrival  and  nature  of  work  to  be  completed. 
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Our  job  is  to  make  your  Job  easier. 
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Quote 

Quote 

Date 

Customer  Order 

Customer 

Account 

Representative 

Project 

210439 

9/6/2017 

021207 

LAUREN  WEINTRAUB/GSA 

Quote  To 

SHEYLASUMMERHILL 
INTER-AMERICAN  FOUNDATION 
901  N.  STUART  STREET 
10TH  FLOOR 
Arlington,  VA  22203 


Ship  To 

SHEYLASUMMERHILL 
INTER-AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE 
SUITE  1200  NORTH 
Washington,  DC  20004 


Phone  1.202.688.3050 
Fax  1.703.306.4365 

Terms  NET  10  DAYS 


Phone  1.202.688.3050 
Fax  1.703.306.4365 

Sales  Location  ARBEE  GAITHERSBURG 


Extended 

Line 

Quantity 

Cataiog  Number  /  Description 

Unit  Price 

Amount 

**************  g  U  QUQ"P^******************* 

DAVIS  PRICNG:  GSA  CONTRACT  GS-27F-016DA 
QUOTE  NUMBER  37473 


1 


LQ-2000-PA 


DAVISFURN 


514.00 


4,1 


12.00 


CHAIR,  FULLY  UPHOLSTERED,  CASTER  BASE, 
8.00POLISHED  ALUMINUM,  UNO 
LQ-2000-PA-  CHAIR,  FULLY  UPHOLSTERED, 
CASTER  BASE,  POLISHED 
ALUMINUM,  LINQ[GRD  G] 

FABRIC  TBD  -  UPHOLSTERY  COVER 
TO-BE-DETERMINED  [ALL  SAME 
MATERIAL]  [GRD  G] 

C-POLISHED  ALUMINUM  -  POLISHED  ALUMINUM 
1.00 

LQ-BLFR  -  BACK  &  SEAT  FRAME,  BLACK,  LINO 
1.00 

LQUB-CHARCOAL  -  BLACK  RUNNER  FOR 
UPHOLSTERED  BACK,  UNO  1.00 
LQ-BLAR  -  ARM  CAP,  BLACK,  LINO  1 .00 
LQ-BLCA  -  CASTER,  BLACK,  LINO  1.00 
NOTE:ALL  FABRICS/LEATHERS  MUST  BE 
APPROVED  FOR  USE  PRIOR  TO  PLACING  YOUR 
ORDER. 


NOTE: 


Arm  Cap  must  be  specified  as  either  LQ-BLAR 


SUBJECT  TO  TERMS  AND  CONDITIONS  ENCLOSED. 

ACCEPTED  BY _ 


IAF-18-0224-A-000550 

TITLE _  DATE _ 
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Quote 

Quote 

Date 

Customer  Order 

Customer 

Account 

Representative 

Project 

210439 

9/6/2017 

021207 

LAUREN  WEINTRAUB/GSA 

Line 


Quantity 


_ Catalog  Number  /  Description 

Black  (Quoted)  or  LQ-MGAR  Mid  Grey. 

Plastic  Back  &  Seat  Frame  must  be  specified  as 
LQ-BLFR  Black  (Quoted),  LQ-LGFR  Light  Grey,  or 
LQ-MGFR  Mid  Grey. 

Casters  must  be  specified  as  LQ-BLCA  Black 
(Quoted),  LQ-MGCA  Mid  Grey,  or  LQ-SOBCA  Black 
Soft  Caster  or  LQOSOGCA  Mid 
Grey  Soft  Caster. 


Unit  Price 


Extended 

Amount 


FOR  FULLY  UPHOLSTERED  -  Exterior  of  back  has 


exposed  black  mesh. 
QuotForm:001: 


2 


TU-4135-OA-CH  DAVISFURN 

MEETING  TABLE,  SQUARE,  74-1/2"  WIDTH  X 
74-1/2"  DEPTH  X  28-3/4"  HEIGHT,  OAK, 
CHROME,  TUNE 

TU-4135-OA-CH  -  MEETING  TABLE,  SQUARE, 
74-1/2"  WIDTH  X  74-1/2" 

DEPTH  X  28-3/4"  HEIGHT,  OAK,  CHROME,  TUNE 
OA301  -  NATURAL  OAK  FINISH  1.00 
C-CHROME  -  CHROME  FINISH  1.00 
NOTE:  Oak  finish  must  be  specified  as  either 
OA-301  Natural  (QUOTED),  OA-302  Medium, 
OA-303  Grey  or  OA-304  Brown. 

NOTE:  Tune  is  also  available  in  Walnut  for  the 
same  price.  Walnut  finish  must  be  specified  as 
either400  Light  Walnut,  WW-401  Natural 
or  WW  -402  Medium 


6,001.00 


6,001.00 


3 

4 


This  quotation  is  based  on 

GSA  Contract  Nos.  GS-27F-016DA 

Period:  March  10th,  2016  thru  March  9th,  2021 

1  SHIPPING  &  HANDLING  DAVISFURN 
Davis  shipping  and  handling 

1  CALL  B4  DAVISFURN 

DAVIS  CALL  B4  FEE 


573.18 

25.00 


573.18 

25.00 


5 


LABOR  ARBEEWAR 

LABOR  TO  DELIVER  AND  INSTALL  DUEING 
NORMAL  BUSINESS  HOURS 


740.00 


740.00 
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9/6/2017 

021207 

LAUREN  WEINTRAUB/GSA 

Extended 

Line 

Quantity 

Catalog  Number  /  Description 

Unit  Price 

Amount 

QUOTATION  TOTALS 


Sub  Total  11,451.18 

VIRGINIA  NON  TAXABLE _ 0.00 

Grand  Total  11,451.18 


End  of  Quotation 
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Arbee  Associates:  Teriis  pmd  CoxofTtows  of  Sale 

Prices : 

Prices  quoted  are  compuled  from  current  factory  Price  Lists  and  are  subtect  to  change. 

Prices  quoted  may  not  include  sales,  use  or  excise  taxes  imposed  by  a  governmental  body.  Required  taxes  wM  be  added  to  the  mvoioe  at  time  of  bAng.  Buyers 
who  are  exempt  from  taxes  shal  provide  Arbee  Associates  with  copies  of  exemption  cerlificaies  upon  acceptance  of  this  proposal  Buyer  is  responsible  for  self- 
assessment  of  any  and  ai  appicable  taxes  due  to  jurisckcbons  out  of  Arbee  Associates'  r>exus. 

Char>ges  andk>r  cancellabons; 

Our  acceptance  of  an  order  is  final  and  binding  and  any  subsequent  changes  in  quantity  or  spedficabons  are  subject  lo  approval  by  Arbee  Assoaates.  Any 
charges  ncurred  as  a  result  of  changes  made  by  t>e  buyer  shal  be  borne  by  the  buyer  AI  requests  for  changes  of  speaficatons  shall  be  delivered  lo  Arbee 
Associates  in  writing  Orders  for  items  from  a  rapid  ship  or  from  a  slocking  program  carvot  be  changed  or  canoeied. 

Delivery  end  Inetelletion. 

In  the  event  that  delivefy  arxj/or  installation  is  required  as  a  part  of  the  proposal,  the  following  provisions  shal  apply. 

1 .  Condition  of  Job  Site  -  The  job  site  shall  be  clean,  clear  and  free  of  d^>ris  prior  to  instalalion.  If  |ob  site  is  rK>t  available  on  the  mutually  agreed  upon 
customer  required  date.  Arbee  Associates  vvil  store  product  of  less  than  one  trailer  <16.000  lbs  )  without  charge  for  30  days.  Thereafter,  normal 
storage  charges  wd  be  assessed  and  paid  by  buyer.  In  addibon.  charges  wd  be  assessed  to  the  buyer  for  additional  handling  on  redirecbng  of  product 
at  a  standard  hourly  rate  All  orders  in  excess  of  one  trailer  must  be  accepted  on  tfie  original  required  date  Any  resultant  storage  charges  wil  be 
incurred  by  the  buyer 

2.  Job  Site  Services  -  Electric  current  heal  adequate  fi^tirtg,  hoisting  and/or  elevator  service  wd  be  furnished  without  charge  to  Arbee  Associates 
Further,  during  scheduled  delrveries.  Arbee  Associates  wd  be  granted  dedicated  access  to  the  hoislmg  and/or  elevator  service  Adequate  facdtes 
for  off-4oadir>g.  staging,  movrig  and  handling  of  merchandise  shall  be  provided  without  charge  to  Arbee  Associates.  Adequate  facilities  implies  a 
loading  dock  or  loacfing  zone  that  is  not  obstructed  by  traffic,  parking  restrictions,  dumpsters,  trades,  other  delrveries.  etc.  and  th^  can  acoommodate 
delrveries  by  tractors  hauling  S3'  trailers 

3.  Delivery  During  Normal  Businees  Hours  -  Oefivery  and  installaticn  will  be  made  during  working  hours.  Additional  Labor  costs  resulting  from 

ovenime  work  performed  at  buyer's  request  or  resulting  from  labor  or  burfding  conditions/restrictions  will  be  passed  on  lo  the  buyer 

4.  Erection  and  Assembly  -  Arbee  Associates'  ability  to  erect  or  assemble  furniture  shipped  knocked-down  or  to  permar^entty  attach,  affix  or  bolt  in 
place  movable  fumitire  is  often  depervlent  on  jurtsdictional  agreements  between  trade  unions  at  fi>e  job  site.  If  trade  jurisckcbons  enforced  at  the  time 
of  installaition  require  on-site  tradesnnen  to  complete  the  installabon.  the  additional  cost  wil  be  borne  by  the  buyer.  Deliveiy  of  laxisual  it&ns  requirir>g 
special  handling  such  as  insulated  files,  safes,  conference  tables,  counter  tops,  etc.,  sh^l  be  charged  to  buyer  at  applicable  commercial  rates  for  such 
handlir>g 

5.  Prolsction  of  Dslivsred  Goods  -  When  furnishings  are  delivered  and  brought  onto  the  fob  site  as  scheduled,  they  shall  be  inspected  and  accepted 
by  the  buyer  at  lime  of  delivery  The  responsibility  for  the  security  and  safeguarding  of  delivered  fumishmgs  shaN  pass  lo  the  buyer  upon  delivery. 

6.  Constructicn  Dslays  >  In  the  event  consiruction  delays  or  other  causes  rK>t  within  Arbee  Assocaaites  control  force  postponement  of  the  instaftabon. 
Arbee  Assooaies  will  store  the  fumishmgs  unbi  installation  can  be  resumed  Buyer  shal  be  responsible  for  transfer  and  storage  charges  mcurred. 

The  stored  fumishmgs  will  immediately  be  invoiced  imder  normal  payments  terms.  Arbee  Associates  shal  have  reasonable  time  to  deliver  and  install 
product  vihen  site  is  available  after  causes  of  delay  have  been  eliminated. 

In  the  event  that  the  delivery  and  installation  activity  occurs  while  construction  is  ongomg.  Arbee  Associates  reserves  Che  right  to  recover  reasonable  delay  claims 
caused  as  a  result  of  such  activity. 

General  Liability: 

No  liability  sh^  accrue  against  Arbee  Associates  as  a  result  of  any  breach  of  these  terms  and  conditions  resultir>g  from  any  strike,  lockout  work  stoppage, 
accident.  Act  of  God.  or  other  delay  beyond  Arbee  Associates  oontrcri. 

Payment  Term*: 

A  deposit  is  required  with  an  initial  order.  Upon  credit  review,  the  amount  of  the  deposit  and  credit  terms  for  each  buyer  wHI  be  established.  Deposits  are 
required  if  manufactur«’(s)  or  servioe  pvovider  requires  a  deposit  Ai  custom  products  or  C.O.M.'s  require  payment  in  fi4  with  order  and  are  non-cano^able 

Terms  and  conditions  as  set  forth  herein  may  be  altered  only  upon  approval  of  both  the  buyer  and  Arbee  Associaies.  unless  oi>a'  terms  have  previously  been 
established  A  servioe  charge  of  1  f>er  month  will  be  assessed  on  unpaid  bailees  after  invoioe  due  date  Balance  is  due  in  ful  r>et  10  days  from  date  of 
invoice.  Partial  shipments  vihen  accepted  and  mvoioed  are  payable  arxj  shai  rKit  be  held  for  undelivered  items  or  open  punch  fist  items 

Customer  agrees  to  pay  ai  ccHecbon  costs,  expenses  and  attorney  fees  incurred  in  t>e  oolection  process  for  any  past  due  indebtedness  whether  or  not  suit  is 
filed  or  required  as  a  result  of  custismer’s  failure  to  pay  If  legal  action  is  necessary.  Montgomery  County  in  the  State  of  Maryland  has  jurisdiction  and  ai  legal 
proceedings  wil  be  held  in  Montgomery  County.  MD. 


October  2007 
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CAPITAL 
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Group 


Date:  December  26,  2017 


From:  CAPITAL  Construction  Group,  LLC 

3321  12™  Street  NE,  Suite  3 
Washington,  DC  20017 
(202)  526-3420  phone 
(202)  526-3421  fax 


To:  Lisa  Layman 

Eight  Day  Design 
7653  Leesburg  Pike 
Ealls  Church,  VA  22043 


Project  Title  and  Number:  Inter-American  Eoundation  Glass  Partition 

CCG  Project  No.  7102-33 

Project  Location:  1331  Pennsylvania  Ave  NW,  Suite  1200  North  Washington,  DC 

20004 

Architect  /  Engineer  of  Record:  Eight  Day  Design 


Subcontractor:  Global  Glass  &  Film 


Manufacturer/  Supplier:  N/A 


SUBMITTAL  TITLE:  Glass  Wall  Partition 

SUBMITTAL  TYPE:  SUBMITTAL 

SPECIFICATION  08900-01 

SECTION: 

DRAWING  /  DETAIL  NO.: 

COMMENTS: 

Q  Approved  Q  Approved  as  Noted  Q  Revise  &  Resubmit  Q  Rejected 

DISTRIBUTION:  FILE  &  FIELD 
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O 

Contact  Information 


DORMA  USA,  Inc. 

Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567-0411 

Office  Hours 

Monday-Friday 

8:00  AM  to  6:00  PM  EST 

Phone 

800-523-8483 

717-336-3881 

Email 

glassorders.usOdormaka  ba.com 

Email  requesting  quates 

glassestimates.us@dormakaba.com 

FAX 

888-238-4401 


o 


u 

AMERICAN 
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l-A'-  -r 

Finish  Codes 

_ O 


dss'makaba 

&M8H 

Finish  # 

As  of 

January  2018 

Ref. 

dormakaba 

USA  Finish  # 

Ref. 

dormakaba 

USA  Finish  # 

BHMA 

Equivaient 

Reference 

dormakaba 

Code 

Anodized  Aluminum  Parts 

Clear 

150 

628 

628 

628 

CL 

Similar  to  Stainless  Steel 

113 

619 

107/113 

670 

SSS 

Special  Anodized 

199 

199 

199 

— 

SA 

Painted  or  Powder  Coated 

Special  Paint/Powder 

399 

399 

999 

- 

SF 

NOTES: 

•  Custom  powder  or  paint  finishes  ordered  as  399  or  non-standard  anodizing  ordered  as  199  must  be  approved  by 
dormakaba  prior  to  quoting.  Not  all  custom  finishes  are  possible  at  the  published  list  prices.  If  a  non-standard 
finish  request  is  approved  by  dormakaba  for  processing,  a  quote  will  be  required. 

•  dormakaba  always  reserves  the  right  to  refuse  any  custom  finish  order. 

•  Finish  #  is  dormakaba's  numerical  representation  within  the  part  number. 

•  Please  contact  factory  for  special  finishes. 

•  Note  that  full  length  finished  extrusions  may  include  clamping  marks  to  be  cut  off  in  field  prior  to  installation. 

•  dormakaba  finishes  are  representative  of  industry  recognized  BHMA  or  other  finishes.  Exact  match  from 
dormakaba  to  a  base  metal  finish,  a  competitors  product,  or  from  lot  to  lot  is  never  guaranteed. 


AMEF 

PVE^ 


November  10, 2017 
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Product  Shipping  Schedule 

O 


Key 

Orders  received  by  2<X)  PM  EST 

Mon. 

Tues. 

Wed. 

Thurs. 

Fri. 

© 

Non- Fabricated  items  ship  in  1  business  day: 

Tues. 

Wed. 

Thurs. 

Fri. 

•Mon. 

o 

Standard  Fabricated  and  Non-Standard  Fabricated 

items  ship  in  up  to  3  business  days: 

Thurs. 

Fri. 

*Mon. 

•Tues. 

•Wed. 

© 

Custom  Fabricated  items  ship  in  up  to  5  business  days: 

*Mon. 

*Tues. 

*Wed. 

•Thurs. 

•Fri. 

Special  Fabricated/Finishes  and  Special  Order  items: 

up  to  5  weeks. 

*  Indicates  the  following  week. 


NOTES: 

•  Above  fabrication  schedule  is  based  on  10  fabrication  iter^is  par  order  For  fob'-fcction  orders  over  10  per  order, 
please  contact  Customer  Service  for  a  custom  schedule. 

•  UPS  will  ship  a  maximum  of  130  united  inches  (length  +  cixurnforence)  @108"  maximum  length. 

•  Accelerated  shipping  is  available  at  customer  expense. 

•  dormakaba  is  committed  to  using  the  most  efficient  method  of  shipping  orders  unless  otherwise  specified. 

•  Orders  are  not  guaranteed  to  ship  same  day. 

•  Additional  expenses  to  dormakaba  as  a  result  of  special  packaging  request  from  customer  will  be  added  to  the 
customer  invoice  and  may  extend  lead  time. 


Delivery 

Ship  dates  are  contingent  upon  conditions  at  time  of  acknowledgement  and  can  be  subject  to  delays  due  to  strikes 
and/or  other  labor  issues,  material  shortages,  equipment  failure,  fire,  flood,  or  other  acts  of  God,  or  causes  beyond 
our  control,  dormakaba  is  not  liable  under  any  circumstances  for  consequential  damages  arising  from  such  delays. 


Freight  Policy  for  Consignees  within  Contiguous  United  States 

Customer  orders  that  exceed  $5,000  (USD)  in  net  value  (before  tax  and  freight)  will  be  shipped  by  a  carrier  selected 
by  DORMA,  freight  prepaid  as  a  single  shipment  to  a  singls^usftiass  destination  within  the  contiguous  United 
States.  Ocher  terms  opply  to  Alaska,  Hawaii,  Puerto  Rico,  cn^^port  orders.  When  a  customer  requests  either 
multiple  dastinotions  or  multiple  shipments  to  the  same  djiHftfltsCion,  the  $5,000  minimum  will  apply  to  each 
shipment  requested.  Items  backordered  from  an  order  quQlffyingior  prepaid  shipping  charges  will  be  shipped 
proDOid. 

Orders  less  than  $5000  in  net  value  will  be  shipped  by  a  carrier  selected  by  DORMA,  with  shipping  and  handling 
charges  addea  to  Lite  customer’s  invoice.  COD  for  orders  under  $1000.00  net  for  non-account  holders. 

All  charges  restrilinsj  fi-om  customer  designated  carrier,  airfreight,  special  handling,  special  routing,  or  other  freight 
ser/icei  requested  by  the 

customer  wiil  be  prapdSf^cifsai  added  to  the  customers  invoice. 

All  goods  .ship'F.'0.  ft  Rj^^^-^le  and  risk  of  loss  pass  to  the  customer  upon  tender  of  shipment  to  the  earner.  If 
product  is  ddmagsid  consignee  must  fils  claim  with  the  carrier. 

Freight  Policy  for  Consignees  in  Alaska,  Hawaii,  Puerto  Rico,  and  Destinations  Outside  the  Contiguous  United  States 

Customer  orders  that  exceed  $5,000  (USD)  In  net  value  (before  tax  and  freight)  will  be  shipped  by  a  carrier  selected 
by  DORMA,  freight  prepaid  to  a  U  S.  airport  or  port  of  exit  for  single  shipment  orders.  When  a  customer  requests 
either  multiple  destinations  or  multiple  shipments  to  the  same  destination,  the  $5,000  minimum  will  apply  to  each 
shipment  requested.  Items  backordered  from  an  order  qualifying  for  prepaid  shipping  charges  will  be  shipped 
prepaid  as  Buyer's  exclusive  remedy. 

At  DORMA's  option,  this  freight  policy  nna/  be  subject  to  special  terms  and  conditions  for  certain  export  orders. 
Orders  less  than  $5000  in  net  value  will  be  shipped  to  a  US  airport  or  port  of  exit  by  a  carrier  selected  by  DORMA, 
with  shipping  and  handling  charges  added  to  the  customer's  invoice. 

All  charges  resulting  from  customer  designated  carrier,  airfreight,  special  handling,  special  routing,  or  other  freight 
services  requested  by  the  customer  will  be  prepaid  and  added  to  the  customer's  invoice. 

All  goods  ship  FO  B.  factory.  Customer  shall  be  responsible  for  obtaining  Insurance.  Title  and  risk  of  loss  for 
products  shall  pass  when  made  available  to  customer  on  delivery  to  carrier  in  the  United  States;  provided  that  if 
payment  has  not  been  made  at  the  time  of  shipment,  DORMA  shall  retain  title  (but  not  risk  of  loss)  until  payment 
has  been  mode.  If  product  is  damaged  in  transit,  customer  must  file  claim  exclusively  with  airline,  carrier,  vessel 
and/or  insurance  company;  provided,  however,  if  DORMA  has  not  received  payment  in  full  at  the  time  the  product  is 
domioged  In  transit,  DORMA  shall  have  the  right  to  file  claim  exclusively  with  airline,  carrier,  vessel  and/or  insurance 
comperry. 
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Warranty  Policy 


All  DORMA  MUTO  PremiumarHl  Cnmfonfaru'fcovq^l  tsy  a  2-year  warranty. 

"  .  J 

All  goods  sold  are  warrant^:! (cube  frss^'rom  dofe&s  iT^irKJterial  and  workmanship,  the  foregoing  comprises  seller's 
sole  and  entire  warranty.  AlkDi.her  vvorrantiessfwij;ifc?f!  cu-ve|jDal,  expressed  or  implied,  and  including  but  not  limited 
to  warranties  of  merchantchjiity  of  fit^ss  for  intericleijl^iijrpose  are  expressly  excluded. 

I  I  1 


Seller’s  sole  obligation  under  those  warranties,  during  the  period  afterdate  of  manufacture  as  listed  above,  shall  be 
to  issue  credit,  repair  or  replace  any  items  or  part  thereof  which  is  proved  to  be  other  than  as  warranted. 


Seller  shall  have  the  sole  rignt  to  determine  whether  such  parts  shall  be  repaired  or  replaced  or  whether  credit  shall 
be  issued.  No  allowance  shall  be  made  for  any  labo.-  charges  for  replacement  of  parts,  adjustments  or  repairs,  or 
any  other  work.  In  no  event  shall  seller  he  liable  for  collow>ral  or  consequential  damages. 

If  goods  are  claimed  to  be  other  thon  us  war.tintied,  seller,  upon  notice  promptly  given,  will  either  examine  the  goods 
at  their  site  or  issue  shipping  instructions  for  raturh  to  seller  (transportation  costs  prepaid  by  buyer).  These 
warranties  shall  not  extend  to  ory  goods  tsr  panj;  thereof  which  have  been  subjected  to  misuse  or  neglect,  damage 
by  accident,  rendered  defective  by  reason  of  improper  ias'.nllatlon  or  by  the  performance  of  repairs,  modifications 
or  attachment  to  other  products  outside  of  sailer’s  plant. 

Because  DORMA  has  no  corrtrol  over  conditions  undei  which  its  products  are  used,  DORMA  specifically  does  not 
warrant  the  adequacy  or  sufficiency  of  any  device  or  recommendations  given  to  buyer.  Nor  does  DORMA  warrant 
that  every  DORMA  product  complies  with  every  code,  standard  or  regulation  in  every  community  except  as 
specifically  stated  in  a  published  DORMA  catalog  or  in  writing  by  an  officer  of  the  company.  Nor  is  DORMA  bound 
by  the  terms  of  buyer’s  agreements  with  other  parties. 


For  projects  located  outside  the  United  States  or  Canada,  the  limited  warranty  period  for  all  products  is  1  year 
from  the  date  of  manufacture.  DORMA  regional  businesses  located  outside  the  United  States  or  Canada  may 
offer  different  warranty  periods.  “United  States  or  Canada"  is  defined  as  the  several  states  of  the  United  States, 
the  District  of  Columbia,  the  commonwealths,  territories  and  possessions  of  the  United  States,  and  all  of  the 
Canadian  provinces  and  territories. 
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Terms  of  Sale 


All  prices  shown  are  in  U  S.  Dollars  and  are  subject  to  change  without  notice.  Prices  on  acknowledged  orders  are 
firm  for  shipment  within  three  months  of  order  date.  All  other  orders  subject  to  price  in  effect  at  time  of  shipment. 

Terms 

1%  10  Days,  Net  30. 


Minimum  Order 

$50.00  net  minimum  invoice. 

Orders 

We  reserve  the  right  to  deciine  the  whole  or  part  of  orders  in  which  price,  finishes,  quantity  of  goods,  or  credit 
status  of  the  buyer  is  not  satisfactory  to  us.  We  reserve  the  right  to  discontinue  items  or  change  specif  ications  at 
any  time  without  notice  and  without  incurring  any  obligations.  DORMA  cannot  be  held  liable  for  extended  delivery 
dates  that  may  result  in  the  cancellation  of  an  order. 

Acknowledgments 

Acknowledgements  are  exact  copies  of  the  manufacturing  order  and  should  be  checked  upon  receipt.  If 
acknowledgement  is  incorrect,  please  notify  DORMA  Customer  Service  immediately. 


Order  Cancellations  and  Changes 

For  standard  product  or  standard  fabricated  product  (i.e.,  products  that  are  not  custom  and  not  special  order) 
with  a  defined  1  to  3  day  lead  time: 

•  Changes  or  cancellations  will  be  allowed  without  penalty  within  3  hours  of  order  acknowledgement. 

•  Changes  or  cancellations  made  more  than  3  hours  after  order  acknowledgement  may  incur  a  fee  for  recovery  of 
processing  costs. 

•  Charges  for  changing  an  order  will  be  based  on  the  status  of  the  order  at  the  time  of  the  change. 

•  Orders  cancelled  more  than  3  hours  after  order  acknowledgement  will  incur  a  50%  minimum  restock  fee. 


For  standard  product  or  standard  fabricated  product  (i.e.,  products  that  are  not  custom  and  not  special  order) 
with  a  defined  5  days  or  more  lead  time: 

•  Changes  or  cancellations  will  be  allowed  without  penalty  within  24  hours  of  order  receipt. 

•  Changes  or  cancellations  made  more  than  24  hours  of  order  receipt  may  incur  a  fee  for  recovery  of  processing  costs. 

•  Charges  for  changing  an  order  will  be  based  on  the  status  of  the  order  at  the  time  of  the  change. 

•  Orders  cancelled  more  than  24  hours  after  order  receipt  will  incur  a  50%  minimum  restock  fee. 


Cancellations  for  custom  or  special  order  products  will  not  be  accepted  and  will  be  invoiced  the  full  value  of  the 
order. 


Returned  Goods 

Goods  determined  defective  within  the  terms  of  our  warrar>v,y  may  be  returned  for  replacement.  Goods  returned 
due  to  any  other  factors  are  subject  to  a  35%  restocking  fee.  Forofl  retorris,  contact  the  factory  for  a  “Return  of 
Goods  Authorization"  number  (RGA).  All  returns  must  beorthe  RGA  number  provided.  Unauthorized  returns  will 
not  be  accepted.  The  complete  RGA  policy  is  available  upon  reqtjssc.  All  returns  must  be  shipped  to  dormakaba,  Inc., 
Returns  Department,  Dorma  Drive,  Reamstown,  PA,  1756V. 

To  protect  our  customers  from  liability,  do  not  sign  the  delivery  receipt  until  shipment  has  been  inspected  thoroughly. 

Customer  Is  responsible  to  make  necessary  notations  on  the  delivery  receipt  after  inspection.  Failure  to  note 
damaged  items  and/or  shortages  on  the  receipt  releases  DORMA  from  all  liability;  therefore,  customer  is  responsi¬ 
ble  for  any  replacement  costs.  If  damage  or  shortage  Is  noted,  please  notify  your  DORMA  customer  service 
representative  within  48  hours  of  receiving  your  shipment. 
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MUTO  Ordering  Guide 
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Sliding  Panels 


System 

Capacity 


Four  Sliding  Panels  — 
(XL  80  TEL  Bi-Part) 
One  Sliding  Panel  — 
Two  Sliding  Panels'  — 


4P 

M 

—  Medium 

Type 

IP 

L 

—  Heavy 

TEL 

2P 

XL 

—  Extra  Heavy 

IP 

XL 

150 

WD 


Sliding  Panel 

Thickness*  1-3/8“  to  1  31/32* 

(35  to  50)  Wood  DO' 
-(Default  1-3/4") 

-  5/16"  (8) 

-3/8"  (10) 

-1/2*  (12) 

— 17/32"  (13.5)  Lamina 


8MM 


10MM 


12MM 


13.5MM 


MUTO 


PREMIUM 


Portfolio  LandM  — 

COMFORT 

330  lb  050  kg)- 

150 

XL- 

PREMIUM 

264  lb  (120  kg)  (SC  only)  - 

120 

Self-Closing  — 
(120  only) 

SC 

SYNCHRO 

Model 

176  lb  (80  kg)- 

80^ 

Other 

DMSC 

11Olb(50kg)- 

50 

5ystem 

DM 

12MM 


continued 

below 


Door  Weight 


Options 


—  2  Panels  Move  Simultaneously 
(N/Awith  DORMOTION) 

—  Dampener  (DORMOTION)  for 
SC  units  -  opening  cyde 

^  DORMOTION 


Mount  Type 


CE-S 

—  Ceiling  Mount  -  Surface 

399 

CE-R 

—  Ceiling  Mount  -  Recessed 

Sliding  Panel  ^ 

Miter 

199 

W 

—  Wall  Mount 

Width 

MITER 

113 

G 

—  Glass  Mount  Door  Panel  Width  (DW)  *  — 

SPECIFY 

150 

No  Fixed  Panel  — 

1  X  Fixed  Panel  — 

1FP 

2  X  Rxed  Panel  — 

2FP 

SPECIFY 

PNL1 


SPECIFY 

PNL2 


Fixed  Panels 


Fixed  Panel  Widths 


150 

TLG 

SI 

MUTO  Finish 

—  Special  (Powder  Coat/Paint) 

—  Special  Anodized  * 

—  Similar  to  Stainless  Steel  (SS 
(619  as  of  January  2018) 
Clear  Anodized  Aluminum 


(628  as  of  January  2018) 


Tempered 

Laminated 

Glass 


Status 

Indicator 


o 


1  Two  bi-parting  panels  or  two  panels  for  single  telescopic. 

2  MUTO  Premium  XL  80  not  availabie  Less  DORMOTION. 

3  MinfefiPKi  dnd  maximum  panel  widths  vary  by  MUTO  mOda). 

4  For.ci^lj^j.d^^  or  399  finishes,  there  may  be  minimunrtorcfer  qi^rrtJties 
based  Oh  fViViimum  tot  charges.  Lead  time  wiil  be  extaidetf.  "  " 

5  Dimensions  are  converted  from  millimeters  to  the  dosest  1/16" 
where  possible.  Always  verify  with  Technical  Service  for  critical 
dimension  verifications. 


6  One  (1),  three  (3),  and  five  (5)  day  lead  time  kits  are  based  on  mcKimum  order 
of  ten  (10)  units. 

7  Default  wood  door  thickness  will  be  1-3/4"  (44)  unless  otherwise  spedfied. 

8  Stock  157"  (4  m)  extrusion  lengths  include  clamp  marks  on  mounting  surface 
within  approximately  1/2*- 1-3/4*  (13-44)  from  each  end  and  may  need  cut  in 
field  for  surface  applied  units.  Clamp  marks  are  typically  hidden  once  installed 
for  CE-R  units. 
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MUTO  Door  Panel  Sizing 


DISCLAIMER 

•  When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key.  When 
maximizing  door  panel  width, 
height,  or  thickness,  one  or 
more  of  the  other  dimensions 
(width,  height,  or  thickness)  will 
require  reductions  to  remain  at 
or  below  the  maximum 
allowable  weight  capacity  of 
the  specific  MUTO  sliding  unit, 
within  industry  codes, 
standards,  or  specifications, 
and  within  door  manufacturer 
recommendations. 

•  All  formulas  apply  to  both  glass 
and  wood  panel 

•  Always  refer  to  Glass 
Association  of  North  America 
(GANA)  when  sizing  tempered 
glass  doors. 


Door  Panel  Height  Formulas 

Wall  Mount 

(XL)  GH  =  CH  +  7/8"  (22)  +  X 
(L,  M)  GH  =  CH  +  3/4"  (18)  +  X 


Glass  Mount 

(XL)  GH  =  TH  -  1-7/8"  (47) 
(L)  GH  =  TH  -  1-9/16"  (40) 


KEY 

Wall  Mount 

X  =  Top  of  Clear  Opening  to 
Bottom  Edge  of  Track 
GH  =  Door  (Gioss)  Height 
CH  =  Clear  Opening  Height 

Glass  Mount 

TH  =  Finished  Floor  to  Top  of  Track 
(Total  Height) 

GH  =  Door  (Glass)  Height 
CH  =  Clear  Opening  Height 

Y  =  Varies  based  on  glass  thickness 

Ceiling  Mount 

TH  =  Finished  Floor  to  Top  of  Track 
(Totol  Height) 

GH  =  Door  (Glass)  Height 

Fixed  Panel  Ceiling  Mount 
TH  =  Finished  Floor  to  Top  of  Track 
(Total  Height) 

GH  =  Door  (Glass)  Height 
CH  =  Clear  Opening  Height 
FPH  =  Fixed  Panel  Height 

Y  =  Varies  based  on  glass  thickness 


o 
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Ceiling  Mount 

(XL)  GH  =  TH  -  1-7/8"  (47) 

(L,  M)  GH  =  TH  - 1-9/16"  (40) 


Fixed  Panel  (Sidelite)  Ceiling  Mount 

(XL)  GH  =  TH  -  1-7/8"  (47)  FPH  =  CH  +  1/8"  (3) 
(L)  GH  =  TH  -  1-9/16"  (40)  FPH  =  CH  +  1/8"  (3) 


(XL)2-V8"(54) 


(L)  1-11/16' (43) 


Q(L)V15/32'OrO 

(L)IM|/I6"(30) 
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Door  Panel  Sizing 


Single  Door  Width  Formulas 


KEY 

DW  =  Door  Panel  Width 
CW  =  Clear  Opening  Width 
TL  =  Track  Length 
FPW  =  Fixed  Panel  Width 


Single  Door  Wall  Mount  (XL,  L.  M) 

DW  =  CW  +  2-3/8”  (60)* 


TL  =  2xDW 


CW-CW  + 2-3/8"  (60) 


*  If  single  door  panel  closes  against 
jamb  or  only  overlaps  on  one  side, 
subtract  1-3/16”  (30)  from  formula. 


*CW  .  c:w  +  2-3/8*  (60) 


If  single  door  panel  closes  against 
jamb  or  only  overlaps  on  one  side, 
subtract  1-3A6”  (30)  from  formula. 


Single  Door  plus  2  x  Fixed  Panels  (XL,  L)  Single  Door  plus  Fixed  Panel  Closing  against  Jamb  (XL,  L) 

DW  =  CW  +  1-3/16”  (30)  DW  =  CW  4. 1-3/16”  (30) 


TL  (if  incl.  endcaps,  2  x  3/32*  [21) 


10 


November  10, 
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TL  (incl.  endcaps  2  x  3/32"  [2D 


■ 

I 

I 

I 

—  I 

FPW  =  TL  -  CW 

1-3/16”  1 

(30)  '  I 

I 

CW 
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MUTO  Door  Panel  Sizing 


O 


O 


Double  Door  Ceiling  Mount  Width  Formula 


DISCLAIMER 

•  When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key.  When 
maximizing  door  panel  width, 
height,  or  thickness,  one  or 
more  of  the  other  dimensions 
(width,  height,  or  thickness)  will 
require  reductions  to  remain  at 
or  below  the  maximum 
allowable  weight  capacity  of 
the  specific  MUTO  sliding  unit, 
within  industry  codes, 
standards,  or  specifications, 
and  within  door  manufacturer 
recommendations. 

•  Maximum  door  panel  width  will 
vary  depending  on  type  of 
MUTO,  weight,  capacity,  and 
options. 

•  All  formulas  apply  to  both  glass 
and  wood  panel  applications. 

•  Always  refer  to  Glass 
Association  of  North  America 
(GANA)  when  sizing  tempered 
glass  doors. 


Glass  Mount  Door  Width  Formulas 

Single  Door  Glass  Mount  (XL,  L) 

DW  =  CW  +  2-3/8“  (60) 


Double  Doors  with  Fixed  Panels  (XL,  L) 
DW  -  CW  +  2  +  1  1/16“  (27) 


TL  Of  ind.  andccps  2  x  3/32"  [2]) 


:4xDW+1/2’a2) 


FPW2 


1-3/16“ 


(30) 


1/4" 


(6) 


CW 


CW  =  CWt2-r1-1/16“(27) 


DW  =  CWt2  +  1-1/16"(27) 


FPW1 


,  1-3/16" 


(30) 


Double  Door  Glass  Mount  (XL,  L) 

DW  =  CW  ^  2  + 1-1/16“  (27) 


KEY 

DW 

CW 

TL 

FPW 


=  Door  Panel  Width 
=  Cleor  Opening  Width 
=  Track  Length 
=  Fixed  Panel  Width 


o 


TL  =  3;kqiW.»j!-5/8“(67) 


CW 


1-3/16"  1-3/16". 


(30)  (30) 


TL  =  4xDW-r1/2"a2) 


FPW 


FPW2 


CW 


V3/16" 


(30) 


CW  =  CW+2  +  1-VI6"(27) 


V3/16" 


(30) 


V4" 


(6) 


FPW1 
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MUTO  Ceiling  (CE-R) 

Recessed  Mount  Applications 

Premium  XL  150/80  DORMOTION  (DM),  XL  150,  XL  120  SC  Sliding  Panels 
Concealed  or  Recessed  into  Ceiling,  Header,  Drywall,  or  Drop  Ceiling 

Two  most  common  applications 


5"  (127) 


Option  1 

Recessed  both  sides, 
Drywall  vertically 
mounted. 


4-15/16"  (125) 


4-3/4"  (121) 


3-15/16"  (100) 

3-9/16"  (90) 


Option  2 

Recessed  both  sides. 

(May  be  drop  ceiling 
profile  836.820  or 
reinforced  drywall;  drop 
ceiling  shown.) 


Other  applications 


Option  3 

Recessed  both  sides,  drop  ceiling 
profile  by  drywall. 

(Drop  ceiling  profile  836.820  one  side 
by  flush  vertical  drywall  other  side.) 


profile  by  drywall  above. 


Option  5 

Recessed  both  sides. 

Drop  ceiling  profile  by  drywall. 


(Drop  ceiling  profile  836.820  one  side 
by  vertical  drywall  above.) 


(Drop  ceiling  profile  836.820  one  side  by 
reinforced  drywall  other  side.) 


4-1/4"  (108) 


4-3/16"  (106) 


3-9/16"  (90) 


Option  7 


Recessed  one  side  only. 
Drop  ceiling  profile  by 
drywall. 

(Drop  ceiling  profile 
836.820  one  side  by 
reinforced  drywall  above 
cover.) 

F-18-0224-A-000566 
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MUTO  Premium  XL  150  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

o 

(D 

(») 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

5 


236.589  Set  Ceiling  CE-S 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


2,060 


2,266 


2,678 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


Q 

236.591 

Set 

Ceiling  CE-S 

2,245 

2,470 

2,919 

1- 

1  X  Panel  (IP) 

2 

2  X  Fixed  Panel  (2FP) 

236.531 

Ft. 

Required  ADD  for  units 
exceeding  154"  (3912) 

173 

187 

223 

Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


o 

236.593 

Set 

Ceiling  CE-S 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

3,296 

3,626 

4,285 

_ 

236.531 

Ft. 

Required  ADD  for  units 
exceeding  154"  (3912) 

173 

187 

223 

Ref.# 

U/M 

Accessory  Option 

List  S 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  change  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (IncI.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes  XL Trock/COV/U-Chon/Sidelite  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Ceiling 

Surface 

Mount 


^  Standard  or  Non-Standard  Fabricated;  leod  time  up  to  3  days. 

0  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  op  to  5  weeks. 

Technioil 

Details 

•  GksstNckness: 


Single  Sidelite  Ceiling 
Surtace  Mount  (CE-S) 
Complete  Set 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 


Single  Door  (IP)  Kit  shown 


Track  Profile  (Ceiling) 
Track  Mounting 
Hardware 

Cover  Profile  and  Clips 
Set  Roller  Carriers 
UnItXLISO  DM 
Set  Endcaps 
Cover  Brush 
Roor  Guide 
Sidelite  Profile  and 
Gasket 

Sidelite  Filler  Profile 
Set  Sidelite  Endcaps 
U-Channel  OncI  Gasket/ 
Endcap) 

Sidelite  Extrusion 
Mounting  hardware 


ame:^ican 

OQ 

Sliding  $ 


•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers' 

.  Unit  XL  150  DNr 

•  Set  Erxicaps 

•  Cover  Brush 

•  Floor  Guide' 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Rller  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (IncI  Gosket/ 
Endcap) 

•  Sidelite  Extrusion 
Mounting  hardware 

'Two  (2)  each  for  two 
parvels  (2P) 


5/16--1/2"  (8-13) 

•  Max  door  ponel  weight: 

330  lb  050  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Max  door  parrel  width: 

57"  (1448) 

•  Min  door  ponel  width: 

40-3/16"  (1020) 

•  Max  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 

37-13/T6"  (960) 

•  Max  dear  opening  width: 

54^5/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 

78-3/16“  (1986)  8.02221-^4 


Max  dear  opening  width: 
111-7/8"  (2842) 


NOTES 

•  MaxirTHjm  door  panel  sizes 
canrrot  all  be  combined  In 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximurr\ 
contact  dormakaba 
Technicol  Service  at 
800-523-8483. 

•  Poirs  of  sliders  with  door 
panel  sizes  over  38 "  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  dear 
openjr>g. 

•  MUTO  MTO  complete  set 
prices  shown  are  prk»d  for 
up  to  157 "  (4  m)  ler>gth. 

•  Stock  157 "  (4  m)  extrusion 
lengths  include  damp  marks 
on  mounting  surface  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end, 

the  field 


MUTO! 
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dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Recessed  Mount 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coot 


Model 

Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount 

o* 

(D* 

Singie  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

] 

Q  236.595  Set  Ceiling  CE-R 

^  lx  Panel  (IP) 

^  lx  Fixed  Panel  (IFP) 

2,266 

2,493 

2,946 

Singie  Siiding  Panel  (IP)  with  DM  with  Two  Fixed  Paneis  (2FP)  Compiete 


O 

h- 


236.597  Set  Ceiling  CE-R 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

236.533  Ft.  Required  ADD  for  units 

exceeding  157"  (4  m) 


2,470 


173 


2,717 


187 


3,211 


223 


Two  Siiding  Paneis  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 

236.599  Set  Ceiling  CE-R  3,626  3,989  4,714 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

236.533  Ft.  Required  ADD  for  units  173  187  223 

exceeding  157"  (4  m) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45“  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  19'6"  (6  m)  length 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chan/Sidelite  &  View  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

II 

' 


Coiling 

Rocossod 

Mount 


Jj||L 


See  Ceiling 

Recessed 

(CE-R) 

Applications 

page  for  more 

application 

examples. 


Single  Door  (IP)  Kit  shown 


Single  Sidelite  Ceiling 

Recessed  Mount  (CE*R) 

Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

.  UnitXLISODM 

•  Set  Endaips 

•  Ccver  Brush 

•  Root  Guide 

•  Sidelite  Profile  and 
Gaslit 

•  Sidelite  Rller  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (Ind  Gasket/ 
Endcap) 

•  Sidelite  Bctrusion 
Mounting  hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separate!/. 


Double  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers* 

-  UnitXLISODM' 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide' 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (inci  Gasket/ 
ErKkap) 

•  Sidelite  Extrusion 
Mounting  hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
40-3/16"  0020) 

•  Max  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  deer  opening  width: 
37-W16"  (960) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 
78-3/16"  0986) 

•  Max  clear  opening  width: 


•See  previous  page  for 
lead  times. 

NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  poges  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakobo  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  ore  priced  for  up 
to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extruston 
lengths  irxdude  damp  marks 
on  mounting  surfoce.  Morks 
are  typically  hidden  once 


111-7/8"  (2842) 


IAF-18-Q2a4d^-000568 
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Premium  XL150  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


Standard 

Special  Finishes  $ 

Finishes  $ 

Anodized/Powder  Coat 

Model  Ref.  # 

U/M  Description 

150  113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Wall  (W)  Mount 

STK 

836.510 

STK  Track  Length: 
113-3/8“ (2880) 

Set  Wall  (W) 

1  X  Panel  (IP) 

1,625® 

1.788 

1 

P 

836.521 

Set  Wall  (W) 

1,706© 

1,877® 

2,218 

— 

• 

1— 

5 

1  X  Panel  (IP) 

Glass  (G)  Mount 


p  836.525  Set  Glass  (G)  1,962®  2,158®  2,550 

2  lx  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

Glass 

Mount 


o  ^ _ |i|| 


a. 


MLTTO  Slidii^'  Sy^stems  Price  List  #27 


®  Non-fabricated  item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  In  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Orden  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  Set  Roller  Carriers 
.  UnrtXLISODM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roler  Carriers 
.  UnrtXLISODM 

•  Set  Endear^ 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2-  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
T18"  (3000) 

•  Max  door  panel  width: 

57"  0^) 

•  Min  door  panel  width: 
40-3/16"  (1020) 

•  Min  dear  opening  width: 
37-13/16"  (960) 

•  Max  dear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  oN  be  combined  in 
one  applicatioa  See 
disdaimer  rx>te,  pages  3  &  5. 

•  For  door  sizes  required  t» 
exceed  published  maximum, 
contact  dormakaba 
Techrxeal  Service  at 
800-523-8483. 

-  MUTO  MTO  Corriplete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
ler>gths  include  damp  rrKirks 
on  mounting  surface  within 
approxlmately1/2"- 1-^4" 
(13-44)  from  each  end  which 
may  need  to  be  cut  in  the 
field. 


IAF-18-0224-A-000569 
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MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.  # 

U/M  Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Ceiling  (CE-S)  Surface  Mount 

STK 

836.512 

STK  Track  Length: 
113-3/8"  (2880) 

Set  Celling  (CE-S) 

1  X  Panel  (IP) 

1,625® 

1,788 

i 

0 

836.523 

Set  Ceiling  (CE-S) 

1,706© 

1,877® 

2,218 

- : 

H 

1  X  Panel  (IP) 

Ref.# 

U/M 

Accessory  Option 

List$ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

XL150/120/80  Drop  Celling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6''  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

®  Non-fabricated  item;  ships  in  one  business  day  (24  hours). 

^  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

^  Custom  Fabncated  items  ship  in  up  to  5  business  days. 

O  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Trock  Prof  lie  (Ceiling) 

•  Trock  Mounting  Hordwore 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  UnitXLISODM 

•  Set  Endcaps 

•  Cover  Brush 

•  Root  Guide 


Technioil  Details 

•  Glass  thickr^ess! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
40-3/16"  0020) 

•  Min  clear  opening  width: 
37-13/16"  (960) 

•  Max  dear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  lerrgth. 

•  Stock  157"  (4  m)  ©rtrusion 
lengths  indude  clamp  marks 
on  mounting  surface  witNn 
apprcximately  1/2"- 1-3/4" 
(13-44)  from  eoch  erxJ  which 
may  need  to  be  cut  In  the 
field. 


AMERICA! 

o 


pyE 
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Premium  XL150  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  150  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 

standard  Special  Finishes  $ 

Finishes  S  Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  DM 

Complete 

@ 

Wall  (W)  Mount 


836.527 


Set 


Wall  (W) 

2  X  Panel  (2P) 


3,241© 


3,565® 


4,213 


2 


Glass  (G)  Mount 


Glass  (G)  Mount 


MTO 

836.531 

Set  Glass  (G)  3,727®  4,100®  4,845 

2  X  Panel  (2P) 

II 

Ref.# 

U/M  Accessory  Option 

List  $ 

936.461 

Set  Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide)  112 

Miter 

Ft.  Miter  change  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite),  61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

Wall  Mount 


Glass  Mount 


AFRICAN 


MUTD 


Sy^stems  Price  List  #27 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  upto  5  business  da/s. 

O  Special  Fabricated/Finish  or  Special  Order;  leod  tinr>e  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CSps 

•  2  *  Set  Roller  Carriers 
.  2xUnrtXL150DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Fkx)r  Guides 


Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitXL150DM 

•  Set  Endear^ 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Gloss  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 

(8-13) 

•  Max  door  panel  weight/ 
double  door: 

2  X  330  lb  050  kg) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
40-3/16"  (1020) 

•  Max  door  panel  height: 
TIB"  (3000) 

«  Min  cleor  opening  width: 
78-3/16"  (1986) 

•  Max  clear  opening  width: 
TI1-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  apptkxftbn.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dornrxikaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  c»nter  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
upi»157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  nrurks 
on  mounting  surface  within 
approximatel/1/2"- 1-^4" 
(13-44)  from  each  end  which 
m<v  need  to  be  cut  in  the 
field. 
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MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 


Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 

Standard 

Finishes  i 

Special  Finishes  $ 
Anodized/Powder  Point 

Mode 

Ref.# 

U/M  Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

o 

® 

Ceiling  (CE-S)  Surface  Mount 

836.529 

Set  Ceiling  (CE-S) 

3.241 

3,565 

4,213 

I 

I 

F 

5 

2  X  Panel  (2P) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sideirte), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

836.820 

Ft. 

up  to  9'6“  (6  m)  length 

21 

23 

26 

O  Standard  or  Non-Standard  Fabricated;  lead  tinr>e  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  leod  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Prof  lie  (Ceiling) 

•  Trock  Mourning  Hardwore 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtXL150DM 

•  Set  Endoaps 

•  Ccver  Brush 

•  Floor  Guides 


Technical  Details 

•  Glass  thid<r>ess! 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X  330  lb  050  kg) 

•  Min  door  panel  width: 
40-3/16"  0020) 

•  Max  door  panel  width: 
57"  0448) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  clear  opening  width: 
78-3/16"  0986) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  ler>gth: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
canrot  all  be  combined  in  one 
application.  See  disdaimer  note, 
pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  nnaximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  over  38"  (965)  require  two 
tracks.  Joirrt  will  be  at  the 
center  of  clear  opening. 

•  MUTO  MTO  cofTiplete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length. 

•  Stock  157"  (4  m)  ©arusion 
lengths  indude  clamp  marks  on 
mounting  surfoce  within 
apprcximately  V2"- 1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  In  the  field. 
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MUTO  Sliding  Systems 


dormakabais^ 


O 


O 


MUTO  Premium  XL  150 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

e 

® 

Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 

236.588  Set  Ceiling  (CE-S) 

P  lx  Panel  (IP) 

5  lx  Fixed  Panel  (IFP) 

1,585 

1,744 

2,061 

Single  Sliding  Panel  (IP)  with  Two  Fixed  Panels  (2FP)  Complete 


2 


236.590  Set  Ceiling  (CE-S)  1,728  1,901 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

236.531  Ft.  Required  ADD  for  units  173  187 

exceeding  154"  (3912) 


2,246 


223 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Complete 


2 


236.592 


236.531 


Set  Ceiling  (CE-S)  2,536 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  154”  (3912) 


2,790 


187 


3,297 


223 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45“  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes  XL Track/COV/U-Chan/Sidelite  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Coiling 

Surface 

Mount 


O  Standard  or  Non-Standard  Fabricated:  lead  time  up  to  3  days. 

®  Custom  Fabricated  Items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order,  lead  time  up  to  5  wks. 


Single  Door  (IP)  Kit  shown 


Single  Panel  Ceiling 
Surface  Mount  (CE*S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Moundng 
Hardware 

•  Ccver  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brtrsh 

•  Poor  Guide 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (ir>d  Gasket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hordware 


Double  Panel  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers^ 

•  Set  Endcaps 

•  Cover  Brush 

•  Poor  Guide’ 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Erukops 

•  U-Channel  (incl  Gasket 
&  Endcap) 

•  SkJelrte  Bctrusion 
Mounting  Hardware 

^Two  (2)  each  for  two 
panels  (2P) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combir>ed  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  nxiximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  ir>dude  clamp  marks 
on  mountir>g  surface  witNn 
approximately  1/2"- 1-3/4" 
(13-44)  from  each  end, 

Max  dear  °PfXF-lf-fe224.A*0fl9S7e3  to  be  cut  ir, 
the  field. 


Technical  Details 

•  Glass  thickness; 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight: 
330  lb  (150  kg) 

•  Max  door  panel  height 
118”  (3000) 

•  Max  door  panel  width: 
57“  0448) 

•  Min  door  panel  width: 

26“  (660) 

•  Max  track  length: 

157“  (4000) 

One  Door  Panel 

•  Min  clear  opening  width: 
23-5/8“  (600) 

•  Max  dear  openirrg  width: 

54-3/8“  0381) 

Two  Door  Panels 

•  Min  clear  opening  width: 
49-13/16“  0266) 


111-7/8“  (2842) 


MUTO  Slldiriig  Systems  Price  List  #27 
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pgi^jc  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Recessed  Mount 

standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.#  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount 

e 

© 

Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 


236.594 


Set  Ceiling  (CE-R) 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


1,744 


1,918 


2,267 


Single  Sliding  Panel  (IP)  with  Two  Fixed  Panels  (2FP)  Complete 


1 

IS 

1 

M 

236.596 


236.533 


Set  Ceiling  (CE-R)  1,901  2,091 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

Ft.  Required  ADD  for  units  173  187 

exceeding  157"  (4  m) 


2,471 


223 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Complete 


MTO 

1 

] 

236.598 


236.533 


Set  Ceiling  (CE-R)  2,790  3,069 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units  2,73  187 

exceeding  157“  (4  m) 


3,627 


223 


Ref.# 

U/M 

Accessory  Option 

List$ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6’  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chon/Sidelite  Profile,  E-Caps,  Fasteners) 

173 

187 

223 

f 


Standard  or  Non-Standard  Fabricated;  lead  tinr>e  up  to  3  do/s. 
Custom  Fabricated  items  ship  in  up  to  5  business  da/s. 


®  Spedal  Fabricoted/T^inish  or  Special  Order; 
lead  time  up  to  5  wks. 


Ceiling 

Recessed 

Mount 


See  Ceiling 

Recessed 

<CE-R) 

Applications 

pogefor  more 

application 

examples. 


Single  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Ccver  Brush 

•  Roor  Guide 

•  Sidelite  Prohle  and 
Gasket 


Single  Door  (IP)  Kit  shown 


O 

November  10, 2017 


•  Sidelite  Rller  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (ind  Gasket 
&  Erxicap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
^  plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separately. 


Double  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  ar>d  Clips 

•  Set  Roller  Carriers' 

•  Set  Erxkaps 

•  Cover  Brush 

•  Floor  Guide' 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (ind  Gastet  8t 
Er>dcap) 

•  Sidelite  Extrusion 
Mountir>g  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 
5/16M/2"  (8-13) 

•  Max  door  panel  weight! 
330  lb  (150  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  trock  length: 

157"  (4000) 

One  Door  Panel 

•  Min  clearopeningwidth! 
23-5/8"  (600) 

•  Max  clear  opening  width: 
54-3/8"  0381) 

Two  Door  Panels 

•  Min  clearopeningwidth: 
49-13/16"  C1266) 

•  Max  clear  opening  width: 
1TI-7/8-  (2842) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  mcKimum, 
contoct  dormakaba 
Technical  Sennce  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  ot  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  ore  prk^  for 
up  to  157"  (4  m)  length. 

•  Stod<157"  (4m)extrusk)n 
lengths  include  damp  marks 
on  mounting  surface.  Marks 


IAF-18-0^4?/l^-bt5l5W 

Installed. 
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Premium  XL150 


MUTO  Sliding  Systems 


dormakabais^ 


O 


MUTO  Premium  XL  150 


One  Sliding  Panel 


-  Wall  and  Glass  Mounts 


standard  Special  Finishes  $ 

Finishes  S  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (1P)  Complete 

Wall  (W)  Mount 


STK 

236.510 

STK  Track  Length: 
113-3/8"  (2880) 

Set 

Wall  (W) 

1  X  Panel  (IP) 

1,150© 

O 

236.521 

Set 

Wall  (W) 

1,2080 

1,329® 

1,570 

■ 

^ 

K 

2 

1  X  Panel  (IP) 

Glass  (G)  Mount 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

Wall 

Mount 


Gloss 

Mount 


©  Non-fabricoted  item;  ships  In  one  business  day  (24  hours), 
o  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weete. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxi  CKps 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gbss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Gbss  Mount  Endcops 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Gbss  thickness: 
5/16"-V2-  (8-13) 

•  Max  door  panel  weight 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

26"  (660) 

•  Min  deor  opening  width: 
23-5/8"  (600) 

•  Max  dear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  oil  be  combined  in 
one  appikxitbn.  See 
disdaimer  note,  pages  3  8c  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contoct  dorrrtakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  complete  set 
pnces  shown  are  priced  for 
upt»157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusbn 
lengths  include  damp  nr>arks 
on  mounting  surface  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end,  which 
nrxy  need  to  be  cut  in  the 
fieW. 


IAF-18-0224-A-000575 
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pQi^jc  MANET  Pulls  &  LocksQts  Closers  8c  Headers  8c  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  8c  Designer  Channels  8c 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 

standard 
Finishes  $ 


Model  Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

Ceiiing  (CE-S)  Surface  Mount 


STK 

236.512 

STK  Track  Length: 
113-3/8  ■  (2880) 

Set 

Celling  (CE-S) 

1  X  Panel  (IP) 

1,150® 

236.523 

Set 

Celling  (CE-S) 

1,208© 

1,329® 

1,570 

o 

1  X  Panel  (IP) 

2 

Ref.# 

U/M 

Accessory  Option 

List  S 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  trock,  cover,  and  If  supplied  sidellte), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

(D  Non-fabricoted  item;  ships  in  one  business  day  (24  hours), 
e  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


O 

Special  Finishes  $ 
Anodized/Powder  Paint 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Prof ile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Root  Guide 


Technical  Details 

•  Glass  thickr>ess! 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

26"  (660) 

•  Min  clear  opening  width: 
23-5/8"  (600) 

•  Max  dear  opening  width: 
54^5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dofmakaba 
Technical  Service  at 
800-523-8483. 

■  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  ler>gth. 

•  Stock  157"  (4  m)  ©(trusion 
lengths  indude  clomp  marks 
on  mountir^  surface  witNn 
apprcximcitely  V2"-1-3/4" 
(13-44)  from  eoch  end,  which 
may  f>eed  to  be  cut  in  the 
field. 


^/l 


iHAi 

£0 

2?  November  10, 2017 


o 
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Premium  XL150 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  150 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coot 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  Complete 

Wall  (W)  Mount 


236.527 


Set 


R 

5 


Wall  (W) 

2  X  Panel  (2P) 


2,185® 


2,404® 


2,841 


Glass  (G)  Mount 


236.531 


Set  Glass  (G) 

2  X  Panel  (2P) 


2,513® 


2,764® 


3,267 


R 

2 


o 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length) 

(Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

o  Stondard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricoted  items  ship  In  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount 
(W}  Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 


Technical  Details 

•  Glass  thickness: 
5/16“-V2‘  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2  X  330  lb  050  kg) 


NOTES 

•  Maximum  door  parrel  sizes 
cannot  oil  be  combined  in 
one  application.  See 
disclaimer  rxjte,  pages  3  &  5. 

•  For  door  sizes  required  to 


o 


AMERICAN 
o 
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•  2  X  Set  Roller  Carriers 

•  Min  door  panel  width: 

exceed  published  maximum, 

•  Set  Endcaps 

26”  (660) 

contact  dormakaba 

•  Cover  Brush 

•  Max  door  panel  width: 

Technical  Service  at 

•  Floor  Guides 

57”  (1448) 

800-523-8483. 

Double  Panel  Glass  (G) 

•  Max  door  panel  height: 

•  Pairs  of  sliders  with  door 

Mount  Complete  Set 

118"  (3000) 

panel  sizes  ever  38"  (965) 

•  Track  Profile  (Glass) 

•  Min  clear  opening 

require  two  tracks.  Joint  will 

•  Track  Mounting 

width: 

be  at  the  center  of  clear 

Hardware 

47-1/2”  (1207) 

opening. 

•  Cover  Profile  and  Clips 

•  Max  clear  opening 

•  MUTO  MTO  complete  set 

•  2  X  Set  Roller  Carriers 

width: 

pnees  shown  are  priced  for 

•  Set  Endcaps 

111-7/8"  (2842) 

op  t»  157 "  (4  m)  length. 

•  Cover  Brush 

•  Max  track  length: 

•  Stock  157"  (4  m)  extrusion 

^  e® 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount 

Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

157"  (4000) 

lengths  include  damp  marks 

on  mounting  surface  within 

approximately  1/2"-1-3/4" 

(13-44)  from  each  end, 

which  may  need  to  be  cut  in 

the  field. 

•  Glass  Mount  Hardware 

IAF-18-0224-A-000577 
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MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 


Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  Complete 

©  ® 

@ 

Ceiling  (CE-S)  Surface  Mount 

5 


236.529 


Set 


Ceiling  (CE-S) 
2  X  Panel  (2P) 


2,185 


2,404 


2,841 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  trock,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

©  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Spedai  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Sur^ce  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Trock  Prof  ile  (Ceiling) 

•  Trock  Mounting  Hordwore 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  Guides 


Technioil  Details 

•  Glass  thickr^ess! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X  330  lb  (150  kg) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  0448) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  clear  opening  width: 
49-13/16"  0266) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  ore  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clomp  marks 
on  mounting  surface  witNn 
approxioKitety  V2"-1-3/4" 
(13-44)  from  eoch  end, 
which  may  need  to  be  cut  in 
the  field. 
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Premium  XL120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


standard 
Finishes  S 


Special  Finishes  S 
Anodized/Powder  Coat 


Modei 


Ref.# 


U/M  Description 


150 


113 


199/399 


Fixed  Panei  (FP)  Mount  on  Ceiiing  (CE-S)  Surface  Mount 


Single  Sliding  Panel  (IP)  with  Self-Closing  (SC)  with  One  Fixed  Panel  (IFP)  Complete 


o 

236.690 

Set  Ceiling  (CE-S)  RH 

2,785 

3,064 

3,621 

1- 

5 

236.692 

Set  Ceiling  (CE-S)  LH 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 

2,785 

3,064 

3,621 

Single  Sliding  Panel  (IP)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


1 

236.694 

Set 

Ceiling  (CE-S)  RH 

3,036 

3,340 

3,947 

MTC 

236.696 

Set 

Ceiling  (CE-S)  LH 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

3,036 

3,340 

3,947 

1 

236.631 

Ft. 

Required  ADD  for  units 
exceeding  154"  (3912) 

180 

195 

232 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 

[ 


'  g  236.698 

S 

Set  Ceiling  (CE-S) 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

4,858 

5,344 

6,315 

236.631 

1 

Required  ADD  for  units 
exceeding  154“  (3912) 

180 

195 

232 

Ref.  #  U/M  Accessory  Option 


List  $ 


936.461  Set  Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 


112 


836.666  Set  Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop)  320 

Miter  Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite),  61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 


836.820 


Ft. 


XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 


150 


113 


199/399 


21 


23 


26 


236.631  Ft.  Fixed  Panel  Kit  (Includes  XLTrack/COV/U-Chan/SIdelite  Profile,  E-Caps,  Fasteners) 


180 


195 


232 


Colling 

Surface 

Mount 


Standard  or  Non-Standard  Fabricated;  lead  tin>e  up  to  3  days. 
Custom  Fabricated  items  ship  in  up  to  5  business  doys. 

®  Spedal  Fobrioited/Rnish  or  Special  Order;  lead  time  up  to  5  wks. 


Single  Door  (IP)  Kit  shown 


Single  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  120  SC 

.  Unit  XL  120  DM 

•  Set  ErKkaps 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelrte  Profile  and 
Gasket 

•  Sidelrte  Filler  ProfSe 

•  Set  Sidelrte  Erxicaps 

•  U-Chonnel  Ond  Gasket 
8(  Endcap) 

•  Sidelrte  Extrusion 
Mounting  Hardware 


MLTTO  Sliding  Systems  Price  List  #27 


Double  Sidolite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Cover  Prof  ile  and  Clips 

•  Set  Roller  Carriers^ 

.  UnitXL120'SC 

.  UnitXL120'DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide’ 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelrte  View  Profile 

•  Set  Sidelrte  Endcaps 

•  U-Channel  (incl  Gasket 
&  Endcap) 

•  Sidelite  Extrusron 
Mounting  Hardware 

*Two  (2)  each  for  two  panels  (2P) 


NOTES 

Technical  Details 

•  Glass  tNckness! 

5/16"-V2"  (8-13) 

•  Max  door  panel  weight 
2641b  020  kg) 

•  Max  door  panel  height: 

118- (3000) 

•  Max  door  panel  width: 

57“  (1448) 

•  Min  door  panel  width: 
33-1/2“  (850) 

•  Max  track  length: 

157“  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 

31- V8"  (791) 

•  Max  dear  opening  width: 
54-5/8“  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 


Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdaimer 
note,  pages  3  &  5. 

Self-closing  units  only  have 
DORMOTION  feature  in  the 
dosing  cycle. 

For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

Pairs  of  sliders  with  door  panel 
sizes  over  38  “(965)  require 
two  tracks.  Joint  will  be  at  the 
center  of  dear  opening. 

MlfTO  MTO  a>mplete  set  prices 
shown  ore  priced  for  up  to  157“ 
(4  m)  length. 

Stock  157"  (4  m)  extrusion 
lengths  indude  clamp  marks  on 
mounting  surface  witNn 
approximately  1/2"-1-3/4" 
64-13/16“  (1646)  IAF-18-0g!£44/iin0fiffl5l7^,  which 

Max  dear  opening  width:  may  need  to  be  cut  in  the  field. 

111-7/8“  (2842) 
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MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 


-  Ceiling,  Recessed  Mount 

Standard 
Finishes  $ 

Special  Finishes  S 
Anodized/Powder  Coat 

Model  Ref.  #  U/M  Description 

ISO 

113 

199/399 

Fixed  Panei  (FP)  Mount  on  Ceiiing  (CE-R)  Recessed  Mount 

o 

® 

Single  Sliding  Panei  (IP)  with  Seif-Ciosing  (SC)  with  One  Fbced  Panei  (IFP)  Complete 

236.691  Set  Ceiling  (CE-R)  RH  3,064  3,370  3,983 


5  236.693  Set  Ceiling  (CE-R)  LH  3,064  3,370  3,983 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


Single  Sliding  Panei  (IP)  with  Seif-Ciosing  (SC)  with  Two  Fixed  Poneis  (2FP)  Complete 


236.695  Set  Ceiling  (CE-R)  RH 


236.697  Set  Ceiling  (CE-R)  LH 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

236.633  Ft.  Required  ADD  for  units 

exceeding  157"  (4  m) 


3,340 

3,340 


180 


3,674 

3,674 


195 


4,342 

4,342 


232 


Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


O 

I- 

2 


236.699 


236.633 


Set  Ceiling  (CE-R) 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 


5,344 


5,878 


6,947 


exceeding  157“  (4  m)  180  195 

232 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  19'6“  (6  m)  length 

21 

23 

26 

236.633 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrack/COV/U-Chan/SIdelite  Profile,  E-Caps,  Fasteners) 

180 

195 

232 

f  Standard  ar  Non-Standard  Fabricated;  lead  time  up  to  3  days.  ®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  wks. 
Custom  Fabricated  items  ship  in  up  to  5  business  days. 


Single  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 


Double  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 


Technical  Details  NOTES  .  Maximum  door  panel  sizes 
•  Glass  thickness:  cannot  all  be  combined  in  one 

5/16‘-1/2"  (8-13)  opplication.  See  disclaimer 


Ceiling 

Recessed 

Mount 


See  Ceiling 

Recessed 

(CE-R) 

Applications 

poge  for  more 

application 

examples. 


Track  Profile  (Ceiling) 
Track  Mounting  Hardware 
Cover  Profile  and  Clips 
Set  Roller  Carriers 
Unit  XL  120  SC 
Unit  XL  120  DM 
Set  Endcaps 
Cover  Brush 
Hoor  Guide 

Sidelite  Profile  and  Gasket 
Sidelite  Filler  Profile 


Single  Door  (IP)  Kit  shown 


Set  Sidelite  Ervdcaps 
U-Channel  (kid  Gosket  8c 
Endcap) 

Sidelite  Extrusion  Mounting 
Hardware 
Recessed  Cover  Clip 
Recessed  Start/Stop  plate 
Recessed  Hex  Bits 

Note:  Recessed  wrench  and 
foam  insert  sold 
separately. 


•  Track  Profile  (Ceiling) 

•  Max  door  panel  weight: 

note,  pages  3  &  5. 

•  Track  Mounting  Hardware 

264  lb  020  kg) 

•  Self-closing  units  only  have 

•  Cover  Profile  and  Clips 

•  Max  door  panel  height: 

DORMOTION  feature  in  the 

•  Set  Roller  Carriers^ 

118"  (3000) 

closing  cycle. 

.  UnitXL120'SC 

•  Max  door  panel  width: 

•  For  door  sizes  required  to 

.  UnitXL120’DM 

57"  0448) 

exceed  published  maximum, 

•  Set  Endcaps 

•  Min  door  panel  width: 

contact  dormakaba  Technlojl 

•  Cover  Brush 

33-1/2"  (850) 

Service  at  800-523-8483. 

•  Roor  Guide’ 

•  Max  track  length: 

•  Pairs  of  sliders  with  door  panel 

•  Sidelite  Profile  and  Gastet 

157’  (4000) 

sizes  over  38"  (965)  require 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  OncI  Casket  & 

Endcap) 

•  Sidelite  Extrusion 

One  Door  Panel 

•  Min  clear  opening  width: 

31-1/8"  (791) 

•  Max  clear  oper>ing  width: 

54-5/8"  0388) 

two  tracks.  Joint  will  be  at  the 

center  of  dear  opening. 

•  MUTO  MTO  a>mplete  set  prices 

shown  ore  priced  for  up  to  157’ 

(4  m)  length. 

•  Stock  157"  (4  m)  extrusion 

Mounting  Hardware 

Two  Door  Panels 

lengths  indude  damp  marks  on 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop  pkrce 

•  Min  clear  opening  width:  mounting  surface.  Marks  are 

64-13/16"  0646)  IAF-1  8-OS'24itl^(Tfl(ii0S8Ginstalled 

•  Recessed  Hex  Bits 

•  Max  clear  opening  width: 

‘Two  (2)  each  for  two  panels 
(2P) 

Tn-7/8“  (2842) 
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MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 

Standard  Special  Finishes  $ 

Finishes  i  Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Panel  (IP)  with  Self-Closing  (SC)  Complete 

® 

Wall  (W)  Mount 

836.602 

Set 

Wall  (W)  RH 

2,350© 

3,055 

i— 

1/) 

836.603 

Set 

Wall  (W)  LH 

2,350© 

3,055 

g 

836.620 

Set 

Wall  (W)  RH 

2,468© 

2,714® 

3,208 

5 

836.621 

Set 

Wall  (W)  LH 

2,468© 

2,714® 

3,208 

Glass  (G)  Mount 

1 - 1 - 

g 

836.624 

Set 

Glass  (G)  RH 

2,838® 

3,121® 

3,698 

1 

5 

836.625 

Set 

Glass  (G)  LH 

2,838® 

3,121® 

3,698 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter 

Ft. 

Mrter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

Wall  Mount 


I: 


®  Non-fabrlcoted  Item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(?)  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabrkxited/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  Set  Roller  Carriers 
.  Unit  XL  120  SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2-  (8-13) 

•  Max  door  panel  weight: 
264  lb  020  kg) 

•  Max  door  panel  height: 
T18"  (3000) 

•  Min  door  panel  width: 
33-1/2"  (850) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  cleor  openir>g  width: 


NOTES 

•  Maximum  door  ponel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  rx>te,  pages  3  &  5. 

•  Self-dosing  units  only  hwe 
DORMOTION  feature  in  the 
closing  cyde. 

•  For  door  sizes  required  to 
exceed  published  nnoximum, 
contact  dormakaba 
Technical  Service  at 


Glass  Mount 


Singlo  Pan«l  Glass  (G)  Mount 

31-1/8“  (791) 

800-523-8483. 

CompiQto  Sot 

•  Max  dear  opening  width: 

•  MUTO  MTO  complete  set 

•  Track  Profile  (Gloss) 

54-5/8“  0388) 

prices  shown  ore  priced  for 

*  Track  Mounting  Hordwore 

•  Max  track  length: 

upi»157"  (4  m)  length. 

•  Ccver  Profile  arxJ  Clips 

•  Set  Roller  Carriers 

157“  (4000) 

•  Stock  157"  (4  m)  extrusion 

lengths  include  damp  nrKrks 

.  Unit  XL  120  SC 

on  mounting  suribce  within 

.  UnitXL120DM 

approximately  1/2“-1-3/4" 

•  Set  Endcops 

(13-44)  from  each  end, 

•  Cover  Brush 

which  may  need  to  be  cut  In 

e 

•  Roor  Guide 

•  Gloss  Mount  Profile 

•  Set  Gloss  Mount  Endcaps 

•  Gloss  Mount  Gasket 

the  field. 

•  Gloss  Mount  Brockets 

•  Gloss  Mount  Hardware 

IAF-18-0224-A-000581 
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dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 

Standard  Special  Finishes  $ 

Finishes  %  Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Panel  (IP)  with  Self-Closing  (SC)  Complete 

@ 

Celling  (CE-S)  Surface  Mount 

- " 

^  836.606 

Set 

Celling  (CE-S)  RH 

2,350© 

3,055 

836.607 

Set 

Ceiling  (CE-S)  LH 

2,35(Xi> 

3,055 

O  836.622 

Set 

Ceiling  (CE-S)  RH 

2,A68© 

2,715  ® 

3,208 

2  836.623 

Set 

Celling  (CE-S)  LH 

2,4680 

2,715® 

3,208 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sideitte), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

19'6"  (6  m)  length  ’  21 

23 

26 

©  Non-fabricoted  item;  ships  in  one  business  da/  (24  hours). 

Q  Stondord  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 

^  Custom  Fabricated  items  ship  in  up  to  5  business  do/s. 

®  Special  Fabricoted/Fintsh  or  Speckjl  Order;  lead  time  up  to  5  weeks. 


IMl 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

.  Trock  Prof ile  (Wall) 

•  Trock  Mounting  Hordware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnitXL120SC 

.  UnrtXL120DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
264  lb  020  kg) 

•  Max  door  pan^  height: 
118"  (3000) 

•  Min  door  panel  width: 

33- V2"  (850) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  clear  opening  width: 
31-1/8"  (791) 

•  Max  dear  opening  width: 
54-5/8"  0388) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  Self-closing  units  only  have 
DORMOTION  feature  in  the 
dosing  (yde. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

■  MUTO  MTO  complete  set 
prices  shewn  ore  pneed  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extruaon 
lengths  indude  clomp  marks 
on  mounting  surface  wftNn 
approxiTYKitel/  V2"-1-3/4" 
(13-44)  from  eoch  end, 
which  mo/  need  to  be  cut  in 
the  field. 


6 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL120  Self-Closing  (SC)  DORMOTION  (DM)  MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  Complete 

© 

Wall  (W)  Mount 

-  Q  836.626 

Set 

Wall  (W) 

4,6880 

5,157® 

6,094 

1 

1 

h- 

2 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

Wall 

Mount 


O  Standard  or  Non-Standard  Fabricated;  lead  time  upto  3  days. 
®  Custom  Fabricoted  items  ship  in  upto  5  business  days. 


Glass 

Mount 


•  Maximum  door  panel  sizes 

Double  Panel  Wall  Mount  (W) 
Complete  Set 

.  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  2  X  Set  Roller  Carriers 

.  2xUnrtXL120SC 

.  2xUnftXL120DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

Tschnical  Details 

•  Glass  thickness: 

5/16--1/2'  (8-13) 

•  Max  door  panel  weight/ 

double  door: 

2  X  264  lb  (120  kg) 

•  Max  door  panel  height: 

118"  (3000) 

cannot  all  be  combined  in 

one  application.  See 

disclaimer  note,  page  3  &  5. 

*  Self-dosing  units  hove 

DORMOTION  feature  only 

In  the  closir>g  cycle. 

•  For  door  sizes  required  to 

exceed  published  meximum, 

•  Min  door  panel  width: 

33-1/2“  (850) 

•  Max  door  panel  width  ea: 

contact  dormokaba 

Technical  Service  at 

800-523-8483. 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

57'  0448) 

•  Min  deer  opening  width: 

•  Pairs  of  sliders  with  door 

panel  sizes  ever  38"  (965) 

•  Track  Profile  (Glass) 

64-13/16“  0646) 

require  two  tracks.  Joint  will 

•  Track  Mounting  Hardware 

•  Max  dear  opening  width: 

be  at  the  center  of  clear 

•  Cover  Profile  and  Clips 

111-7/8“  0842) 

opening. 

•  2  X  Set  Roller  Carriers 

•  Max  track  length: 

•  MUTO  MTO  complete  set 

.  2xUnitXL120SC 

157“  (4000) 

prices  shown  ore  priced  for 

.  2  X  Unit  XL  120  DM 

up  to  157*  (4  m)  length- 

•  Set  Endcaps 

•  Stock  157“  (4  m)  extrusion 

•  Cover  Brush 

lengths  include  damp  mar1<s 

•  Roor  Guides 

on  mounting  surfoce  within 

•  Glass  Mount  Profile 

approximately  1/2"-1-^4" 

•  Set  Glass  Mount  Endcaps 

03-44)  from  each  end, 

•  Gloss  Mount  Gasket 

which  may  need  to  be  cut  in 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 

IAF-18-(3^4-A-000583 
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dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  Complete 

e 

(D 

@ 

Ceiling  (CE-S)  Surface  Mount 

O  836.627  Set  Celling  (CE-S)  4,688  5,157  6,094 

i- 

5 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  stort/stop) 

320 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

836.820 

Ft. 

XL  150/120/30  Di  up  Cuiln  Oul  il  mu  but  Pr^jfilu  (llrul.  ua  Li  Udiui  i  ui  lU  fu^Lur  lut  d), 
up  to  19‘6"  (6  m)  length 

21 

23 

26 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  da/s. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

Ceiling  Surfara  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtXL120SC 

.  2xUnttXL120DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Technioil  Details 
Glass  thickness: 
5/16“-l/2" (8-13) 

Max  door  panel  weight/ 
double  door: 

2  X  264  lb  (120  kg) 

Max  door  panel  height: 
118" (3000) 

Min  door  panel  width; 
33-1/2"  (850) 

Max  door  panel  width  ea: 
57" (1448) 

Min  dear  opening  width: 
64-13A6"  (1646) 

Max  clear  opening  width: 
111-7/8"  a842) 

Max  track  length: 

157" (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  Self-closing  units  have 
DORMOTION  feature  onl/ 

In  the  closing  c/de. 

•  For  door  sizes  required  to 
exceed  published  nrKDdnrHjm, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
ponel  sizes  over  38"  (965) 
require  two  trocks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTOcomf^ete  set 
prices  shewn  are  priced  for 
up  to  157*  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clamp  marks 
on  mounting  surface  wrtNn 
apprcpcimatet/  V2"-1-3/4" 
(13-44)  from  eoch  end, 
which  mo/  need  to  be  cut  In 
the  field. 


\/ipr 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  80  DORMOTION  (DM) 


One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Surface  Mount 

standard  Special  Finishes  i 

Finishes  $  Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

o 

(D 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

II  * 

- n 

MTO 

236.583 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 

1,939 

2,133 

2,521 

Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


2 


236,585 


236.531 


Set 


Ft. 


Ceiling  (CE-S)  2,114  2,325 

1  «  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units  173  137 

exceeding  154”  (3912) 


2,748 

223 


Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


Set  Ceiling  (CE-S) 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  154"  (3912) 


3,102 


173 


3,412 


187 


4,033 

223 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  9'6“  (6  m)  length 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes XLTrock/COV/U-Chon/Sidelite  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Ceiling 

Surface 

Mount 


Single  Door  (IP)  Kit  shown 


O  Standard  or  Non-Standard  Fabricated;  lead  tinr>e  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Spedal  Order;  lead  tinrve  up  to  5  weeks. 

Technical  Details 


^  A 


Singift  Sidsirtfi  Csiling 
Surface  Mount  (CE-S) 
Complete  Set 

Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Trock  Profile  (Ceiling) 

■  Track  Profile  (Ceilir>g) 

•  Trock  Mounting 

•  Track  Mounting 

Hardware 

Hardware 

•  Cover  Profile  and  Clips 

•  Clover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Roller  Carriers' 

.  UnitXLSODM 

.  Unit  XL  80  DM' 

•  Set  Endcaps 

•  Set  Enckxips 

•  Cover  Brush 

•  Cover  Brush 

•  Poor  Guide 

•  Floor  Guide' 

•  Sidelite  Profile  and 

•  Sidelite  Profile  arxl 

Gasket 

Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  Rller  Profile 

•  Set  Sidelite  Er>dcaps 

•  Sidelite  View  Profile 

•  U-Chanr>el  (ind  Gosket 

•  Set  Sidelite  Endcaps 

&  Endcap) 

•  U-Chonnel  (Ind  Gasket 

•  Sidekte  Extrusion 

&  Endcap) 

Mounting  Hardware 

•  Sidelite  Extrusion 

Mountirvg  Hardware 

FRICAN 

o 

MLTTO  Sliding  Systems  Price  List  #27 


*Two  (2)  each  for  two 
panels  (2P) 


•  Glass  thickness! 

5/16M/2-  (8-13) 

•  M®(  door  panel  weight: 

176  lb  (80  kg) 

•  Mck  door  panel  height:  118" 
(3000) 

•  Mcd(  door  panel  width: 

57"  0448) 

•  Min  door  panel  width:  31-7/8" 
(810) 

•  Mck  trock  length: 

157"  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 
29-1/2"  (750) 

•  Mcp(  clear  opening  width: 
54-5/8"  (1388) 

Two  Door  Panels 

•  Min  clear  opening  width: 
61-5/8”  0566)  IAF-18 

•  Mck  clear  op>ening  width: 
1TI-7/8"  (2842) 


NOTES 

•  MaxinrHjm  door  ponel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
par>el  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTO  cx)mpiete  set 
prices  shewn  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock157"(4m)0(trusion 
lengths  ir>dude  clomp  mari<s 
on  mounting  surfoce  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end 

-022/4ttAtQ(£)O&8Sd  be  cut  in 
the  field. 
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MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 


-  Ceiling,  Recessed  Mount 

standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.#  U/M 

Description 

ISO 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount 

©* 

(D* 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

236.582  Set  Ceiling  (CE-R)  2,133  2,346  2,773 

O  lx  Panel  (IP) 

t  1  X  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 

‘  I  I-  ^  236.584  Set  Ceiling  (CE-R)  2,325  2,558  3,023 

1  X  Panel  (IP) 

[  ^  2  X  Eixed  Panel  (2FP) 

^  5 

236.533  Ft.  Required  ADD  for  units  173  137  223 

I  I_ exceeding  157”  (4  m) 

Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 

I  I  I  236.586  iet  Ceiling  (CE-R)  3,412  3,753  4,436 

2  X  Panel  (2P) 

II  P  2  X  Fixed  Panel  (2FP) 


236.533  Ft  Required  ADD  for  units  ^73  137  223 

exceeding  157”  (4  m) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes XLTrock/COV/U-Chan/Sidelite  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Coiling 

Rocossed 

Mount 


See  Ceiling 

Recessed 

(CE-R) 

Applications 

page  for  more 

application 

examples. 


Singlo  Door  (IP)  Krt  shown 


Single  Sidolite  Ceiling 
Recessed  Mount  (CE>R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnrtXLBODM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelrte  Profile  and 
Gasket 

•  Sidelrte  Filler  Profile 

•  Set  Sidelrte  ErxJcaps 

•  U-Chanrwl  (Irvd  Gasket 
&  Endcap) 

•  Sidelrte  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separately. 


Double  Sidelite  Ceiling 
Rscessod  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mountirrg 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers* 

•  UnitXLSODNP 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide* 

•  Sidelite  Profile  and 
Gosket 

•  Sidelrte  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (Incl  Gasket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hordware 

•  Recessed  Cover  Clip 

•  Recessed  Storc/Stop 
plate 

•  Recessed  Hex  Bits 

‘Two  (2)  eochfortwo 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 

5/16- -1/2"  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118-  (3000) 

•  Max  door  panel  width: 
57-  0448) 

•  Min  door  parcel  width: 
31-7/8-  (810) 

•  Max  track  length: 

157-  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 
29-1/2-  (750) 

•  Max  clear  opening  width: 
54-S/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 
61-5/8-  0566) 

•  Max  clear  opening  width: 


•See  previous  page  for 
lead  times. 

NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  poges  3  8c  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contoct  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (96^ 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  lengtK 

•  Stod<157"  (4  m)  extrusion 
lengths  Include  damp  morks 
on  mounting  surface.  Marks 


111-7/8-  (2842) 

installed. 
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MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


standard 
Finishes  $ 


Speciai  Finishes  $ 
Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Wall  (W)  Mount 

836.502 

Set 

Wall  (W) 

1,5040 

1,654 

STK 

STK  Track  Length: 
113-3/8”  (2880) 

1  X  Panel  (IP) 

O 

836.520 

Set 

Wall  (W) 

1  X  Panel  (IP) 

1,579© 

1,737® 

2.053 

• 

- 

Glass  (G)  Mount 


O  836.524 
2 


Set  Glass  (G) 

1  X  Panel  (IP) 


1,816® 


1,997® 


2,361 


o 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte), 

45°  mtter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

®  Non-fabiicoted  item;  ships  in  one  business  day  (24  hours). 

A  Standard  or  Non-Standard  Fabricated;  ieod  time  up  to  3  days. 

Wall 

Mount 


(D  Custom  Fabricated  items  ship  in  up  to  5  business  da/s. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roler  Carriers 
.  Unit  XL  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roler  Carriers 
.  Unit  XL  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/T6"-1/2"  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width; 
57"  (1448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

«  Min  cleor  openir>g  width: 
29-1/2"  (750) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  oil  be  combined  in 
one  appliccrtbn.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

-  MUTO  MTO  comptete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  marks 
on  mounting  surfoce  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end, 
which  may  need  to  be  cut  in 
the  held. 


AMERICAN 

o 
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MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


standard 
Finishes  $ 


Speciai  Finishes  $ 
Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (1P)  with  DM  Complete 

@ 

Ceiling  (CE-S)  Surface  Mount 

836.505 

STK  Track  Length: 
113-3/8"  (2880) 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1,504® 

836.522 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1,579© 

1,737® 

2,053 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  change  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  (f  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

®  Non-fabricated  item;  ships  In  one  business  day  (24  hours), 
o  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  FabrkMted/Finish  or  Special  Order,  lead  time  up  to  5  weete. 


Ceiling  Surfaco  Mount 


Single  Panol  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Prof  lie  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnitXLQODM 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  (kiide 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  clear  opening  width: 
29-1/2"  (750) 

•  Max  dear  opening  width: 
5V5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In  one 
application.  See  dtsdaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  ©arusion 
lengths  ir>dude  clamp  marks 
on  mounting  surface  wftNn 
apprcKimately  V2"-1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  in  the 
field. 


iHAi 

E° 

November  10, 2017 


o 

IAF-18-0224-A-000588 


34' 


MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 
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MUTO  Premium  XL  80  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 

Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model 

Ref.# 

U/M  Description  150  113  199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

(so) 

Wall  (W)  Mount 

836.526 

Set  Wall  (W)  3,0000  3,300®  3,900 

2  X  Panel  (2P) 

Glass  (G)  Mount 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Mtter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $x  2 

61 

O  Starxlard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtXL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gloss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxi  CKps 

•  2  X  Set  Roller  Carriers 
.  2xUnftXL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Erxicaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/'l6"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X  176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  cleor  openirtg  width: 
61-5/8"  0566) 

•  Max  clear  opening  width: 
T11-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  oil  be  combined  in 
one  applicatbn.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  c»nter  of  clear 
opening. 

•  MUTO  MTO  complete  set 
pnces  shown  are  priced  for 
upi»157“  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  nrtorks 
on  mounting  surfoce  within 
approximately  1/2  "-1  -3/4" 
(13-44)  from  each  end, 
which  may  need  to  be  cut  in 
the  held. 
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MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 

Two  Sliding  Panels 


-  Ceiling,  Surface  Mount 

Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

©  ® 

® 

Ceiling  (CE-S)  Surface  Mount 

O 


2 

2 


836.528 


Set 


Ceiling  (CE-S) 
2  X  Panel  (2P) 


3,000 


3,300 


3,900 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte), 

45°  miter  Joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surfara  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Prof  lie  (Celling) 

•  Trock  Mounting  Hardwore 
Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtXL80DM 

•  Set  Endoaps 

•  Ccver  Brush 

•  Floor  Guides 


Technical  Details 

•  Glass  thlckr>ess! 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2x176  lb  (80  kg) 

•  Max  door  panel  height! 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  clear  opening  width: 
61-5/8"  0566) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdalmer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  trocks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  pn(»d  for 
up  to  157"  (4  m)  ler>gth. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clomp  marks 
on  mountir>g  surface  wftNn 
apprcKimately  V2"-1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  In  the 
field. 


iCAi 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakabais^ 


O 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  or  Four  Sli<ding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

©* 

(D* 

1 — 1— i 

836.704 

Set 

Set  5  (GLS),  Set  29  (WD) 

4,004 

4,279 

5,042 

1 

o 

1- 

836.728  (WD) 

Ceiling  (CE-S) 

2  X  Panels  (2P) 

1  X  Fixed  Panel  (IFP) 

Left  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 

Ft. 

259 

259 

296 

Two  Sliding  Paneis  (2P)  with  One  Fixed  Panel  (IFP)  Right  Hand  Opening  Complete 


836.706 

836.730  (WD) 


Set 


O 

K 

2 


Ft. 


Set  8  (GLS),  Set  32  (WD) 
Ceiling  (CE-S) 

2  X  Panels  (2P) 

1  X  Fixed  Panel  (IFP) 

Right  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


4,004 


4,279 


S,042 


259 


259 


296 


Ref.  #  U/M  Accessory  Option 


'  See  next  page  for  lead  times 


List  $ 


WD 


Set  Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  In  lieu  of  glass  door  panels. 


NC 


836.786  Ea.  DM  -  Optional  DORMOTION  unit 


468 


Miter  Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite),  61 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 


150 


113 


199/399 


236.7XX  Ln.  Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 


1,977 


2,180 


2,198 


236,7xx  Ft-  Avail.  2018  —  Fixed  panel  sidelite  kitfor  usewith  PremiumXL80  TEL  (by  foot) 


199 


215 


255 


o 


Two  Pan«l  Sidelite  Ceiling 
Surface  Mount  (CE>S) 
Complete  Set 

•  Trock  8t  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 
.  TEL  Coble  Set 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Floor  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hordwore 

•  Sidekte  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chanr>el  (ind  (xisket  and 
Endcap) 

•  Quick  Door  Carrier 

•  Sidelite  Center  Cover 

•  (iuick  Door  Carrier  Cover 


MUTO  Sliding  Systems  Price  List  #27 


Bi-Parting  Four  Panel 
Sidelite  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  2  Tracks  &  Mounting  Hardware 

•  2  Front  Covers  and  Clips 

•  2  Sets  Roller  Carrleis 
.  2TELCableSet 

.  2  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  2  Moving  &  Set  Floor  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Rller  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gosket  and 
Endcap) 

•  2  Quick  Door  Carriers 

•  2  Sidelite  Center  Cover 

•  2  Quick  Door  Carrier 

•  CoverTrock  Profile  (Ceiling) 


Technical  Details 

•  Glass  thickness: 

5/16"-V2"  (8-13.5) 

•  Max  door  panel  weight  each: 

2  PNL  =  2x176  lb  (80  kg) 
4PNL=4x176lb(80  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  each: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  gloss  or 
wood  each: 

Fast  door: 

47-1/4"  (1200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  44-11/16"  0135) 

•  Max  track  length:  118 "  (3000) 


•  For  Min/Max.  clear  openingwidths 
with  and  without  handles,  see 
technical  brochure  panel 

sizing  chart. 

NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  in  or>e  application. 

See  disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  ecceed 
published  madmum,  contoct 
dormakaba  Technical  Service  at 
800-523-8483. 

•  Bi-parting  XL  80  TEL  pairs,  (4-paneD 
will  require  2  tracks  and  covers  with 
a  joint  at  center  of  clear  opening. 

•  MUTO  MTO  complete  set  prices 

I AF  '5ilSvlQ22^AdQ£)0^31i8" 

(3  m)  lengtK 

November  10,  2017  37 


pgi^jc  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 
-  Wall  Mount 

Standard 
Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

O 

Model  Ref.  #  U/M  Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  on  Wall  (W)  Mount 

©  (D 

o 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  Complete 


836.701  Set 

836.725  (WD) 

O 

I- 


Set  1  (GLS),  Set  25  (WD) 
Wall  (W) 

2  X  Panels  (2P) 

Left  Hand  Opening 


Required  ADD  perfect  for 
Ft.  track  exceeding  118”  (3  m) 


Two  Sliding  Panels  (2P)  Right  Hand  Opening  Complete 


836.702 

836.726  (WD) 


Set  Set  2  (GLS),  Set  26  (WD) 
Wall  (W) 

2  X  Panels  (2P) 

Right  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


3,484  3,697 


259  259 


3,484  3,697 


259  259 


4,304 


296 


4,304 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

e  Stondard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Two  Panel  Wall  Mount  (W) 
Complete  Set 

•  Trock  &  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

•  TELCableSet 

.  TELDMKft(OptionaO 

•  Set  Endcaps 

•  Cever  Brush 

•  Moving  8t  Set  RoorGuide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 


•  Set  Sidelite  Endcaps 

•  U-Channel  (ir>d  Gasket  and 
Endcop) 

•  Quick  Door  Carrier 

•  Sidelite  Center  Cover 

•  Quick  Door  Carrier  Cover 


O 

'  November  10, 2017 


Technical  Details 

•  Glass  thickness: 

5/16*-1/2"  (8-13.5) 

•  Max  door  panel  weight  each.: 
2  PNL=  2x176  lb  (80  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  eoch.: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  gloss 
orwood  eoch: 

Fast  door 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  hondle 
Slow  door  44-11/16"  0135) 

•  Max  track  length:  118"  (3000) 

•  For  Min/Mox.  dear  opening 
widths  with  &  without 
har>dles;  see  technical 
brochure  panel  sizing  chart. 


NOTES 

•  MaxinrKjm  door  pKinel  size 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, - 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  118"  (3  m)  length. 


IAF-18-0224-A-000592 


MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 
-  Wall  Mount,  90°  Jannb 


Standard 

Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Wall  (W)  Mount 

o 

(D 

- 1 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  into  90°  Complete 

836.737 

Set 

1  1  (m  «;)  1  (WH) 

3,484 

3,697 

4,304 

Wall  (W) 

836.792  (WD) 

2  X  Panels  (2P) 

o 

1- 

Left  Hand  Opening 

5 

90°  Jamb 

Ft. 

Required  ADD  per  foot  for 

■ _ f 

track  exceeding  118”  (3  m) 

259 

259 

296 

Two  Sliding  Panels  (2P)  Right  Hand  Opening  into  90^  Complete 


836.738 

836.793  (WD) 

Set 

Set  2.1  (GLS),  Set  26.1  (WD) 
Wall  (W) 

2  X  Panels  (2P) 

Right  Hand  Opening 

3,484 

3,697 

4,304 

rf 

. 

1“ 

Ft. 

90°  Jamb 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 

259 

259 

296 

Ref.# 

U/M 

Accessory  Option 

List  S 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 

1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot) 

199 

215 

255 

Two  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  RoRer  Carriers 

•  TEL  Cable  Set 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Root  Guide 

•  Sidellte  Profile,  Gastet,  and 
Hardware 

•  Sideltte  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gasket  and 
Endcap) 

•  Quick  Door  Carrier 

•  Sideirte  Center  Cover 

•  Quick  Door  Carrier  Cover 


Price  List  #27 


Technical  Details 

•  Glass  thickness: 

5/16--1/2"  (8-13.5) 

•  Max  door  panel  weight  each: 
2PNL  =  2x176lb(80  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  each.: 
31-3/32“  (790)  w  DM 
23-5/8"  (600)wo  DM 

•  Max  door  panel  width  gloss  or 
wood  each: 

Fast  door: 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  hondle 
Slow  door  44-71/16"  0135) 

•  Max  trock  length:  T18"  (30(X)) 

•  For  Min/Mox.  dear 
openingwidthswfth  and 
without  handles;  see  technical 
brochure  panel  sizing  chart 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  doys. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Spedal  Fabrlcated/Finish  or  Special  Orden  lead  time  up  to  5  weeks. 

NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdoimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakabo  Technkxil 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  118"  (3m  )  length. 


IAF-18-0224-A-000593 


November  10,  2017 


39 


pQi^jc  MANET  ulls&  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  andles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels  with  Two  Fixed  Panels  (Sidelites) 
-  Glass  Mount 


standard  Special  Finishes  $ 

Finishes  S  Anodized/Powder  Coat 


Model  Ref.  #  U/M 

Description 

150 

113 

199/399 

Two  Fixed  Panels  (FP)  Mount  on  Gloss  (G)  Mount 

€> 

® 

□====□ 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Left  Hand  Opening  Complete 


836.707 

836.731  (WD) 


Set  SetlO(GLS),  Set34(WD)  4,042  4,304 

Glass  (G) 

2  X  Panels  (2P) 

2  X  Fixed  Panels  (2FP) 

Left  Hand  Opening 

Ft.  Required  ADD  per  foot  for  259  259 

track  exceeding  118”  (3  m) 


5,026 


296 


□====□ 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Right  Hand  Opening  Complete 


Set  SetlKGLS),  Set35(WD)  4,042  4,304 

Glass  (G) 

2  X  Panels  (2P) 

2  X  Fixed  Panels  (2FP) 

Right  Hand  Opening 

Required  ADD  per  foot  for  259  259 

track  exceeding  118"  (3  m) 


5,026 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equois  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  jaining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

Two  Panel  Gloss  (G)  Mount 
Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

•  TEL  Cable  Set 

•  TEL  DM  Kit  (OptioiKil) 


Set  Endcaps 
Ccver  Brush 

Moving  &  Set  Floor  Guide 
Sidelite  Profile,  Gasket  and 
Hardware 
Sidelite  Filler  Profile 
Set  Sidelte  Endcaps 
U-Chonnel  (ind  Gasket  and 
Endcap) 

Quick  Door  Carrier 
Sidelite  Center  Cover 
Quick  Door  Carrier  Ccver 
Glass  Mount  Profile, 
Hardware,  and  gaskets 


November  10, 2017 


e  Standard  or  Non-Stondard  Fabricated;  lead  time  up  to  3  days. 
Technical  Details  (D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

•  Glass  thickness:  ®  Special  Fabricoted/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

5/16--V2"  (8-13.5) 


•  Max  door  panel  weight  Ea.: 
2PNL  =  2x176lb(80kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  Ea.: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  gloss  or 
wood  each: 

Fast  door 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  44-11/16“  0135) 

•  Max  track  length:  118 "  (3000) 

•  For  Min/Mox.  clear  opening 
widths  with  and  without 
handles;  see  technical 
brochure  pane  sizir>g  chart. 


NOTES 

•  McKimum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  poges  3  &  5. 

•  For  door  sizes  required  to 
0(ceed  published  maximum, 
cantoct  dorrrtakaba  Technical 
Service  at  800-523-8483. 

•  MUTOMTOcompleteset 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 


IAF-18-0224-A-000594 


MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  80  Telescopic  (TEL) 


Two  Sliding  Panels 


-  Ceiling,  Surface  Mount 

Standard 
Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model  Ref.  # 

U/M  Description 

150  113 

199/399 

Two  Sliding  Panels  (2P}  on  Ceiling  (CE-S)  Surface  Mount 


©  (D  ® 


Two  Sliding  Panels  (2P)  Left  Hand  Opening  Complete 


836.703  Set 

836.727  (WD) 

O 

i- 

Ft. 


Set  4  (GLS),  Set  28  (WD) 
Celling  (CE-S) 

2  X  Panels  (2P) 

Left  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


3,484  3,697 


259  259 


4,304 


296 


Two  Sliding  Panels  (2P)  Right  Hand  Opening  Complete 


Set 


Ft. 


Set  7  (GLS),  Set  31  (WD) 
Celling  (CE-S) 

2  X  Panels  (2P) 

Right  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


3,484  3,697 


259  259 


4,304 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  gloss  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

Two  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriets 

•  TEL  Cable  Set 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcops 

•  Cover  Brush 

•  Moving  &  Set  Poor  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gasket  and 
Endcop) 

•  Quick  Door  Corner 

•  Sidelite  Center  Cover 

•  Quick  Door  Carrier  Cover 


AMERICAN 


MUTO 


OQ 

Sliding  $ 


Sy^stems  Price  List  #27 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  da/s. 

®  Special  Fobricated/Finish  or  Special  Order;  leod  time  up  to  5  weeks. 


Technical  Details 

•  Glass  thickness: 

5/16M/2-  (8-13.5) 

•  Mac  door  panel  weight  Ea.: 
2PNL=2x176lb(80  kg) 

•  Mck  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  Ea.: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Mac  door  panel  width  glass  or 
wood  each: 

Fast  door 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  hondle 
Slow  door  44-11/16"  0135) 

•  Mck  trock  length:  118"  0(XX)) 

•  For  Min/Mox  dear  opening 
widths  with  and  without 
handles,  see  technical 
brochure  panel  sizing  chart. 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 


IAF-18-0224-A-000595 


November  10,  2017 


41 


pQi^jc  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount,  90°  Jannb 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coot 


Model 

Ref.  #  U/M  Description  ISO 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Ceiling  (CE-S)  Surface  Mount  Q 

(D 

1 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  into  90°  Jamb  Complete 

Set  A.l  (GLS),  Set  28.1  (WD)  3,484  3,697  4,304 

Celling  (CE-S) 

2  X  Panels  (2P) 

Left  Hand  Opening 
90  °  Jamb 

Required  ADD  per  foot  for  259  259  296 

track  exceeding  118“  (3  m) 


Two  Sliding  Panels  (2P)  Right  Hand  Opening  into  90°  Jamb  Complete 


836.740 

836.795  (WD) 


Set  Set  7.1  (GLS),  Set  31.1  (WD) 
Ceiling  (CE-S) 

2  X  Panels  (2P) 

Right  Hand  Opening 
90  °  Jamb 

Ft.  Required  ADD  per  foot  for 

track  exceeding  118“  (3  m) 


3,484 


259 


3,697 


259 


4,304 


296 


Ref.# 

U/M 

Accessory  Option 

List  S 

WD 

Set 

Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  In  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

JL 

merIc® 

)  E°  T 

November  10, 2017 


Two  Panel  Coiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

•  TEL  Cable  Set 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Floor  Guide 

•  Sidelite  Profile,  Gosket,  and 
Hardware 

•  Sidelite  Filter  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (irx:l  Gosket  and 
Endcap) 

•  Ghjick  Door  Carrier 

•  Sidelite  Center  Cover 

•  (^ick  Door  Carrier  Cover 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Speciot  Order;  lead  time  up  to  5  weeks. 


Technical  Details 

•  Glass  thickness 
5/16'‘-1/2"  (8-13.5) 

•  Max  door  panel  weight  Ea.r 
2  PNL=  2x176  lb  (80  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  eoch: 
31-^32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  glass  or 
wood  eoch: 

Fdst  door 

47-1/4"  (1200)  w/o  handle 
49-13/16"  0265)  w  handle 

•  Slow  door:  44^11/16"  0135) 

•  Max  track  length:  118"  (3000) 

•  For  Min./Max.  ctear  opening 
widths  with  and  without 
handles;  see  technical 
brochure  panel  sizing  chart. 


NOTES 

•  Maximum  door  panel  sizes 
canf>ot  all  be  combined  in  one 
appikxition.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  ore  priced  for  up 
to  118"  (3  m)  length. 


IAF-18-0224-A-000596 


MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Four  Sliding  Panels 
-  Wall  Mount 


standard 
Finishes  $ 


Speciai  Finishes  S 
Anodized/Powder 
Coat 


&  I  8 

M  g  3 

O  (j  < 


Model 


Ref.# 


U/M  Description 


150 


113 


199/399 


Four  Siiding  Poneis  (4P) 


l.l§ 

IL  M  9 
^  Q  O. 
gcS 


□ 


□ 


Four  Sliding  Paneis  (4P)  Wali  (W)  Mount  Compiete 


O 

h- 

s 


836.709 


836.733  (WD) 


Set  Set  3  (GLS),  Set  27  (WD) 
Wall  (W) 

4  X  Panels  (4P) 


Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


6,967 


7,394 


8,607 


259 


259 


296 


□= 


“IZZi  Four  Sliding  Panels  (4P)  with  Two  Fixed  Panels  (4FP)  Glass  (G)  Mount  Complete 


836.712 

836.736  (WD) 


O 

I- 

5 


Set  Set  12  (GLS),  Set  36  (WD) 
Glass  (G) 

4  X  Panels  (4P) 

2  X  Fixed  Panels  (2FP) 

Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


8,083 


259 


8,607 


259 


10,053 


296 


o 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels 

NC 

836.786 

Eo. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 

1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot) 

199 

215 

255 

Bi-Parting  Four  Panel  Wall  Mount  (W)  Complete  Set  Technical  Details 

♦See  next  page  for  lead  times. 

i  I 


[rl] 


•  Track  8t  Mounting 
Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

■  TEL  Cable  Set 

■  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brt«h 

•  Moving  &  Set  Roor 
Guide 

•  Sidellte  Profile,  Gasket, 

Bh Parting  Four  Panel  Glass  (G)  Mount  Complete  Set 


and  Hardware 
Sideirte  Filler  Profile 
Set  Sideirte  Endcaps 
U-Channel  (ind  Gasket 
and  Endcap) 

Quick  Door  Carrier 
Sidelite  Center  Cover 
Quick  Door  Carrier 
Cover 


J 


MUTO  Sliding  Systems  Price  List  #27 


2  Trocks  &  Mounting 
Hardware 

2  Front  Covers  ond  Clips 
2  Sets  Roller  Carriers 
2  TEL  Coble  Set 
2 TEL  DM  Kft  (Optional) 
Set  Endcaps 
Cover  Brush 
2  Moving  &  Set  Poor 
Guide 

Sidelite  Profile,  Gasket 
and  Hardware 


Sidelite  Rller  Profile 
Set  Sidelite  Endcaps 
U-Channel  (inci  Gasket 
and  Endcap) 

2  Quick  Door  Carriers 
2  Sideirte  Center  Cover 
2  Quick  Door  Carrier 
Cover 

Gloss  Mount  Profile, 
Hardware,  and  Gaskets 


Glass  thickness: 

5/'l6“-1/2-  (8-13.5) 

Max  door  panel  weight 
each: 

4PNL  =  4x176lbC80  kg) 

Max  door  panel  height: 

118"  (3000) 

Min  door  panel  width  each: 

31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 
Max  door  panel  width  gkss 
or  wood  eoch: 

Fast  door: 

47-1/4"  0200)  w/o  handle 
49-13/16“  0265)  w  handle 
Slow  door:  44^11/16"  0135) 

Mox  track  length: 

118"  (3000) 

For  Min/Mox.  clear  opening 
widths  with  ond  without 
handles;  see  technical 

brochure  panel  sizih^Ehal8-0224-A-000597 

November  10,  2017 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published 
maximunrv  contact 
dormakaba  Technical 
Service  at  800-523-8483. 

•  Bi-parting  XL80  TEL  pairs, 
(4- panel)  will  require  2 
trocks  and  covers  with  a 
joint  at  center  of  cleor 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  118"  (3  m)  length. 
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dormakaba^ 


MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Four  Sli(ding  Panels 
-  Ceiling,  Surface  Mount 

standard  Special  Finishes  S 

Finishes  $  Anodized/Powder  Coat 

Modei  Ref. «  U/M  Description  ISO  113  199/399 

Four  Siiding  Paneis  (4P)  O  (D  ® 


Four  Siiding  Paneis  (4P}  Ceiling  (CE-S)  Surface  Mount  Complete 

836.710  Set  Set  6  (GLS),  Set  30  (WD) 

Ceiling  (CE-S) 

836.734  (WD)  4  x  Panels  (4P) 

5 

Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


6,967 


259 


7,394 


259 


8,607 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  forvi/ood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Eo. 

DM  —  Optional  CXDRMOTION  unit 

468 

Miter 

Ft, 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  mtter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL80  TEL  (full  length)  1,977 

2,180 

2,198 

236, 7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

O  Standard  or  Non-Standard  Fabricated;  leod  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Speckil  Fabrlcoted/Finish  or  Special  Order;  leod  time  up  tx>  5  weeks. 


Bi-Parting  Four  Panel  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  2  Tracks  8c  Mounting 
Hardware 

•  2  Front  Covers  and  Clips 

•  2  Sets  Roller  Carriers 
■  2  TEL  Cable  Set 

-  2  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  2  Moving  8i  Set  Fkx>r  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (incl  Gostet  and 
Endcap) 

•  2  Quick  Door  Carriers 

•  2  Sidelite  Center  Cover 

•  2  Quick  Door  Corrier 

•  CoverTrack  Profile  (Ceiling) 


Technical  Details 

•  Glass  thickness: 

5/16--1/2"  (8-13.5) 

•  Max  door  panel  weight  each: 
4PNL=4x176lb(80kg) 

•  Max  door  panel  height: 
T18"(3000) 

•  Min  door  panel  width  each: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  glass  or 
wood  each: 

Fast  door 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door  44-11/16"  0135) 

•  Max  track  length:  T18 "  (3000) 

•  For  Min/Moc.  dear  opening, 
widths  with  and  without 
handles;  see  technical 
brochure  panel  sizing  chart 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdaimer 
note,  pages  3  8c  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  Bi-partir>gXL80TELpairs, 
(4-panel)  will  require  2  tracks 
and  covers  with  a  joint  at 
center  of  dear  opening. 

•  MUTO  MTO  complete  set 
prices  shewn  ore  priced  for  up 
to  118"  (3  m)  length. 


^^FRICAN 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 


One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Surface  Mount 

standard  Special  Finishes  $ 

Finishes  i  Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Celling  (CE-S)  Surface  Mount 

0 

® 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

236.389 

9 

2 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 

1,341 

1,475 

1,743 

Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


Set  Ceiling  (CE-S)  1,462  1,608  1,901 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 

Ft.  exceeding  154’  (3912)  159  172  204 


Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


Ceiling  (CE-S) 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 


Required  ADD  for  untts 
exceeding  154‘  (3912) 


2,146 


159 


2,361 


172 


2,790 


204 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

12 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.331 

Ft. 

Fixed  Panel  Kit  (Includes  LTrack/COV/U-Chan/Sidelite  Profile,  E-Caps,  Fasteners) 

159 

172 

204 

O  Standard  or  Nan-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  doys. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks 


Ceiling 

Surface 

Mount 


Single  Door  (IP)  Kit  shown 


AME^ICAi<^ 


Singifi  Sidelite  C«iling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hordware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcops 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelrte  Profile  and 
Gasket 

•  Sidelfte  Rller  Profile 

•  Set  Sidelite  Endcops 

•  U-Chonnel  (inci  Gosket/ 
Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Cover  Profile  ar>d  Clips 

•  Set  Roller  Carriers^ 

.  Unit  L  80  DM' 

•  Set  Endcops 

•  Cover  Brush 

•  Floor  Guide' 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcops 

•  U-Channel  (lr>d  Gasket/ 
Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

*Two  (2)  each  for  two 
panels  (2P) 


MUTO 


o 

Slidirtg  Systems  Price  List  #27 


Technical  Details 

•  Gloss  tNckness! 
5/16"-1/2"  (8-13) 

•  Max  door  parvel  weight 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  door  par^l  width: 

39"  (990) 

•  Mox  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  deer  opening  width: 
36-5/8"  (930) 

•  Max  dear  opening  width: 
61-V8"  0566) 

Two  Door  Panels 

•  Min  deor  opening  width: 


NOTES 

•  Maximum  door  panel  sizes 
carviot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormokaba  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  ever  38"  (965)  require 
two  tracks.  Joint  will  be  at  the 
center  of  clear  operting. 

•  MUTO  MTO  Complete  set 
prices  shown  are  priced  for  up 
to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  irKkide  damp  marks  on 
mounting  surfa<»  within 
approxi  motely  1/2  "-1  -3/4" 
(13-44)  from  each  end  wNch 


75-13/16"  (1926)  IAF-1  &TQ2i24iArfiQ(15t99e  field. 

Max  dear  opening  width: 

111-7/8"  (2842) 

November  10,  2017  45 


pgi^jc  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Comfort  L  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Wall  (W)  Mount 

836.326 

Set 

Wall  (W) 

991© 

1,090© 

4 

STK 

STK  Track 

Length: 

113-3/8"  (2880) 

1  X  Panel  (IP) 

MTO 

236.326 

Set 

Wall(W) 

1  X  Panel  (IP) 

1,041© 

1,145® 

1,353 

Glass  (G)  Mount 


Q  236.328  Set  Glass  (G)  1,197®  1,317®  1,556 

^  lx  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  iength)  (Inciudes  f  ioor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

©  Non- fabricated  item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(5)  Custom  Fabrkxited  items  ship  in  up  to  5  business  days. 

(»)  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Glass  Mount 


46  November  10, 2017 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Trock  Profile  (Wall) 

•  Trock  Mounting  Hardwore 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  ar>d  Clips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide 

•  Gloss  Mount  Profile 

•  Set  Gkss  Mount  Endcaps 

•  Gloss  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Gloss  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118-  (3000) 

•  Max  door  panel  width: 
57-  (1448) 

•  Min  door  panel  width: 

39"  (990) 

•  Min  clear  opening  width: 
36-5/8-  (930) 

•  Max  clear  opening  width: 
54-5/8-  0388) 

Make  to  Order  (MTO) 

•  Max  trock  length: 

157*  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  rwte,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set 
prices  shewn  are  priced  for 
up  to  157-  (4  m)  ler>gth. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clomp  marks 
on  mountir>g  surface  witNn 
approximotely  1/2--1-3/4- 
03-44)  from  eoch  end 
which  nnay  need  to  be  cut  In 
the  field. 


IAF-18-0224-A-000600 


MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.# 

U/M 

Description 

ISO  113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

® 

Ceiling  (CE-S)  Surface  Mount 

836.327 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

991® 

1,0900 

STK  Track 

Length: 

113-3/8"  (2880) 

O  236.327  Set  Ceiling  (CE-S)  1,041©  l,145<s»  1,353 

H  1  V  PnnQl  n 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sideirte), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

®  Non-fabricoted  item;  ships  in  one  business  day  (24  hours). 

^  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

@  Custom  Fabricated  items  ship  in  up  to  S  business  days. 

®  Special  Fabricated/Finish  or  Speckit  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Qips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Fk)or  Guide 


Technical  Details 

•  Glass  thickness: 
5/16'‘-1/2“  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39-  (990) 

•  Min  dear  opening  width: 
36-5/8"  (930) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  In  one  application. 
See  disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contact 
dormakabaTechnicol  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length. 

•  Stock  157"  (4  m)  extrusion  lengths 
indude  clamp  nxirks  on  mounting 
surface  within  approximately 
V2"-V3/4"  03-44)  from  each  end 
which  rrxjy  need  to  be  cut  in  the 
field. 


O 
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o  ^ 
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pgi^jc  MANET  Pulls&  Locksets  Closers&  ...jdersSt  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 
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MUTO  Sliding  Systems 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Comfort  L  80  DORMOTION  (DM) 


Two  Sliding  Panels 


-  Wall  and  Glass  Mounts 

Standard 

Finishes  i 

Special  Finishes  $ 
Anodized/Powder  Coot 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

Wall  (W>  Mount 

836.329 

5 

Set 

Wall  (W) 

1,978© 

2,176® 

2,571 

1 

1 

2  X  Panel  (2P) 

Glass  (G)  Mount 


O  836.331 

F 

5 


Set 


Glass  (G) 

2  X  Panel  (2P) 


2,275® 


2,503® 


2,957 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mountirig  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  (Orders 
.  2xUnitL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guides 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guides 

•  Gloss  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Gloss  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight/ 
double  door 
2x176to(80kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39"  (990) 

•  Min  clear  opening  width: 
75-13/16"  0926) 

•  Max  clear  opening  width: 
1T1-7/8"  (2842) 

•  Max  trock  length: 

157*  (4000) 


NOTES 

•  Mcscimum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exc»ed  published  maximum, 
contoct  dormokaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  Complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  lengtK 

•  Stock157"  (4  m)  extrusion 
lengths  include  damp  nr>arks 
on  mounting  surface  within 
approximately  1/2"-1-V4" 
03-44)  from  eoch  end  which 
may  need  to  be  cut  in  the 
field. 


k/ipD|P,A 

E° 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 

Two  Sliding  Panels 


-  Ceiling,  Surface  Mount 

Standard 

Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

0 

(D 

Ceiling  (CE-S)  Surface  Mount 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standord  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  upto  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 
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Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Technical  Details 

•  Glass  thickness: 
5/'l6"-V2"  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2x176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39-  (990) 

•  Min  clear  openir>g  width: 
75-13/16-  0926) 

•  Max  clear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sNders  with  door 
panel  sizes  over  37"  require 
two  tracks.  Joint  will  be  at 
the  center  of  clear  opening. 

•  MUTO  MTO  Complete  set 
prices  ^own  are  priced  1^ 
upto157-  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clamp  marks 
on  mounting  surface  within 
approximately  1/2--1-3/4" 
03-44)  from  each  end  which 
may  need  to  be  cut  in  the 
field. 
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^  ^  MUTO  Sliding  Systems  Price  List  #27 
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dormakaba^ 


MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


Standard 
Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model  Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

o 

(D 

Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 

236.388 

Set 

Ceiling  (CE-S) 

1,161 

1,277 

1,509 

O 

1  X  Panel  (IP) 

s 

1  X  Fixed  Panel  (IFP) 

Single  Sliding  Panel  (IP)  with  Two  Fixed  Panels  (2FP)  Complete 


. . . . 1 

236.392 

Set 

Ceiling  (CE-S) 

1,858 

2,044 

2,415 

1 

R 

236.331 

Ft. 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  154"  (3912) 

159 

172 

204 

Ref.# 

U/M 

Accessory  Option 

List  5 

836.357 

Set 

Comfort  L 80  Synchro  Acc.  Set  (Includes  Cable,  Pulley,  Endstops,  etc.  [Complete]) 

580 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  trock,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

236.331 

Ft. 

Fixed  Panel  Kit  (Includes  LTrock/COV/U-Chan/S(del(te  Profile,  E-Caps,  Fasteners) 

159 

172 

204 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 
®  Custom  Fabricated  items  ship  in  up  to  5  business  da/s. 


@  Specioi  Fabriccite<VFinish  or  Special  Order;  leodtime 
uptoSweeks. 


Cailing 

Surfora 

Mount 


Single  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Ccver  Profile  and  Clips 

•  Set  Roller  Carriere 

•  Set  Endcaps 


r 


Lii 


] 


Single  Door  (IP) 
Kit  shown 


Floor  Guide 
Cover  Brush 
Sidelite  Profile  and 
Gosket 

Sidelite  Filler  Profile 
Set  Sidekte  Endcaps 
U-Channel  (Irxd  Gasket 
&  ErxJcap) 

Sidelite  Barusion 
Mounting  Hardware 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers* 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide* 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filter  Profile 

•  Sidelite  View  Profiel 

•  Set  Sidelite  ErKicaps 

•  U-Channel  (inci  Ckisket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Gloss  thickr>ess: 
5/16"-1/2"  (8-13) 

•  Max  door  panel 
weight:  176  lb  (80  kg) 

•  Max  door  panel 
height:  118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
26"  (660) 

•  Max  trock  ler>gth:  157" 
(4000) 

One  Door  Panel 

•  Min  clear  opening 
width;  23-5/8"  (600) 

•  Max  dear  opening 
width:  54^5/8"  0388) 


NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  in  one  application. 
See  disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 

•  Pairsof  sliders  with  door  panel 
sizes  over  38"  (965)  require  two 
tracks.  Joint  will  be  at  the  center 
of  clear  opening. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length. 

•  Stock  157"  (4  m)  extrusion  lengths 
indude  damp  marks  on  mounting 
surface  within  appraximatel/ 


Two  Door  Panels 


1/2--V3/4"  0^44)  from  each  end 


•  Min  clear  op>ening  which  may  need  to  be  cut  in  the 

width! 49^13/16“  (1266)  IAF-1&ifi)224-A-000604 


•  Max  dear  opening 

width:  111-7/8"  (2842) 

MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  L  80 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


standard 
Finishes  S 


Special  Finishes  $ 
Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

Wall  (W)  Mount 


836.301 

Set 

Wall  (W) 

811© 

892® 

STK 

STK  Track  Length: 
118-1/8"  (3000) 

1  X  Panel  (IP) 

o 

1- 

2 

836.320 

Set 

Wall(W) 

1  X  Panel  (IP) 

852G 

937® 

1,108 

— ■ 

- ^ 

Glass  (G)  Mount 


836.322 


Set 


Glass  (G) 

1  X  Panel  (IP) 


997® 


1,097® 


1,296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

o 


Wall  Mount 


®  Non-fabricoted  item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Nor>- Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricoted/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


ilfi 


Glass  Mount 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxi  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gloss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/T6"-1/2"  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
T18"  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width; 
57"  0448) 

«  Min  cleor  openir>g  width: 
23-5/8"  (600) 

•  Max  clear  openlr^  width: 
54-5/8"  0388) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  or>e 
applicatioa  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
©(ceed  published  mcKimum, 
contoct  dormakaba  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  over  38"  (965)require  two 
trocks.  Joint  will  be  atthe 
center  of  dear  opening. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157" 
(4  m)  length. 

•  Stock157"  (4m)®(trusion 
lengths  Include  damp  marks  on 
mounting  surfo<»  within 
approximately  1/2"-1-y4" 
(13-44)  from  each  end  which 
may  need  to  be  cut  In  the  field. 


MUTO  SlldIriQ  Sy^stems  Price  List  #27 


IAF-18-0224-A-000605 


November  10,  2017 


51 


pgi^jc  MANET  Pulls  &  Locksets  ^lOsersSt  Headers  &  Offset  Patch  Fittings  DRS  Rails. 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 


One  Sliding  Panel 


-  Ceiling,  Surface  Mount 

Standard 
Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

® 

Ceiling  (CE-S)  Surface  Mount 


836.303  Set  Ceiiing  (CE-S)  811®  892© 

^  ,  ,  u  lx  Panel  (IP) 

(/)  STK  Track  Length: 

118-1/8  ■  (3000) 

236.321  Set  Ceiling  (CE-S)  852©  937®  1,108 

1-  lx  Panel  (IP) 

Ref.# 

U/M  Accessory  Option  List  $ 

936.261 

Set  Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide)  102 

Miter 

Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidellte),  61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

0  Non-fobricoted  item;  ships  in  one  business  da/  (24  hours), 
o  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fobticoted  items  ship  in  up  to  5  business  dcr/s. 

(S)  Special  Fabricated/Finish  or  Speciol  Order;  lead  time  up  to  5  weeks. 


Ceilina  Surfara  Mount 


lU' 

■ 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceilingl) 

•  Track  Mounting  Hardware 
Ccver  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  Guide 


Technical  Details 

•  Gloss  thickr>ess: 
5/16"-1/2-  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height 
118“  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  clear  opening  width: 
23-5/8"  (600) 

•  Max  dear  opening  width: 
54^5/8"  0388) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes  cannot  all 
be  combined  in  one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set  prkss 
shown  are  priced  for  up  to  157"  (4  m) 
length. 

•  Stock  157"  (4  m)  extrusion  lengths 
Indude  clamp  marks  on  mounting 
surface  within  approximately 
1/2"-V3/4"  03-44)  from  each  end 
which  may  need  to  be  cut  in  the  field 


iHAi 

E° 

53  November  10, 2017 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  L  80 


Two  Sliding  Panels 


-  Wall  and  Glass  Mounts 

Standard  Special  Finishes  $ 

Finishes  S  Anodized/Powder  Coat 

Model 

Ref.# 

U/M  Description  150  113  199/399 

Two  Sliding  Panels  (2P)  Complete 

Wall  (W)  Mount 

836.323 

Set  Wall  (W)  1,619©  1,781®  2,105 

2  X  Panel  (2P) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

836.357 

Set 

Comfart  L  80  Synchro  Acc.  Set  (Includes  Cable,  Pulley,  Endstops,  etc.  {Complete}) 

580 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standard  or  Norv Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricoted/Finish  or  Special  Order;  leod  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxi  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  ErKlcaps 

•  Cover  Brush 

•  Floor  Guides 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gloss) 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/T6"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2x176  lb  (80  kg) 

•  Max  door  panel  height: 
TI8"  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  deor  opening  width: 
49^13/16"  0266) 

•  Max  dear  openirig  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  rx)te,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dorrrxjkaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  Complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157 "  (4  m)  extrusion 
lengths  Include  damp  mari<s 
on  mounting  surface  within 
approximately  1/2"-1-3/4" 
(13-44)  f  ram  each  end  which 
may  need  to  be  cut  in  the 
field. 
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pgi^jc  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 

standard 
Finishes  S 


Model  Ref.# 

U/M 

Description 

150 

115 

199/399 

Two  Sliding  Panels  (2P)  Complete 

€> 

® 

Ceiling  (CE-S)  Surface  Mount 

836.324  Set  Ceiling  (CE-S)  1,619  1,781  2,105 

2  X  Panel  (2P) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.357 

Set 

Comfort  L  80  Synchro  Acc.  Set  (Includes  Coble,  Pulley,  Endstops,  etc.  {Complete}) 

580 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days 
®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order,  lead  time  up  to  S  weeks. 


o 

Special  Finishes  $ 
Anodized/Powder  Paint 


Calling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Track  Mountir^  Hardware 

•  Ccver  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
«  Set  Endcape 

•  Ccver  Brush 

•  Roor  Guides 


Technical  Details 

•  Gloss  thickr»ess! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2x176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  clear  opening  width: 
49-13/16"  0266) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  ler>gth: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In 
one  applicabon.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contoct  dofTTKikaba 
Technical  Service  at 
800-523-8483. 

•  Poirs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  Complete  set 
prices  shewn  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  iiKlude  clamp  marks 
on  mounting  surface  witNn 
opproxinKitely  1/2"-1-3/4" 
(13-44)  from  eoch  end  which 
nrxiy  need  to  be  cut  in  the 
field. 


Eo 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  M  50 


MUTO  Sliding  Systems 


dormakabais^ 


MUTO  Comfort  M  50 


One  Sliding  Panel 
-  Wall  and  Ceiling  Mounts 


standard 
Finishes  $ 


Model  Ref.  # 

U/M 

Description 

150 

113 

Single  Sliding  Panel  (IP)  Complete 

Wall  (W)  Mount 

836.106 

Set 

Wall  (W) 

495 

545 

in  Track  Length: 
113-3/8“  (2880) 


Ceiling  (CE-S)  Surface  Mount 


836.107 

Set 

Celling  (CE-S) 

495 

545 

Track  Length: 
113-3/8“  (2880) 

Ref.  #  U/M  Accessory  Option  List  $ 


836.153 

Set 

MUTO  Comfort  M  50  DM  Kit  (Set  includes  cushion  and  DM  stort/stops) 

200 

836.157 

Set 

Comfort  M  50  Wood  Door  Adaptor  Kit  (1.3  m  length) 

84 

Wall 

Mount 


Calling 

Surface 

Mount 


M 


Single  Panel  Wall  (W) 

Mount  Complete  Set 

•  Track  Profile  (WalQ 

•  Track  Mounting  Hardware 

•  Cover  Prof  ile  and  Clips 

•  Set  Roller  Carriers 

•  Set  End  Caps 

•  Cover  Brvsh 

.  •,  Root  Guide 

Ar/lfc 


Single  Panel  Ceiling  Surface  (CE-S) 
Mount  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  End  Caps 

•  Cover  Brvsh 

•  Poor  Guide 


O 

MUTO  Slidii^'  Systems  Price  List  #27 


0  N on-fabricated  item;  ships  in  one  business  day  (24  hours). 

®  Speciol  Fabricated/Finish  or  Special  Order;  leod  tirme  up  to  5  weeks. 


Technical  Detoils 

•  Gloss  thickness: 
5/16--3/8"  (8-10) 

•  Max  door  panel  weight 
110  lb  (50  kg) 

•  Max  door  panel  width: 

42"  0067) 

•  Max  door  panel  height 
84"  (2134) 

•  Max  dear  opening  width: 
39-5/8"  (1006) 

•  Max  track  length: 

113-3/8"  (2880) 

With  DM(DORMOTION) 

•  Min  door  panel  width: 
35-5/8"  (905) 

•  Min  clear  opening  width: 
33-1/4"  (845) 

Without  DM  (DORMOTION) 

•  Min  door  panel  width: 

26"  (660) 

•  Min  clear  opening  width: 
23-5/8"  (600) 


NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  in  one  application. 
See  disdaimer  note,  poge  3  and  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contoct 
dormakaba  Technical  Service  at 
800-523-8483. 
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pgi^j(.  MANET  Pulls  &  LocksQts  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dopmatoboi^nts 


MUTO  Sliding  Systems 


Section  Title 


Accessories  8c  Components 


standard  Special  Finishes  $ 

Finish  $  Powder  Coat 


Model 

Ref.# 

U/M  Description  150  399 

Roller  Accessory  Kit,  Complete 

836.550 

Set  Premium  XL  150/120/80  roller  carrier  kit  580  639 

(Use  with  or  without  DM,  Synchro  or  Self-Closing) 

Consists  of  2  roller  carriers,  2  endstops,  1  floor  guide 
and  2  hooks 

836.349 

Set  Comfort  L  80  roller  carrier  kit  485  534 

(Use  with  or  without  DM  or  Synchro) 

Consists  of  2  roller  carriers,  2  endstops,  1  floor 

836.150 

Set  Comfort  M  50  roller  carrier  kit  357  394 

(Use  with  or  without  DM) 

Consists  of  2  roller  carriers,  2  endstops,  1  floor  guide 
and  2  hooks 

Gasket  Sets 

List  $ 

836.451 

Set  Two  (2)  Premium  XL  150/120/80  DM/Synchro/  29 

Self-Closing  Gasket  Sets 

836.251 

Set  Two  (2)  Comfort  L  80  DM/Synchro  Casket  Sets  29 

836.151 

Set  Two  (2)  Comfort  M  50  DM  Gasket  Sets  29 

Fioor  Guide  150  399 


807.316  Ea.  MUTO  Glass  Door  Floor  Guide, 

adjustable  5/16"-17/32"  (8-13.5) 
(Used  for  all  finishes  for  MUTO). 


65 


124 


iCAi 


5^ 


o 

'  November  10, 2017 


NOTES 

1  In  the  Roller  Accessory  Kits,  the 
finish  cjesignotlon  only  applies  to 
the  Roor  Guide. 

2  Floor  Guide  for  113  finish  will  be 
supplied  as  150. 

O 
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MUTO  Sliding  Systems  Price  List  #27 


Section  Title 


MUTO  Sliding  Systems 


AccdoTPnakaboisM 


Accessories  &  Components 


Standard  Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coot 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Track  and  Cover  Extrusions 

e 

(D 

® 

936.552 

Ln. 

Premium  XL  150/80  Wall  Mount  Track 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

728 

801 

983 

836.553 

Ft. 

Order  by  length  in  feet 

58 

64 

78 

936.850 

Ln. 

Premium  XL  120  Self-Closing 

Wall  Mount  Track 

Fixed  -13'  (4  m)  length 

946 

1,041 

1,277 

Ft. 

Order  by  length  in  feet 

75 

83 

101 

836.651 

936.350 

Ln. 

Comfort  L  80 Wall  MountTrock 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

520 

572 

702 

836.351 

Ft. 

Order  by  length  in  feet 

41 

45 

55 

936.554 

Ln. 

Premium  XL  150/80  Ceiling  Mount 

Track  (Used  with  or  without  DM) 
for  DM  Ceiling  Install 

Fixed  -13'  (4  m)  length 

728 

801 

983 

836.555 

Ft. 

Order  by  length  in  feet 

58 

64 

78 

O  ^ 

936.852 

Ln. 

Premium  XL  120  Self-Closing  Ceiling  Mount 
Track 

Fixed  -13'  (4  m)  length 

946 

1,041 

1,277 

836.653 

Ft. 

Order  by  length  in  feet 

75 

83 

101 

936.352 

Ln. 

Comfort  L  80  Ceiling  Mount  Track 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

520 

572 

702 

836.353 

Ft. 

Order  by  length  in  feet 

41 

45 

55 

936.562 

Ln. 

Premium  XL  150/80  Fixed  Panel 
(Sidelite)  Track 
(DM  and  non-DM) 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.563 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

936.856 

Ln. 

Premium  XL  120  SC  Fixed  Panel 
(Sidelite)  Track 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.857 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

936.361 

Ln. 

Comfort  L  80  Fixed  Panel 
(Sidelite)  Track 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.362 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

O  4#^^ 

936.566 

Ln. 

Premium  XL  150/80  Track  Front  Cover  Profile 
Kit  (Used  with  and  without  DM,  includes  cover 
and  13  ea.  cover  clips) 

Fixed  -13'  (4  m)  length 

282 

310 

381 

836.567 

Ft. 

Order  by  length  in  feet,  1  cover  clip  per  ft  +1 

22 

24 

30 
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pQi^jc  MANET  Pulls  &  LocksQts  ClosttrsSi  HoadQrsSt  Offsst  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


standard  Finishes  $ 


Special  Finishes  S 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M  Description  150  113  199/399 

936.854 

Premium  XL  120  Self-Closing  Track  Front 

Cover  Profile  Kit  (Includes  cover  and  13  ea. 
cover  clips) 

Ln.  Fixed  -13'  (4  m)  length  367  404  495 

836.655 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft +1  29  32  39 

936.656 

Premium  XL120  Self-Closing  Track  Front 

Cover  Profile  Kit  (CE-R)  (Includes  cover  and  13 
ea.  cover  clips) 

Ln.  Fixed  -13'  (4  m)  length  367  404  495 

836.657 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft  +1  29  32  39 

936.359 

Comfort  L  80  Track  Front  Cover  Profile  Kit 
(Used  with  and  without  DM,  includes  cover 
and  13  ea.  cover  clips) 

Ln.  Fixed  -13'  (4  m)  length  202  222  273 

836.360 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft  4-1  16  18  22 

Model 

Ref.# 

U/M  Description  List  $ 

Wood  Ada  pter  Sets 

936.995 

Pk  #12  fasteners  and  anchors  (5  ea.)  for  mounting  MUTO  track  profile  10 

936.463 

936.461 

936.464 

Ln.  Premium  XL  150/120/80  Wood  Door  Length  4  m  (4  guides)  198 

2^  Adaptor  Kit,  includes  floor  guide(s)  78-3/4"  (2  m)  (2  guides)  112 

Ft.  Ft.  (1  guide  per  3  ft.)  18 

936.262 

936.261 

936.263 

Ln.  Comfort  L  80  Wood  Door  Adaptor  Kit,  Length  4  m  (4  guides)  181 

2^  includes  floor  guide(s)  78-3/4"  (2  m)  (2  guides)  102 

Ft.  Ft.  (1  guide  per  3  ft.)  17 

836.157 

Set  Comfort  M  50  Wood  Door  Adaptor  Kit,  84 

includes  floor  guide 

836.148 

Ea.  Floor  Guide  3 

Cover  Clips 

M 

w 

836.146 

Ea.  Cover  clip  for  Premium  XL  systems  5 

836.147 

Ea.  Cover  clip  for  Comfort  Land  M  systems  5 

AFRICAN 
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MUTO  Sliding  Systems  Price  List  #27 


Accessories  &  Components 


MUTO  Sliding  Systems 


dormakabais^ 


Accessories  &  Components 


Standard  Finishes  S 

Special  Finishes  $ 
Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150/113 

399 

Endcops 

836.556 

Set 

Premium  XL  150/80  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for  Wall/ 

Celling  Mount) 

25 

34 

836.656 

Set 

Premium  XL  Self-Closing  Endcap  Set 
(LH  and  RH  for  Wall/Ceiling  Mount) 

25 

34 

836.354 

Set 

Comfort  L  80  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for 

Wall/Ceiling  Mount) 

25 

34 

836.152 

Set 

Comfort  M  50  Endcap  Set 
(With  or  without  DM,  LH  and  RH  for 
Wall/Ceiling  Mount) 

25 

34 

836.460 

Set 

Premium  XL  150/120  SC/80  Endcap  Set  (With 
or  without  DM,  LH  and  RH  for 

Glass  Mount) 

25 

34 

836.260 

Set 

Comfort  L  80  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for 

Glass  Mount) 

25 

34 

Model 

Ref.  #  U/M  Description 

List  $ 

DORMOTION  Accessory  and  Stort/Stop  K'rts 


836.558 

Set  PremiumXLlSO  DM  Acc.  Set  536 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.660 

836.661 

Set  RH  Premium  XL  120  DM  Self-Closing  Acc.  Set  433 

Set  LH  (Includes  DORMOTION  Cushion  and  1  DM  start/stop) 

836.666 

Set  PremlumXL120SC  DMSCAcc  320 

(Includes  DORMOTION  Cushion  and  1  DM  start/stop) 

836.557 

Set  Premium  XL  80  DM  Acc.  Set  433 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.786 

Set  Premium  XL  80  TEL  DM  Acc.  Set  468 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.355 

Set  Comfort  L80  DM  Acc.  Set  252 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

IAF-18-0224-A-000613 
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pQi^jc  MANET  Pulls  &  LocksQts  Clos«rs8t  HoadQrsSt  Offsst  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


Model 

Ref.# 

U/M 

Description 

Lists 

836.153 

Set 

Comfort  M  50  DM  Acc.  Set 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

200 

f 

836.559 

Set 

Premium  XL  150/80  DM  Start/Stop  Set 
(Includes  2  DM  start/stops) 

79 

836.356 

Set 

Comfort  L  80  DM  Start/Stop  Set 
(Includes  2  DM  start/stops) 

75 

1 

^  lU 

836.662 

Eo. 

Premium  XL  120  DM  Start/Stop  Set 
(Includes  2  DM  start/stops) 

87 

836.154 

Set 

Comfort  M  50  DM  Start/Stop  Set 
(Includes  2  DM  start/stops) 

62 

Synchro  Accessories 


836.560 

Set 

Premium  XL  150  Synchro  Acc.  Set 

(Includes  Cable,  Pulley,  Endstops,  etc.  {Complete}) 

[Not  compatible  with  DM] 

683 

836.357 

Set 

Comfort  L  80  Synchro  Acc.  Set 

(Includes  Cable,  Pulley,  Endstops,  etc.  {Complete}) 

[Not  compatible  with  DM] 

580 

0 

836.358 

Ea. 

Premium  XL  80  or  150  Synchro  Cable 
[Not  compatible  with  DM] 

Long  lead-time 

129 

0 

836.XXX 

Ea. 

Premium  XL  80  TEL  Service  Cable 
[Not  compatible  with  Synchro  Cable] 

Extended  lead-time 

129 

Self-Closing  Accessories 


$5 

836.657 

836.658 

SetRH 

SetLH 

Premium  Flexl-Cable  Service  Unit,  Seif-Closing 
(Complete  Housing  w/Pulleys  and  Accessories) 

(Specify  RH/LH) 

776 

836.659 

Ea. 

Premium  Flexl-Cable  for  Service,  Self-Closing 
(Cable  Only) 

Long  lead-time 

259 

AFRICAN 
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MUTO  Sliding  Systems  Price  List  #27 


Accessories  &  Components 


MUTO  Sliding  Systems 


dormakabais^ 


Accessories  &  Components 


Model 


Ref.  #  U/M  Description 


List  $ 


Brush  Profiles 


836.912 

Ft. 

Premium/Comfort  Brush  Profile  XL  150/120/80  orLSOfor 

5/16”  -  3/8''  (8-10)  glass 

2 

836.913 

Ft. 

Premium/Comfort  Brush  Profile  XL  150/120/80  orL80for 

1/2”  -  17/32"  (12  -  13.5)  glass 

2 

807.424 

Ft. 

Comfort  M  50  DM  Brush  Profile,  2  profiles 

3/8”  (8)  and  1/2”  (12)  glass 

3 

Standard  Special  Finishes  $  Anodized/ 
Finishes  $  Powder  Coat 


Model 

Ref.# 

U/M 

Description 

ISO 

113 

199/399 

Brush  Seal  Carrier 

c 

836.261 

Ln. 

MUTO  Premium/Comfort  carrier  profile, 
for  vertical  brush  seal,  stock  length  is 
177-1/8“  (4.5  m) 

164 

170 

Model 

Ref.# 

U/M 

Description 

List  $ 

Brush  Seals  for  XL  80  TEL  (Telescopic) 


815.509  Ft. 


836.826  Ft. 


MUTO  Premium/Comfort  vertical  bulb/tubular  seal  for  leading  edge  of 
glass  to  jamb/glass  to  glass,  specify  length  by  feet  (2x  required  for  pairs) 


MUTO  Premium/Comfort  vertical  brush  seal  for  gaps  l/2"-5/8"  (13-16), 
specify  length  by  feet 


836.865  Ft.  MUTO  Premium/Comfort  vertical  brush  sealing  for  gaps  >5/8"-3/4" 
(>16-19),  specify  length  by  feet,  250  Meter  roll 


836.866  Ft.  MUTO  Premium/Comfort  vertical  brush  sealing  for  gaps  >3/4"-29/32" 
(>19-23),  specify  length  by  feet,  250  Meter  roll 


1 


1 


1 


1 


836.867  Ft.  MUTO  Premium/Comfort  vertical  brush  sealing  forgaps  >29/32"-l-l/16"  1 

(>23-27),  specify  length  by  feet,  150  Meter  rol- 


Endstops 


- 

fiB' 

836.465 

Set 

Premium  XL  150/80  Endstop  Set  (2  ea.) 

83 

0 

836.267 

Set 

Comfort  L80  Endstop  Set  (2  ea.) 

75 

836.158 

Set 

Comfort  M  50  Endstop  Set  (2  ea.) 

64 
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dormakaba^ 


MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


Model 

Ref.# 

U/M  Description  List  $ 

Bumper  Sets 

0 

836.466 

Set  Premium  XL  150/80  Bumper  Set  (2  ea.)  14 

(Used  in  Endstop;  Bumpers  only) 

836.268 

Set  Comfort  L  80  Bumper  Set  (2  ea.)  13 

(Used  in  Endstop:  Bumpers  only) 

836.159 

Set  Comfort  M  50  Bumper  Set  (2  ea.)  13 

(Used  in  Endstop:  Bumpers  only) 

Holder  Hook  Sets 

836.467 

Set  Premium  XL  150  Carrier  Holder  Hook  Set  (2  ea.)  23 

(Connects  to  Carrier,  Latches  on  Endstop) 

836.269 

Set  Comfort  L  80  Carrier  Holder  Hook  Set  (2  ea.)  21 

(Connects  to  Carrier,  Latches  on  Endstop) 

o 

Standard  Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M  Description 

150  113 

199/399 

Sidelite  (Fixed  Panel)  Extrusions  and  Accessories 

936.469 

Ln. 

Premium  XL  150/80/Synchro  Sidelite  Profile 
(Connects  to  glass  at  top) 

2-23/32"  (69)  height  complete  w/gaskets 
(3/8"  -  1/2"  D.0  -  13]  thick  glass:  see  below 
for  gasket  for  other  thicknesses) 

Fixed  ~13’  (4  m)  length  (includes  fasteners) 

394 

429 

518 

836.474 

Ft. 

Order  by  length  in  feet  (includes  fasteners) 

31 

34 

41 

936.272 

Ln. 

Comfort  L  80/Synchro  Sidelite  Profile, 

(Connects  to  glass  at  top) 

2-9/32“  (58)  height  complete  w/gaskets 
(3/8"  -  1/2"  [10  -  13]  thick  glass:  see  below  for 
gasket  for  other  thicknesses) 

Fixed  -13'  (4  m)  length  (includes  fasteners) 

292 

317 

380 

836.274 

Ft. 

Order  by  length  in  feet  (includes  fasteners) 

23 

25 

30 

'  E 
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MUTO  Sliding  Systems  Price  List  #27 


Accessories  &  Components 


MUTO  Sliding  Systems 


dormakabais^ 


Accessories  &  Components 


standard  Finishes  $ 


Modei  Ref.  #  U/M  Description  ISO  113 

Fixed  Panei  Sideiite  Kits  (includes  Track/COV/U-Channe|/Sideiite  Profiie,  E-Caps,  Fasteners) 


Special  Finishes  $ 
Anodized/Powder  Coat 

199/399 


236.530 

236.531 


XL  150  DM/80  DM/XL  150  Premium  Sideiite  Kit 
Max  157  "(Am) 


Ft.  Order  by  length  in  feet 


1.712 

173 


1,888 

2,244 

187 

223 

236.532 

Ln. 

XL150  DM/80  DMAL150  Premium  Sideiite  Kit 
(CE-R).  Max  157"  (4  m) 

1,712 

1,888 

2,244 

236.533 

Ft. 

Order  by  length  in  feet 

173 

187 

223 

236.630 

Ln. 

XL  120  SC  Premium  Sideiite  Kit 

Max  157"  (4  m) 

1,797 

1,982 

2,358 

236.631 

Ft. 

Order  by  length  in  feet 

180 

195 

232 

o 


236.632 


Ln. 


XL120  SC  Premium  Sideiite  Kit  (CE-R) 


Max  157"  (4  m) 
236.633  Ft.  Order  by  length  in  feet 


1,797 

1,982 

2,358 

180 

195 

232 

o 


236.330 

Ln. 

L80  DM/L80  Comfort  Sideiite  Kit 

Max  157"  (4  m) 

1,530 

1,688 

1,998 

236.331 

Ft. 

Order  by  length  in  feet 

159 

172 

204 

Standard  Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

836.471 

Set 

Premium  XL  150/120  SC/80  Sideiite  Endcap 

Set  (With  or  without  DM,  LH  and  RH  for 

Sideiite  Mount) 

Acc.  Set.  2-9/32"  (58)  height 

25 

25 

34 

(399  finish  only) 

836.273 

S©t 

Comfort  L  80  Sideiite  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for  Sideiite 

Mount) 

Acc.  Set.  2-9/32"  (58)  height 

25 

25 

34 

(399  finish  only) 

Sideiite  Profile  Accessories 

936.800 

Ln. 

Premium/Comfort  View  Profile  for  use 
w/  Sideiite 

2-9/32"  (58)  and  2-23/32’  (69)  height; 
includes  13  ea.  clips 

Fixed  -13'  (4  m)  length 

261 

287 

352 

836.801 

Ft. 

Order  by  length  in  feet,  1  clip  per  ft 

21 

23 

26 

936.802 

Ln. 

Comfort  Filler  Profile  for  use  w/Sidelite  Profile 
2-9/32"  (58)  and  2-23/32"  (69)  height 

Fixed  -13'  (4  m)  length 

150 

165 

203 

836.803 

Ft. 

Order  by  length  in  feet 

12 

13 

16 

A 
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pgi^jc  MANET  Pulls  &  Locksots  Clos«rs8t  HoadQrsSt  Offsst  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakaba^ 


MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


standard  Finishes  $ 


Speciai  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M  Description  150  113  199/399 

836.891 

List  $ 

Ea.  View  profile  clips,  use  with  view  profile 

extrusion  for  Sidelite  application  4 

836.821 

Premium  XL  150/120/80  Drop  Ceiling 

Connector  Profile 

(Incl.  extrusion  and  fasteners) 

Ln.  Fixed  -19'6"  (6  m)  length  492  531  628 

836.820 

Ft.  Order  by  length  in  feet  26  28  31 

Dri-Fit'’  Channel  for  3/8"  and  1/2"  Glass  with  mounting  holes  pre-drilled 

1  1 

925.447 

Ft.  1"  X  1"  Dri-Fit  8  13  27 

Anodized  (Gasket  Required) 

Dri-F'rt*  Channel  and  Sidelite  Gasket  l-ist  $ 


925.148 

Gasket  far  1"  x  1"  Dri-fit*  U-Channel,  3/8"  and  1/2"  (10-13.5)  thick  glass 

1 

fl 

836.195 

Ft. 

Service  part,  sidelite  profile  gasket  5/16 "-3/8" 

(8-10  mm)  thick  glass 

3 

836196 

Ft. 

Service  part,  sidelite  profile  gasket  3/8"-l/2" 

(10-13  mm)  thick  glass 

3 

7 

836.197 

Ft. 

Service  part,  sidelite  profile  gasket  1/2"- 
17/32"  (13-13.5  mm)  thick  glass 

3 

Model 


Ref.  #  U/M  Description 


List  $ 


Recessed  Mount  Accessories 


933.915  Rl.  Foam,  Adhesive  Back  3/16'  Vinyl  (Supplied  optional  for  CE-R  units,  SOFt.  Roll)  39 


936.897  Ea.  Wrench,  6MM  Ratcheting  /  Combo  (Use  w/PN#  936.898  hex  bit  in  CE-R  units)  20 

iAF-is-n??4-A-nnnfiift 
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MUTO  Sliding  Systems  Price  List  #27 


Accessories  &  Components 


MUTO  Sliding  Systems 


dormakaba^ 


Accessories  &  Components 


Model 

Ref.# 

U/M 

Description 

List  $ 

936.898 

Ea. 

M4  Long  Hex  Bit,  Recessed  Mount  Service  Item 

15 

936.899 

Ea. 

M4  Short  Hex  Bit,  Recessed  Mount  Service  Item 

15 

Status  Indicator 

0 

836.840 

Set 

Premium  Status  Indicator  Acc.  Set 

(Package  Complete,  includes  Sensor,  Cables,  etc.) 

750 

Fastener  Packs 


807.585 

Pk.  M6xl4  for  mounting  sidelite  profile  or  drop  ceiling  profile 

10 

836.585 

Pk.  M6x35  for  mounting  drop  ceiling  profile 

10 

Tempered  Laminated  Glass  (TLG)  Accessories 


o 


o 


934.801 

Ea.  3M'"  Scotch-Weld"' EPX"  plus  11  applicator  with  2:1  and  1:1  plunger  330 

934.800 

Ea.  SM"*  Scotch-Weld”*  Urethane  Adhesive,  DP  605  NS,  off  white,  78 

1  tube  per  4  roller  carriers 

mtips 

934.805 

Set  SM"*  Scotch-Weld"*  EPX"*  plus  II  mixing  square  nozzle,  5.3  mm  10 

(4  tips  per  set) 

836.468 

Set  Premium  XL  150/120/80  TLG  Gasket  Set  29 

(Can  be  used  w/roller  sets  836.550  or  836.450)  Glue  &  tips  sold  separately 

\ 

CD 

836.270 

Set  Comfort  L  80  TLG  Gasket  Set  29 

(Can  be  used  w/roller  sets  836.349  or  836.250)  Glue  &  tips  sold  separately 

Carrier  Locating  Tool 

936.999 

Ea.  Premium/Comfort  Carrier  Locating  Tool  6 

Accessory  tool  for  quickly  and  easily  locating  roller 
carrier  on  top  of  moving  panel 

MUTO  Tool  Kit 

Enilii 

936.996 

Ea.  MUTO  Tool  Kit  200 

Accessory  tool  kit, 

incl.  typical  tools  used  for  installation  and  adjustment  of  MUTO  Comfort 

systems  IAF-18-0224-A-000619 
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SPECIAL  SERVICES  CUSTOMER  INVOICE 

store  2583  NE  WASHINGTON  DC  Phone:  <202)  526-8760 

901  RHODE  ISLAND  AVE  NE  Salesperson:  KEK66g3 

WASHINGTON,  DC  2001 8  Reviewer:  KEK6693 
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Name  Pttgno  l 

LLC  CAPITAL  CONSTRUCTION  GROUP  (202)  526-3420 

Addr.^  3321  12TH  STREET  NE 

PhoneZ 

Conipany  Name 

WASHINGTON 

jobOBcnpuir  i2thstoHice 

Siata  0Q  Zip 

20017 

^  DISTRICT  OF  COLUMBIA 

REPRINT 


2018-01-3011:05 


VENDOR  DIRECT  SHIP  #1 


MERCHANDISE  AND  SERVICE  SUMMARY 


We  reserve  the  right  to  timil  the  quantities  of  merchandise 
sold  to  customers 


TO;  CUSTOMER 


S/0  -  MERCHANDISE  TO  BE  SHIPPED: 

S/O  LEVOLOR  REF  #  S01  ESTIMATED  ARRIVAL  DATE:  02/13/20ia^t 

^p^^535237 

REF# 

SKU 

QTY 

UM 

DESCRIPTION 

LpiJ 

TAX 

PRICE 

EXTENSION 

S0101 

0000-443-314 

2.00 

EA 

RIV1  /  METAL  BLINDS  ALUMINUM  BLIND  24  X  42  BRUS  /  ALUMINUM 
BLIND24  X  42BRUSHED  ALUMINUM  (00034)MOUNT  TYPE  =  INSIDE 
MOUNTLIGHT  CONTROL  =  STANDARD  ROUTE  HOLESSLAT  SIZE  = 
I’BLINDS/SHADES  ON  ONE  HEADRAIL  =  SINGLE  UNITRIV1  (#11 

A 

J 

$54.50 

$109.00 

VENDOR  WILL  SHIP  MDSE  TO: 

CAPITAL  CONSTRUCTION  GROUP  LLC 

ADDRESS:  3321  12TH  STREET  NE 

CITY;  WASHINGTON 

1  STATE:  DC  ZIP:  20017 

COUNTY:  DISTRICT  OF  COLUMBIA  SALES  TAX  1 

MERCHANDISE  TOTAL:  | 

$109.00 

1  PHONE: 

(202) 5263420 

ALTERNATE  PHONE: 

PAGER: 

o 

hO 

hO 


o 

o 

o 

O) 

hO 


END  OF  VENDOR  DIRECT  SHIP 


Ch^  your  current  order  status  online  at 
www.homedepot.conVordefstatus 

-  ^  /ipDir 
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Customer  Copy 


Name:  LLC 
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SPECIAL  SERVICES  CUSTOMER  INVOICE  -  Continued 


TOTAL  CHARGES  OF  ALL  MERCHANDISE  &  SERVICES 


Policy  Id  (PI): 

A:  90  DAYS  DEFAULT  POLICY; 

PAYMENT  TERMS : 
cc 

‘The  Home  Depot  reserves  the  right  to  limit  /  deny  returns.  Please  see  the  return  policy  sign  in  stores  for  details. ' 


ORDER  TOTAL 

$109.00 

SALES  TAX 

$6.27 

TOTAL 

$115.27 

BALANCE  DUE 

$0.00 

> 


00 

I 

o 

hO 

hO 

41*. 

I 

> 

I 

o 

o 

o 

O) 


AKA\  OA 
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Customer  Copy 


WWW . homedepot . com/ survey 


More 

More 


saving. 

doing.'" 


901  RHODE  ISLAND  AVE 
WASHINGTON,  DC  20018  {202)526-8760 

2503  00097  56933  01/30/18  11:02  AM 

ORDER  ID:  H2583-173008 

RECALL  AMOUNT  109.00 


User  ID: 

GVMG  116738  114252 

Password: 

18080  114155 

Entries  must  be  completed  within  14  days 
of  purchase.  Entrants  must  be  18  or 
older  to  enter.  See  complete  rules  on 
website.  No  purchase  necessary. 


SUBTOTAL  109.00 

SALES  TAX  6.27 

TOTAL  $115.27 

X.XXXXXXXXXXX2112  HOME  DEPOT 

USD$  115.27 

AUTH  CODE  030769/8973803  TA 

Chip  Read 

AID  A0000000049999D8400304  THD  PLCC  CRC 
TVR  8080008000 

lAD  0110601001220000000000000000000000FF 
TSI  6800 
ARC  00 


P.0.#/J0B  NAME:  12th3toffice 


2583  97  56933  01/30/2018  5683 


THE  HOME  DEPOT  RESERVES  THE  RIGHT  TO 
LIMIT  /  DENY  RETURNS.  PLEASE  SEE  THE 
RETURN  POLICY  SIGN  IN  STORES  FOR 
DETAILS . 


BUY  ONLINE  PICK-UP  IN  STORE 
AVAILABLE  NOW  ON  HOMEDEPOT.COM. 
CONVENIENT,  EASY  AND  MOST  ORDERS 
READY  IN  LESS  THAN  2  HOURS! 
*************************************** 


ENTER  FOR  A  CHANCE 
TO  WIN  A  $5,000 
HOME  DEPOT  GIFT  CARD! 


Tell  us  about  your  store  visit! 
Complete  our  short  survey  and 
enter  for  a  chance  to  win  at : 


WWW . homedepot . com/ survey 


PARTICIPB  EN  UNA 
OPORTUNIDAD  DE  GANAR 
UNA  TARJETA  DE 
REGALO  DE  THD 
DE  $5,0001 

^!CAN  ,  ,  , 

Coraparta  Su  Opinion!  Complete  la  breve 
encuesta  sobre  su  visita  a  la  tienda  y 
_  _  tenqa  la  oportunidad  de  qanar  en:  .  _ 


IAF-18-0224-A-000623 
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The  Home  Depot  Special  Services 
Will  Call/Direct  Ship/Deliveri' 


Returns:  Except  where  prohibited  by  law,  all  returned  Special  Ordfe^MiSrct’iandise  is  subject  to  a 
fifteen  percent  (15%)  restocking  fee.  Custom  made  goods  are  not  returnable. 

Wilt  Call:  The  Home  Depot  Store  will  call  the  number  provided  on  the  invoto  v«fh(:n  your  order  is 
available.  A  Will  Call  held  at  the  store  for  over  thirty  (30)  days  shall  be  subjeiit  lo  ine  abandoned 
property  laws  in  your  state. 

Direct  Sh‘r*'  Direr*  Ship  merchandise  will  be  sent  by  the  vendor  and/or  manirfacti  rer  to  the 


address  c  in  utce. 

Detivervri%^  HiiffTTfe  Depofe^r^iliarrange  for  its  delivery  agent  to  deliver  the  rnercl  landise  to  the 
address  identcfi^d  o^K^e  inv)0ice  pursuant  to  the  following  terms  and  conditic  is 
Roads  Na&ice:  Th^dejivety  add^ss  must  be  accessible  by  vehicle  over  roads  and  bridges  rated  to 
handle  up  t  end  iiftclu^  (40)  fciity  ton  loads.  If  any  portion  of  delivery  agent’s  r<  lUte  must  traverse  a 
section  of  road  that  is  not  r0ed  to-handle  a  forty  ton  load  or  heavier,  Custoner  will  be  responsible  for 
seeking  a  waiver,  at  Customer’s  sxpense,  from  the  appropriate  governmertj  authority.  If  Customer 
is  unable'tikibtain  a  waiver,  del^'cfery  service  will  not  be  available  to  the  del  V:  ly  address. 
Unattend^MOnVrtl^h^kistomer  will  not  be  t?;resent  to  accept  the  deliver/,  and  the  delivery  can 
be  left  unattended,  please  Initial  below: 

_ By  initialing  here,  I  authorize  The  Home  Depot  and  its  cleliveiry  agent  to  leave 

the  merchandise  unattended  following  delivery,  and  I  accept  full  rasponsibilit^’for  nny  resulting  loss  of, 
or  damage  to.  the  merchandise. 

Outside  Deliveries  Only:  If  you  are  purchasing  merchandise  designated  by  The  Home  Depot  for 
outside  delivery  only,  voup  piifChase  does  not  include  delivery  of  the  merchandi:  .e  beyond 
curbside:  however,  adtili^rsi^  graces  may  be  available  to  deliver  the  mercihcincfi.se  to  a  location 
that  you  designate.  In  you  will  be  presented  with  the  following  \,rc  ver  at  the  time  of 

delivery,  which  you  eiS  a  condition  of  receiving  any  additional  del  v;  ry  seirvices; 

In  consideratidTia!f’’S='#derrvery  of  the  merchandise  that  I  purchased  frcm  ~l  ie  Home  Depot 

(“Merchandise")  to  a  location  designated  by  me  at  my  request,  I, _ _ _ ,  on 

behalf  of  myself  and  my  agents,  successors,  and  assigns,  hereby  RE  ..EAS  E  AND 
FOREVER  DISCHARGE,  WITHOUT  CONDITIONS,  Home  Depot  U  S  A.,  I  ic.  and  its 
affiliates,  employees,  officers,  directors,  managers,  agents,  contraclor:;  and  any  other 
person  working  through  or  under  it  (hereinafter  collectively  “The  Hon«j  Depot”),  -'tom  any 
and  all  claims,  causes  of  action,  demands,  liabilities,  damages,  costs  nd  e:<penses,  of 
every  kind  and  nature,  vi/hether  known  or  unknown,  suspected  or  unsuspecled,  which  exist 
now  or  in  the  future  (hereinafter  “Claims”),  relatf^®id/or  arising  out  c  the  delivery  of  the 
Merchandise.  I  FURTHER  EXPRESSLY,  FUL^i^ND  UNCONDITIC'NALLY  ASSUME 
ANY  AND  ALL  RISKS  AND  FULL  LIABIMTY^OR  ANY  RESULTING.  PERSONAL 
INJURY,  DAMAGE  TO  PROPERTY  OR  DAMAGE  TO  MERCHANDISE  WHICH  MAY 
GIVE  RISE  TO  CLAIMS  AGAINST  ME  A^/OR  THE  HOME  DEPOT  I  HAVE  FULLY 
INFORMED  MYSELF  OF  THE  NATURE  OF  THE  RISKS  INHERENT  IN  THE  DELIVERY 
OF  THE  MERCHANDISE  AND  VOLUNTARILY  AGREE  TO  ALLOW  DELIVERY  OF  THE 
MERCHANDISE  ONTO  MY  PREMISES.  I  HAVE  CAREFULLY  READ  AND 
COMPLETELY  UNDERSTAND  THIS  RELEASE  AND  ASSUMPTION  OF  RISK  FORM 
BEFORE  SIGNING  IT.  This  agreement  shall  become  effective  upon  my  signature  and  shall 
be  governed  by  the  laws  of  the  State  of  Georgia. 

If  you  choose  not  to  utilize  additional  delivery  services  beyond  curbside  del  v*  ry  y:)u  v/ill  not  be 
required  to  sign  the  above  waiver. 

f 

Accepted  by;  <>  / 

X  t  -  -  '  !  1  t _  01/30/2018 

Customer’s  Signature  [;)ate 
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DECOR  RELEASE  FORM 

This  fonii  should  only  be  signed  if  you  choose  to  provide  the  Homf  Depot  with 

your  own  Measurements. 


Kcustomer)  understand  that  The  Home  Depot  orders  products  based  on  the 
measurements  that  l(customer)  personally  completed.  I  agree  that  The  Horae 

-PP'i-s  vendors  of  pr<“dums  L  not 
ted  to/  or  arising  from  measurements  provided  by  me  or  a  contractor  on  my 

behalf.  ^ 


The  release  contains  the  entire  agreement  between  the  nariies  mrt 
representations,  verbal  or  written  tetween  panics,  not  contained  hem^,  shall  be  of 

force  or  effect. 


I  have  read  this  release  and  understand  all  of  its  termc  lea 
voluntarily  and  with  full  JwTedge  oTi^ 


.2^  Y-  V  X 


AMERICAN 

PVERSIGHT 


The  Home  Depot  Special  Order  Quote 

Customer  Agreement#:  H2583-l730fl8 

V  I 

Printed  Date:  1/30/2018 


AH  prices  are  subject  to  change.  Cu^omer  Is  responsible  for  verifying  product  selections.  The  Home  Depa  t  will  not  accept  returns  for  the  below  products. 


'  liEVOLOR’ 


/  . 


24" X  42" 


e  Number.  .Item  Summary 


100-1 


Metal  Blinds  Aluminum  Blind  24  k  42  Brushed  Aluminum 
(00034) 


Was  Price 


$54.50 


$54.50 


$0.00 


Unit  100  Total: 


$54.50  j  S  ($feS.50li; 


;jine  lOO  Description 


Meta  Blinds  Aluminum  Blind  24  x  42 
Room  location  =  office  1 
Installed  Tnrough  a  THD  Install  Service?  =  No 
Mount  Type  =  Inside  Mount  ^ 

Number  of  Units  =  Customer  less  than 

10  units 

Biinds/Shadeson  One  Headrail  ••  Single  Unit 
Slat  Size  >1" 

Collection  3  Riviera  Classic 

Light  Control  =  Standard  Route  Holes 


100-1 — 

Color  Colleaion  >  Metallic 

Color  =  Brushed  Aluminum  (00034) 

Sheervlew  =  No 

Tilt  Type  =  Wand  Tilt 

Tilt  /  Lift  Location  =  Left  Tilt  /  Right  Lift 

Valance  Mount  *  Inside  Mount 

Advanced  Hardware  ■  No 

Cord  Cleats  ■  No 

Shims  =  No 


$109,00 


Advanced  Tilt/Coi  d  Opti'ins  =  No 
Advanced  Un  t  Type  =  No 
Cut  Outs  3  Me 
Remake  =  No 
SKU  =443314 

Vendor  Name  =  S/0  LEVClOR 
Vendor  Number  •  60455202 
Customei  Service  =  1-803-538-2242 
Catalog  Version  Ciate  =  12/21/2017 
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Coding  of  Service  Contract  Requirement  Worksheet 


Bureau 


Inter-American  Foundation 


Procurement  Customer 

Inter-American  Foundation 

Division 

lAF 

POC 

Kara  Rogers 

Tel/Email 

202-683-7182,  krogers@iaf.gov 

Dollar  Value 

Contract# 

TBD 

23.534.00 

Task  Order# 

23,534.00 

Modification 

23,534.00 

Description 

Installation  of  glass  wall  for  President's  Office 

Vendor 

Capital  Construction 

Coding  Determination 

Closely  Associated  (Program  Related-analysis  attached  >$150,000) 

Critical  (Administrative-analysis  attached  >$150,000) 

Other 

/ 

Exercise  of  Discretion 

Low  (Little  possibility  of  contractor  performing  IG  work) 

Medium  (Some  possibility  of  contractor  performing  IG  work) 

High  (Strong  possibility  of  contractor  performing  IG  work) 

I  hereby  approve  and  certify  that  this  requirement  does  not  involve  an  inherently 
governmental  function  (see  attached  analysis,  if  greater  than  $150,000)  and  the  coding 
determination  is  appropriate  for  the  work  to  be  completed.  For  work  that  involves 
closely  associated  with  inherently  governmental  or  critical  functions,  the  bureau  has 
sufficient  internal  capacity  to  oversee  and  manage  contactor  activities  and  maintain 
control  of  its  mission  and  operations.  There  are  also  no  stipulations  that  the  function 
must  be  performed  by  Federal  employees. 


Customer  Signature 
(COR) 


2/6/2018 

Approving  Official  Date 

(cor  if  agency  <100  employees) 


AMERIOm.N 

PVERSIGHT 


HCD  Approval 
Date  (FS  actions  only) 


IAF-18-0224-A-000627 


FAR  13.106(b)  SOLE  SOURCE  JUSTIFICATION  FOR 
ACQUISITIONS  UNDER  THE  SLVIPLIFIED  ACQUISITION  THRESHOLD 


_ A.  FINDINGS. _ 

1.  Identification  of  the  requesting  and  contracting  activity. 

The  Bmeau  of  the  Fiscal  Seivice,  on  behalf  of  the  Inter- American  Foundation  (LAP) _ 

2.  a  A  description  of  the  supplies  or  services  required  to  meet  the  agency’s  needs. 

This  action  is  to  procme  professional  constniction  sei'vices  to  install  a  glass  wall  and  sliding 
glass  door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will 
ensiue  privacy  and  should  be  open  to  allow  for  maximum  (nahual)  light  mto  the  conference 
space  as  much  as  possible.  The  vendor  will  also  be  responsible  for  or  identifying  company  for 
glass  etching  stencil  of  agency  logo  for  two  locations-  CEO  and  conference  space  glass  wall 
and  glass  door. 

Installation  should  iuclude  Vi”  clear  tempered  glass  doors  which  should  be  similar'  to  existing 
conference  room  glass  wall  and  sliding  glass  door.  Paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 


2.b  Name  of  the  Vendor.  Select  Contracting, _ 

2. C  Requisition  No.  IAF-25000- 17-046 

3.  Estimated  dollar  value  of  the  acquisition.  $25,000.00 _ 

4. a  Identification  of  the  circumstances  that  preclude  competition  (Check  the  appropriate 
box  that  applies). 

I  I  Urgency. 

I  I  Exclusive  licensmg  agreements. 

I  I  Brand-name. 

I  I  Indrrstrial  mobilization. 

I  I  Other  .Only  one  le.sponsible  source  _ 

4.b  Supporting  information  and  facts  (i.e.  the  details  surrounding  the  requirement  that 
supports  the  selection  made  in  4.a). 

This  contractor  has  extensive  knowledge  aboirt  the  building  and  space,  as  they  performed  the 
remodel  of  many  other  offices  m  the  birilding.  Other  contractors  do  not  have  the  same 
knowledge  of  the  sprinkler  system,  fire  codes,  electr'ical  layoirt  and  other  birilding  schematics 
that  will  make  this  a  sirccessftrl  project. 

Select  Contracting  has  the  conect  insiuance  in  the  format  requhed  by  the  building  owner,  as 
well  as  in  the  appropriate  amomit.  Select  Contracting  also  has  extensive  experience  with  this 
building,  its  maintenance  and  upkeep.  No  other  contr  actor  has  the  same  kind  of  experience 
available  to  use  through  this  contractor. 


5.  Any  other  information. 

Other  construction  contractors  will  not  be  able  to  meet  the  needs  of  this  project  due  to  cost  of 
insiu  ance  coverage,  insiu  ance  formatting  and  lack  of  knowledge  of  the  buildmg  layout  and 
operation.  Select  Contracting  aheady  has  disposal  and  equipment  fit  for  work  in  this  building, 
and  is  an  approved  vendor  by  the  building  owner. 


AMERICAN 
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FAR  13.106(b)  SOLE  SOURCE  JUSTIFICATION  FOR 
ACQUISITIONS  UNDER  THE  SIMPLIFIED  ACQUISITION  THRESHOLD 


_ B.  Certifications  and  Approvals. _ 

6.a  Program  Office  Certification  (Requiring  Activity).  I  hereby  certify  that  the  supporting 
infoimation  and  data  provided  and  which  form  the  basis  for  this  justification  are  acciuate  and 
complete  to  the  best  of  my  knowledge  and  belief. 

Name: _ Shayla  Summerhill _  Date: - 


Signature:  _ 

6.b  Small  Business  Specialist  Determination  (Contracting  Activity)  [applicable  only  if  the 
vendor  is  not  a  small  business].  I  have  reviewed  this  justification  for  an  exception  to 
competition,  including  any  attached  documentation,  if  applicable,  and  O  concin  /  O  do  not 
conciu  with  the  findings. 

Name: _  Date: _ 


Signature:  _ 

6.C  Contracting  Officer  Approval.  In  accordance  with  FAR  13.106-l(b)(l).  as  a  wananted 
contracting  officer,  I  hereby  deteimine  that  the  circumstances  of  the  acquisition  make  only  one 
source  reasonably  available  for  the  reasons  indicated  above;  therefore  precluding  competition 
and  supporting  the  Govennnent’s  detemhiiation  to  solicit  and  awaid  to  the  vendor  stated 
herein. 


Name: _  Date: 


Signature: 
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CONTRACTING  OFFICER  REPRESENTATIVE 
DESIGNATION,  APPOINTMENT  AND  AUTHORITY  LETTER 


TO;  Shayla  Summerhill,  Contracting  Officer’s  Representative 
FROM:  Brandon  D.  Bumworth,  Contracting  Officer 
REFERENCE:  20343 118P00001  -Glass  Wall  and  Door  Installation 

I.  Appointment:  In  accordance  with  Federal  Acquisition  Regulation  (FAR)  1.602-2(d)  and 
Department  of  Treasury  Acquisition  Procedure  (DTAP)  1001.670,  as  the  Contracting  Officer 
(CO)  to  the  reference  award,  I  hereby  appoint  and  authorize  you  to  perform  as  the  Contracting 
Officer’s  Representative  (COR)  for  this  award.  The  assigned  FAC-COR  level  for  this  effort  is 

IS  Level  I  □  Level  II  DLevel  III. 

AS  THE  APPOINTED  COR  FOR  THIS  AWARD  YOU  MAY  NOT  REAPPOINT 
ANYONE  ELSE  TO  SERVE  IN  YOUR  CAPACITY  OR  DELEGATE  ANY  OF  YOUR 

RESPONSIBILITIES  AS  THE  COR. 

Your  appointment  as  the  COR  shall  remain  in  effect  thi'ough  the  closeout  of  the  award  unless 
revoked  earlier  by  the  CO.  If  your  appointment  is  revoked  for  any  reason  (e.g.  expiration)  before 
completion  of  this  contract,  you  are  responsible  for  turning  your  files*  over  to  the  successor  COR 
and/or  obtaining  disposition  instmctions  from  the  CO.  If  you  are  reassigned  or  separated,  you 
must  request  tennination  and  relief  from  your  duties  from  the  CO  sufficiently  in  advance  of  your 
reassignment  or  separation  to  pennit  timely  selection  and  designation  of  a  successor  COR  as  well 
as  transfer  of  your  COR  files. 

II.  Authorities:  The  CO  is  the  exclusive  agent  of  the  Government  with  authority  to  enter  into 
and  administer  contracts.  The  CO  has  the  responsibility  to  see  that  all  requirements  of  law  and 
regulation  are  followed.  As  the  COR  you  are  responsible  for  - 

•  Monitoring  contractor  performance  (e.g.  deliveiy  of  the  products  and/or  performance  of 
services)  under  this  award; 

•  Serving  as  the  technical  liaison  between  the  contractor  and  the  CO;  and 

•  Providing,  as  specified  in  DTAR  clause  1052.201-70,  technical  direction.  Technical 
direction  must  be  within  the  scope  of  the  specification  (s)/work  statement.  The  COR 
does  not  have  authority  to  issue  technical  direction  that: 

o  Constitutes  a  change  of  assignment  or  additional  work  outside  the 
specification(s)/work  statement; 

o  Constitutes  a  change  as  defined  in  Changes  clause  (e.g.  52.212-4(c)  &  52.243-1); 
o  Causes  an  increase  or  decrease  in  the  contract  price,  or  the  time  required  for 
contract  perfoimance; 

o  Changes  the  terms,  conditions,  or  specifications(s)/work  statement  of  the  contract; 
o  Interferes  with  the  contractor's  right  to  perfonn  under  the  teims  and  conditions  of 
the  contract;  or, 

o  Directs,  supervises  or  otheiwise  controls  the  actions  of  the  Contractor's  (or  Sub- 
Contractor’s)  employees. 


1  See  FAR  1.604  and  DTAP  1001.604 
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Other  than  the  CO,  you  are  the  only  Government  employee  who  may  direct  the  flow  of  technical 
matters  between  the  Government  and  conti'actor.  You  are  hereby  cautioned  that  you  may  be 
personally  liable  for  actions  taken  or  direction  given  beyond  the  authority  delegated  in  this  letter. 
Further,  suggestions  you  may  make  to  the  conti'actor  may  be  misconstrued  by  the  contractor  as 
instmction,  and  lead  to  claims  for  additional  compensation  or  a  release  the  contractor  from 
contractual  obligations.  Therefore,  be  careful  in  the  extent  of  technical  direction  you  provide  the 
confract  and  reach  out  to  the  CO  for  clarification  as  appropriate. 

III. General  Duties:  In  general,  your  duties  as  the  COR  are  to: 

1 .  Familiarize  yourself  with  the  requirements  of  this  award; 

2.  Monitor  and  evaluate  contractor  performance  in  relation  to  contract  requirements  (e.g. 

QASP)  and  immediately  report  problems  to  the  CO  and  other  concerned  parties  (e.g.  security 
violations  might  be  report  to  the  Office  of  Security); 

3.  Assure  technical  proficiency  and  compliance  by  the  contractor  in  accordance  with  contract 
terms  and  conditions; 

4.  Inform  the  contractor  of  failures  to  meet/  comply  with  the  requirements  of  the  contract,  and 
promptly  notify  the  CO  of  any  such  failures; 

5.  Coordinate  contractor  personnel  access  (e.g.  physical  and  system),  as  applicable,  and  ensure 
return  of  security  badges  (e.g.  PIV  cards  and  laptops)  as  well  as  prompt  revocation  of  access 
upon  departure  of  contractor  personnel  (see  FAR  subpart  4.13); 

6.  Ensure  that  Government  Furnished  Property  (GFP),  Government  Furnished  Information 
(GFI),  if  applicable,  is  made  available  and  provided  to  the  contractor  per  the  terms  of  the 
contract  as  well  as  returned  by  the  contractor  accordingly; 

7.  Ensure  that  deliverables  (e.g.  items,  documentation,  data,  and/or  reports)  are  submitted  as 
required  by  the  contract; 

8.  Ensure  contractor  personnel  complete  any  Government  prescribed  mandatory  fraining; 

9.  Review  invoices,  recommend  approval/disapproval  for  payment,  and  process  all  invoices  and 
vouchers  in  a  timely  manner  in  accordance  with  the  Prompt  Payment  Act  to  avoid  payment 
of  interest  penalties; 

10.  Properly  and  sufficiently  document  actions  taken  and  decisions  made  as  the  COR; 

1 1.  Maintain  a  COR  working  file  in  accordance  with  FAR  1 .604  and  DTAP  1001.604; 

12.  Perform  inspection  and  acceptance  of  all  required  work,  including  review  and  approval  of 
reports/deliverables; 

13.  Provide  the  CO  input  to  fully  support  contractor  performance  evaluation  ratings  for  purposes 
of  meeting  the  Contractor  Perfoimance  Assessment  Reporting  System  (CPAR)  requirements 
(see  FAR  subpart  42.15  and  DTAP  subpart  1042.15); 

14.  Maintain  a  current  FAC-COR  certification  at  the  assigned  level  for  this  award  throughout 
perfoimance; 

15.  Provide  support  to  the  CO  in  negotiation  of  changes,  modifications  and/or  claims  that  arise 
during  contract  performance  at  the  request  of  the  CO; 

16.  Review  progress  in  relation  to  expenditures  (e.g.  mostly  applicable  to  Labor-hour,  T&M  or 
Cost  Reimbursement  contracts),  and  advise  the  CO  of  any  disparity  indicating  excessive  or 
deficient  funding; 

17.  Ensure  proper  action  is  taken  to  fonnally  request  modification  of  the  contract,  before  the 
contractor  proceeds  with  any  changes  in  the  work  to  be  performed; 
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18.  Notify  the  CO  of  any  subcontractor  issues  that  they  become  aware  of  that  might  jeopardize 
perfomiance;  and 

19.  Assist  the  CO  in  perfomiing  contract  close-out  (e.g.  turn  over  COR  file). 

20.  For  all  awards  the  Federal  Acquisition  Regulation  (FAR)  file  retention  period  is  six  (6)  years 
after  final  payment.  It  is  your  agency's  responsibility  to  retain  contract  records  for  that  period 
in  addition  to  any  other  applicable  document  retention  schedules.  As  a  service  to  your  agency, 
Fiscal  Seiwice,  Division  of  Procurement  (Fiscal  Seiwice)  will  retain  any  contiact  documents 
and  information  that  it  already  has  or  that  you  provide  to  Fiscal  Service  for  retention.  After 
the  contract  expires,  your  agency  can  either  retain  records  for  the  required  retention  period  or 
the  COR  may  send  his  or  her  records  electronically  to 

ContractAdministration@fiscal.treasury.gov  .  File  names  shall  contain  the  award  number. 
Fiscal  Service  will  retain  your  records  in  accordance  with  FAR  4.805  and  the  General  Record 
Schedule  (GRS)  1 . 1  on  behalf  of  your  agency.  The  records  continue  to  be  records  that  belong 
to  your  agency.  By  providing  records  to  the  Fiscal  Service  they  do  not  become  Fiscal  Service 
records. 

21.  If  you  choose  to  retain  your  records,  you  must  do  so  in  accordance  with  FAR  4.805  and  the 
General  Record  Schedule  (GRS)  1.1.  Fiscal  Service  is  under  no  obligation  to  seek  out  or 
obtain  any  records  you  may  have.  It  is  your  agency's  responsibility  to  forward  to  Fiscal 
Service  any  records  you  want  the  Fiscal  Service  to  retain  on  your  behalf  Fiscal  Service  will 
retain  contract  records  only  for  puiposes  of  FAR  4.805  and  GRS  1.1.  Your  agency  is  still 
responsible  for  complying  with  any  other  applicable  document  retention  schedules. 


GENERAL  DOS  AND  DON’TS 


Do; 

•  Maintain  an  arms-length  relationship  at  all  times  with  the  contractor.  This  is  in  the  best 
interests  of  procurement  integrity,  as  well  as  sound  contract  management; 

•  Immediately  advise  the  CO  and  consult  with  bureau  ethics  counsel  if  you  have  any  reason 
to  suspect  that  you  have  a  direct  or  indirect  personal  or  financial  interest  that  could  create 
a  conflict  between  your  private  interest  and  the  interests  of  the  United  States; 

•  Notify  the  CO  of  any  change  in  specifications  or  contracting  requirements; 

•  Keep  the  CO  abreast  of  contractor’s  performance, 

•  Maintain  documentation  to  fully  report  contractor  perfomiance  evaluations;  and 

•  At  all  times,  be  guided  by  the  contract  terms  and  conditions. 

Do  Not: 

•  Establish  or  permit  the  establishment  of  an  employer/employee  relationship  with 
contractor  personnel; 

•  Interfere  with  or  direct  the  contractor  to  hire,  fire,  promote,  demote,  or  reassign  its 
personnel; 
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•  Award,  agree  to,  or  sign  any  contract,  delivery  order,  or  task  order,  or  make  any 
contractual  agreement,  commitment,  obligation  or  modification; 

•  Make  any  extraneous  commitments  to  the  contractor,  or  make  changes  to  the  contract; 

•  Grant  deviations  from  or  waive  any  term  or  condition  of  the  contract; 

•  Direct,  demand  or  request  the  contractor  to  perform  any  task  not  specifically  provided  in 
the  contract; 

•  Authorize  work  beyond  the  dollar  limit  specified  in  the  contract; 

•  Change  the  period  of  perfonnance  or  authorize  extending  delivery  past  the  contract; 

•  Authorize  the  purchase  of  equipment,  or  services,  except  as  required  in  the  contract; 

•  Authorize  Government  Furnished  Property  except  as  required  per  the  contract;  or 

•  Authorize  subcontracting  or  use  of  consultants  except  as  specifically  authorized  in  the 


contract. 


ACKNOWLEDGEMENT/  ACCEPTANCE  OF 
CONTRACTING  OFFICER  REPRESENTATIVE  APPOINTMENT 

REFERENCE:  203431 18P00001  -Glass  Wall  and  Door  Installation 

I,  hereby  acknowledge  receipt  of  the  Contracting  Officer  Representative  (COR)  Designation, 
Appointment  and  Authority  Letter  for  the  referenced  award  number. 

I  have  read  the  letter  and  fully  understand  my  COR  responsibilities  and  duties,  and  the 
limitations  of  the  authority  delegated  to  me  by  the  Contracting  Officer  (CO). 

I  understand  that  I  am  not  empowered  to  appoint  anyone  else  to  perfoiTn  my  duties  as  the  COR, 
or  delegate  any  of  my  COR  responsibilities  to  anyone  else,  without  written  authority  from  the 
CO  to  do  so. 

I  understand  that  I  must  notity  the  CO  immediately  upon  learning  that  I  will  be  unable  to 
continue  to  perform  as  COR  under  on  this  contract. 

I  understand  this  COR  appointment  is  only  for  this  contract,  and  is  in  effect  until  contract  close¬ 
out,  unless  terminated  earlier. 

Accordingly, 

I  accept  my  appointment  as  COR  in  support  of  the  reference  award. 


Signature: 


Date 
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Coding  of  Service  Contract  Requirement  Worksheet 


Bureau 


Inler-American  Foundation 


!  Procurement  Customer 

Inter-American  Foundation 

;  Division 

Shayla  Summerhlll 

I  Tei/Emaii 

202.688.3050/ssummerhlll@iaf.gov 

1 

1  Contract# 

IAF-25000-18-0005/0000001 

44345 

[Task  Order# 

44345 

{ Modification 

44345 

Coding  Determination 

Closely  Associated  (Program  Related-analysis  attached  >$150,000) 

Critical  (Administrative-analysis  attached  >$150,000) 

Other 

✓ 

Exercise  of  Discretion 

Low  (Little  possibility  of  contractor  performing  IG  work) 

✓ 

Medium  (Some  possibility  of  contractor  performing  IG  work) 

High  (Strong  possibility  of  contractor  performing  IG  work) 

I  hereby  approve  and  certify  that  this  requirement  does  not  involve  an  inherently 
governmental  function  (see  attached  analysis,  if  greater  than  $150,000)  and  the  coding 
determination  is  appropriate  for  the  work  to  be  completed.  For  work  that  involves 
closely  associated  with  inherently  governmental  or  critical  functions,  the  bureau  has 
sufficient  internal  capacity  to  oversee  and  manage  contactor  activities  and  maintain 
control  of  its  mission  and  operations.  There  are  also  no  stipulations  that  the  function 
must  be  performed  by  Federal  employees. 


<3hQ\/la  :  DIsilally  signed  by 
Ol  Ictyici  ;  shayla  Summerhlll 

Summerhillgffgirodg;;.^ 

Customer  Signature 
(COR) 


Approving  Official 
(COR  if  agency  <100  employees) 


10/12/2017 

Date 
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Site  visit  Tuesday,  September  19,  2017 

Jonathan  Perez,  Assistant  Project  Manager 
Capital  Construction  Group 
3321  12'*^  St.  NE,  Ste.  3 
Washington,  DC  20017 
Office  202.526.3420 


•  Moving  the  wall  behind  the  sprinkler  head  and  what  that  process  would  look  like  versus  the 
process  of  keeping  the  wall  in  front  of  the  sprinkler  head 

o  How  far  apart  the  sprinkler  heads  need  to  be  from  each  other  and  their  coverage  radius 

•  Fire  strobe  light  will  need  to  be  moved  to  another  location.  This  work  will  need  to  be  done  by  a 
licensed  professional  company 

•  Informed  that  the  two  lights  could  remain  in  the  current  location  but  would  need  to  be 
confirmed 

•  Jonathan  also  took  a  look  in  the  ceiling  and  noticed  the  air  duct  valve  was  pretty  close  to  the 
location  of  where  the  new  wall  would  be  placed 

o  This  posed  some  concerns  as  it  may  not  give  us  enough  room  to  work  with 

•  May  have  to  have  another  site  visit  that  includes  the  drywall  staff  member  and  the  licensed 
sprinkler/  fire  strobe  light  tech 

•  Additional  questions  to  be  confirmed  by  me  after  discussion  with  the  management  office 

o  Floor  plan  that  includes  the  location  of  the  nearest  sprinkler  valve 

o  Does  the  management  company  have  a  specific  vendor  that  they  work  with/require  to 
be  used  for  the  sprinkler/fire  strobe  light 
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PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  INSTALLATION  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistanee  Act  of  1969,  the  Inter- 
American  Foundation  is  an  independent  agency  of  the  United  States  government  that  channels 
development  assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the 
Caribbean.  Since  beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded 
nearly  5,000  grants,  valued  at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise 
development,  education  and  training,  environmental  conservation,  culture,  housing,  and  health 
care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW, 
Suite  1200,  Washington,  DC  20004.  In  2011,  lAF  contracted  with  RG  Glass  to  create  multiple 
conference  room  dividers  within  the  space,  including  El  Acuario  Conference  Room,  using  14” 
clear  tempered  glass  and  stainless  steel  cased  hardware.  The  requested  installation  of  a  new  glass 
wall  and  sliding  glass  door  shah  be  made  with  similar  materials,  14”  clear  tempered  glass  and 
stainless  steel  case,  to  match  the  conference  room  space. 


2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  install  a  glass  wall  and  sliding 
glass  door  for  the  CEO/President  office  space.  The  glass  wall  and  sliding  glass  door  will  ensure 
privacy  and  should  be  open  to  allow  for  maximum  (natural)  light  into  the  conference  space  as 
much  as  possible. 

Contractor  will  also  be  responsible  for  or  identifying  company  for  glass  etching  stencil  of  agency 
logo  for  two  locations-  CEO  and  conference  space  glass  wall  and  glass  door. 

Installation  should  include  V2”  clear  tempered  glass  doors  which  should  be  similar  to  existing 
conference  room  glass  wall  and  sliding  glass  door.  Paint  new  cased  openings,  touch  up  paint  at 
ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary.  Also,  to  repair/replace  wooden  door 
in  same  space. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in 
doors  may  need  to  be  changed.  This  requirement  shah  include  site  visits  to  allow  the  contractors 
to  examine  the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 
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3.0  DELIVERABLES 

The  contractor  shall  provide  quantity  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Statement  of  Work  (SOW).  It  is  expected  that  the  Contractor  shall  partner  closely  with  Inter- 
American  Foundation  (lAF)  personnel. 

The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  price  and 
performance  period.  Protect  all  of  existing  structure  and  tenant  owned  personal  property  during 
removal,  taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  Contractor 
should  be  able  to  meet  all  Certificate  of  Insurance  requirements  required  by  tenant  building 
management  to  ensure  access  to  property  to  complete  the  work.  All  finished  work  shall  be 
installed  with  care,  ensuring  smooth  surfaces  with  no  gaps. 

Provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware  maintenance  and 
operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer  literature. 

Provide  Owner  with  Door  Schedule  with  open  direction,  door  dimensions,  and  proposed 
hardware  for  all  doors  and  frames. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor 
shall,  without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its 
construction  and  other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

4,0  REQUIREMENTS 

•  100%  Onsite  supervision.  Project  Management/ Accounting 

•  Construction  Cleaning,  Dumpster/Trash  pulls,  Protection/materials/Carpentry  Tools 

•  Glass-  installing  new  glass 

•  Paint-  paint  new  case  openings,  touch  up  paint  on  ceilings  and  impacted  walls 

•  Replace  existing  door  handle  in  Operation  Copy  Room  with  new  door  handle  with 
lock 

•  Warranty:  provide  a  manufacturer  warranty  on  interior  doors 

•  Glass  door  etching  of  agency  logo  for  two  spaces,  conference  room  and  CEO  office 
space 


Based  on  market  research  cost  should  not  exceed  $45,000 
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PERFORMANCE  WORK  STATEMENT 
GLASS  WALL  AND  DOOR  REPAIR  AND  SERVICES 

1.0  BACKGROUND 

Created  by  Congress  and  established  as  part  of  the  Foreign  Assistance  Act  of  1969,  the  Inter- 
American  Foundation  is  an  independent  agency  of  the  United  States  government  that  channels 
development  assistance  directly  to  the  organized  poor  development  in  Latin  America  and  the 
Caribbean.  Since  beginning  operations  in  1972,  the  Inter- American  Foundation  has  awarded 
nearly  5,000  grants,  valued  at  more  than  $700  million,  to  fund  projects  in  agriculture,  enterprise 
development,  education  and  training,  environmental  conservation,  culture,  housing,  and  health 
care  and  other  services. 

The  lAF  occupies  14,622  rentable  square  feet  of  office  space  at  1331  Pennsylvania  Avenue  NW, 
Suite  1200,  Washington,  DC  20004.  In  2011  lAF  contracted  with  RG  Glass  to  create  multiple 
conference  room  dividers  within  the  space,  including  Atitlan  Conference  Room,  using  Vi'  clear 
Carvart  tempered  glass  and  stainless  steel  cased  hardware. 


2.0  SCOPE 

The  objective  is  to  procure  professional  construction  services  to  repair  or  replace  two  (2) 
conference  room  door  hinges,  to  ensure  doors  and  door  frames  stay  in  good  and  working 
condition  and  to  allow  maximum  (natural)  light  into  the  conference  space  is  maintained  as  much 
as  possible. 

Repair  will  include  disassemble  two  (2)  existing  V2”  clear  tempered  glass  doors. 
Repairing/replacing  the  existing  door  hinges  and  reassembling  two  (2)  glass  doors  and  door 
frames  with  lever  locksets.  The  agency  would  like  to  preserve  the  existing  glass  doors.  Paint  new 
cased  openings,  touch  up  paint  at  ceilings,  and  touch  up  paint  at  impacted  walls  if  necessary. 

Depending  on  contractor  review,  current  configuration  may  need  to  be  redesigned  and/or  glass  in 
doors  may  need  to  be  changed.  This  requirement  shah  include  site  visits  to  allow  the  contractors 
to  examine  the  conference  room  doors,  and  respond  accordingly  to  the  proposal  request. 

Additionally,  lAF  would  like  contractor  to  replace  existing  (1)  ALIOS  Schlage  F75  Passage 
Latch  door  handle  in  Operation  Copy  Room  with  new  door  handle  with  lock.  New  door  handle 
should  be  replaced  with  an  entrance  lock  similar  to  the  Schlage  AL53PD-F109  lock. 
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3.0  DELIVERABLES 

The  contractor  shall  provide  quantity  construction  personnel,  equipment,  materials,  tools  and 
supervision  as  needed  to  complete  the  services  that  meet  the  technical  requirements  in  this 
Statement  of  Work  (SOW).  It  is  expected  that  the  Contractor  shall  partner  closely  with  Inter- 
American  Foundation  (lAF)  personnel. 

The  work  shall  be  executed  in  a  diligent  manner  in  accordance  with  a  negotiated  price  and 
performance  period.  Protect  all  of  existing  structure  and  tenant  owned  personal  property  during 
removal,  taking  caution  to  keep  all  entrances  free  of  hazards. 

All  construction  shall  be  done  in  accordance  with  the  applicable  building  codes.  All  finished 
work  shall  be  installed  with  care,  ensuring  smooth  surfaces  with  no  gaps. 

Provide  Owner/Maintenance  personnel  with  basic  training  on  door/hardware  maintenance  and 
operations  along  with  all  O&M  manuals,  warranty  information,  and  manufacturer  literature. 

Provide  Owner  with  Door  Schedule  with  open  direction,  door  dimensions,  and  proposed 
hardware  for  all  doors  and  frames. 

The  Contractor  shall  be  responsible  for  the  professional  quality,  technical  accuracy,  and  the 
coordination  of  all  construction  and  other  services  furnished  under  this  contract.  The  Contractor 
shall,  without  additional  compensation,  correct  or  revise  any  errors  or  deficiencies  in  its 
construction  and  other  services. 

The  Contractor  shall  verify  that  all  materials,  equipment,  and  systems  provide  operational 
dependability.  The  Contractor  assures  the  completed  construction  shall  be  easily  maintained  or 
replaced  with  readily  available  materials  and  services. 

4.0  REQUIREMENTS 

•  100%  Onsite  supervision.  Project  Management/ Accounting 

•  Construction  Cleaning,  Dumpster/Trash  pulls,  Protection/materials/Carpentry  Tools 

•  Glass-  remove  existing  2  glass  doors,  repair/replace  2  door  hinges 

•  Paint-  paint  new  case  openings,  touch  up  paint  on  ceilings  and  impacted  walls 

•  Replace  existing  door  handle  in  Operation  Copy  Room  with  new  door  handle  with 
lock 

•  Warranty;  provide  a  manufacturer  warranty  on  interior  doors 
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ergotron 


ALL  PRODUCTS  (256)  1  -HOUR  PICK  UP  (0) 


NARROW  BY: 


Sit  &  Stand  Desk  Type 

♦ 

Department 

* 

Brand 

Monitor  Mount  & 

Stand  Type 

Rating 

Color  Family 

♦ 

TV  Accessory  Type 

* 

Height  Adjustable 

+ 

Number  of  Bays 

+ 

Furnishing  Color 

+ 

Furnishing  Material 

+ 

Furnishing  Style 

+ 

Adjustable 

Number  of  Shelves 

+ 

Built  in  Power  Strip 

+ 

Product  Condition 

+ 

Commercial  Office 

Desk  Type 

+ 

Lap  Desk  &  Stand 

Type 

♦ 

Cable  Length  (ft) 

+ 

Price 

♦ 

ergotron 


(256  items  found) 


Best  Matches 


Related  Searches:  ergotron  be  |  ergotron  workfrt-a  |  ergotron  workfit-s 


ERGOTRON®  Up  To  25  lbs.  22"  $573.79 

LCD  Monitor  Dual  Display  Each 

WorkFit-S  Sit-Stand  Workstation  - 

lt«n:IM1NF0996/MocW:  33-349-200  1  ADD  TO  CART 

(4)  Add  to  Favorites 

•  Adjust  riser  for  a  total  height  22.8" 

•  Fits  monitors  up  to  22",  and  25  lbs 
assembly.  6  - 14  lbs  LCD  each,  <  5  lbs 
woiksurface,  <  5  lbs  keyboard  tray 

•  Includes  height-adjustment  column, 
desk  clamp,  crossbar,  two  (2)  LCD 
pivots,  woiksurface,  large  keyboard  tray 


ErgotronHome  Workspace™  $469.99 

Lift35  Java  Adjustable  Standing  Each 

Desk  - 

lt«Ti:  241 5103 /Modd;  33-433-01  1  ADD  TO  CART 

(15)  Add  to  Favorites 

•  Color.  Java 

•  Improve  your  energy  and  productivity 
by  switching  between  sitting  and 
standing  while  you  work 

»  Extremely  stable  and  solid  platfonn 


Ergotron  33-397-085  Workfit-T  $419.49 

Black  Desktop  Workstation  ea 

Stand  - 

lt«n:IM1YN2405/MocW:  33-397-085  1  ADD  TO  CART 

(15)  Add  to  Favorites 

•  Stable  workstation  sits  light  on  top  of 
most  surfaces  24  inches  (61  cm)  deep 
or  larger,  no  mounting  or  clamping 
required 

•  System  easily  lilts  straight  up  and  down 
to  minimize  intnision  into  the 
workspace 

•  Ships  fully  assembled,  no  trxil 
adjustments  needed 


AMERICAN 

PVERSIGHT 
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Ergotron®  37"  x  21  1/2"  Sit-  $659.99 

Stand  Workstation  With  gad, 

Suspended  Keyboard,  Polished  - 

Aluminum  to  CART 

lt*n  :  ERG24392026  /  MocM :  24392026  - 

(3)  Add  to  Favorites 

•  Polished  aluminum/black 

.  Dimensions:  37"(H)  x  21  1/2"(W)  x  11“ 

(D),  1/4"(H)  X  22'(W)  X  10"(D)  WOIk- 
surface  piatfomi 

•  Premium  stand-up  desk  solution  adds 
extra  ergonomic  benefits,  allowing  the 
keyboard  tray  to  be  positioned  below 
desktop  level  for  optimum  comfort 


Ergotron®  LX  Desk  Mount  LCD 
Arm/Tall  Pole  For  25"  Screen 

lt«n  :  IM1 LE8036  /  Mo(M  :  45-295-026 
(1 )  Add  to  Favorites 

•  Aluminum 

•  For  use  with:  Flat  panel  display 

•  13"  (33  cm)  height  range  meets  the 
ergonomic  needs  of  more  than  nine  out 
of  ten  adults 


$188.99 

Each 


1  ADD  TO  CART 


Ergotron®  33-350-200  WorkFit-S  $541 .69 

Sit-Stand  Workstation  For  24"  gach 

LCD  Monitor  - 

lt«n:IM1NF0997/Mottol:  33-350-200  1  ADD  TO  CART 

Add  to  Favorites 

•  Size:  35.7"(H)  x  27"(W) 

•  Weight  capacity:  Up  to  16  Ibs78.2kg 

•  Tilt  angle:  30  deg 


$199.99 

Each 


1  ADD  TO  CART 

(16)  Add  to  Favorites 

•  Color  &  Material:  Silver  Aluminum 

•  Dimension:  31.9"H  x  24“W  x  16.4“D 

•  Device  Supported:  Notebook 


Ergotron  Work  Station  Sit  & 
Stand  Desk,  Gray/Silver  (24-408- 
227) 

Item  :  2125657  /  MocM  ;  24-408-227 


Ergotron  Home  Workspace  Desk  $399.95 

Extender  Sit  &  Stand  Desk,  Soho  gach 

Driftwood  (33-424-04)  - 

Kwti: 2121611 /MocM;  33-431 -04  1  ADD  TO  CART 

Add  to  Favorites 

•  Color  Driftwood 

•  Improve  your  energy  and  producUvity 
by  switching  between  sitting  and 
standing  while  you  work 

»  Extremely  stable  and  solid  platform 


AMERICAN 

PVERSIGHT 


Ergotron®  StyleView®  45261026  $153.99 

Sit-Stand  Ergotron  Combo  ^ach 

Extender  - 

Ham  :IM1LA221 9 /MocM: 45-261 -026  1  ADD  TO  CART 

(2)  Add  to  Favorites 

•  8.9  lbs.  load  capacity 

•  Size  supported:  Up  to  17" 

•  180  deg  swivel 

I AF-1 8-Q224-A-QQQ641 


Ergotron  WorkFit-S  Work 
Surface,  Black 

Item  :  IM1 GF4294  /  Model :  97-581  -019 

(6)  Add  to  Favorites 

•  Adjustable  work  surface  for  user 
convenience 

•  Phenolic  material  construction  offers 
durability 

•  Five-pound  weight  capacity  to 
accommodate  essential  items 


$90.69 

Each 


1  ADD  TO  CART 


Ergotron  Home  Workspace  $399.95 
standard  Sit  &  Stand  Desk,  Soho 

Espresso  (33-424-05)  | - 

Hem:  21 23964 /Model:  33-431 -05  1  ADD  TO  CART 

Add  to  Favorites 

.  Color:  Espresso 

.  Improve  your  energy  and  productivity 
by  switching  between  sitting  and 
standing  while  you  work 
.  Extremely  stable  and  solid  platform 


Ergotron®  80-105-064  50  lbs. 
CPU  Mount 

Item  :  IM1 DJ9407  /  Model :  80-105-064 

Add  to  Favorites 

•  CPU  mount  perfectly  fits  with  all  CPU 

•  Supports  computers  up  to  50  lbs 

.  Measures  18"  x  8.5"  max.,  9.4"  x  2.6" 
min 


$46.19 

Each 


1  ADD  TO  CART 


Ergotron  Deep  Keyboard  Tray 
Item  :  IM1 YN241 1  /  Model :  97-897 

Add  to  Favorites 

•  Type:  Keyboard  Tray 

•  Compatibility:  Ergotron  Workstations, 
WorkFit-S  &  WorkFit-A 

•  Weight:  5  lbs. 


$69.49 

Each 


1  ADD  TO  CART 


Ergotron®  97-692  Grommet 
Mount 

Item  :  IM1QZ0837  /  Model ;  97-692 

Add  to  Favorites 

.  Dimension:  14.1inch(H)  x  lO.linch(W)  x 
l.linch(D) 

•  Device  supported:  workstation 
.  Material:  steel 


$33.19 

Each 


1  ADD  TO  CART 


Ergotron®  60-350-200  Grommet 
Mount  Base 

Item  :  IM1 M73040  /  Model :  60-350-200 

Add  to  Favorites 

.  Grommet  mount  base  is  compatible 
with  Ergotron  DS100  Series  desk  stand 
.  Steel,  sturdy  construction 
.  Comes  in  black  color 


$145.59 

Each 


1  ADD  TO  CART 
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Ergotron®  SV  Sani-Wipes 
Holder,  White  (97-828) 

Item  :  IM1 UN2144  /  Model :  97-828 


Add  to  Favorites 

•  Sani-wipes  holder  provides  quick  and 
convenient  access  to  wipes 

•  Comes  in  white  color  and  metal 
construction  for  longer  safe  use 

•  Capacity:  2.5  lbs. 


$44.49 

Each 


1  ADD  TO  CART 


Ergotron®  CPU  Mount  For  Thin 
Client,  Black 

Item  :  IM1TW9527  /  Model :  80-1 07-200 

Add  to  Favorites 

•  Black  steel 

•  Dimensions:  6.8"  -  10"(H)  x  4"  -  9"{W)  x 
0.85"  -  2.3"(D)  allowable  thin  client 

•  For  Thin  Client,  Flat  Panel  Display 


$44.49 

Each 


1  ADD  TO  CART 


Ergotron®  97091  Aluminum 
Track  Bracket  Kit 

Hem  :  IM1 M02927  /  Model :  97-091 

Add  to  Favorites 

•  Easily  slides  into  place  on  track 

•  Set  screws  can  be  loosened  to  adjust 
height  of  component  on  track 

•  For  attaching  components  to  wall  track 


$40.99 

Each 


1  ADD  TO  CART 


LOAD  MORE  RESULTS 
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Luxor  LevelUp  PRO 
Pneumatic  Adjustable 
Desktop  Desk 

(7) 

$294.99 


AMERICAN 

PVERSIGHT 
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Submittal  Coversheet 


CAPITAL 
Construction 
Group 


Date:  January  4,  2018 


From:  CAPITAL  Construction  Group,  LLC 

3321  12™  Street  NE,  Suite  3 
Washington,  DC  20017 
(202)  526-3420  phone 
(202)  526-3421  fax 


To:  Lisa  Layman 

Eight  Day  Design 
7653  Leesburg  Pike 
Ealls  Church,  VA  22043 


Project  Title  and  Number:  Inter-American  Eoundation  Glass  Partition 

CCG  Project  No.  7102-33 

Project  Location:  1331  Pennsylvania  Ave  NW,  Suite  1200  North  Washington,  DC 

20004 

Architect  /  Engineer  of  Record:  Eight  Day  Design 


Subcontractor:  Global  Glass  &  Film 


Manufacturer/  Supplier:  N/A 


SUBMITTAL  TITLE:  Glass  Wall  Partition 

SUBMITTAL  TYPE:  SUBMITTAL 

SPECIFICATION  08900-01 

SECTION: 

DRAWING  /  DETAIL  NO.: 

COMMENTS: 

Q  Approved  Q  Approved  as  Noted  Q  Revise  &  Resubmit  Q  Rejected 

DISTRIBUTION:  FILE  &  FIELD 
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MUTO 

Comfort 

Multifunction  Manual 
Sliding  Door  System 


dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


MUTO  Comfort 

Multifunction  Manual  Sliding  Door  Systenn 
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51 
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07 
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08 
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52 
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09 

TLG  compatibility 

53 

Wood  adapter  sets 
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Wood  door  floor  guide 

10 

Typical  assemblies 

18 

Sliding  door  sets 

54 

Endcops 

XL  120  Self-Closing  (SC) 

53 

DORMOTIOM  accessory  and 

22 

Typical  assemblies 

stort/stop  kits 

30 

Sliding  door  sets 

56 

Synchro  accessories 

L  80  DORMOTIOM  (DM)  /  L  80 

Self-Glosing  accessories 

34 

Typical  assemblies 

Brush  profiles 

42 

Sliding  door  sets 

57 

Endstops 

M  50  DORMOTIOM  (DM)  /  M  50 

Holder  hook  sets 

46 

Typical  assemblies 

Sidelite  (fixed  panel)  extrusions 

48 

Sliding  door  sets 

and  accessories 

59  Status  indicator 

Tempered  Laminated  Glass 
(TLG)  accessories 
Installation  accessories 


IAF-18-0224-A-000646 
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Majoring  in  convenience 


Maj 


convenience 


User-friendly  nnodels  and  options, 
individually  configurable  systenns 


Extraordinary  convenience 
housed  in  a  siim  profile 

The  MUTO  Comfort  system 
impresses  by  virtue  of  its 
compact  elegance  and  extensive 
functionality,  creating  a  sliding 
door  system  with  enhanced 
user-friendliness. 


Even  tailored  solutions  come 
easily 

The  fully  integrated  MUTO 
Comfort  offers  a  choice  of 
models  and  optional  functions,  all 
controlled  by  mechanisms  housed 
out  of  sight  behind  the  compact 
header.  The  XL  120  Self-Closing 
model  offers  the  convenience  of 
power-free  self  closing. 


Optional  conveniefic<|F  Mature 

A  convenient  option  is  the  MUTO 
status  indicator,  which  allows  the 
door  position  to  be  monitored 
from  anywhere  in  the  building. 


Self-closing  -  hassle-free 


The  MUTO  Comfort 
XL120  Self-Closing 
model  automatically 
closes  the  door  once  It 
has  been  opened;  the 
quiet  action  operates 
without  a  power  supply 
-  an  enhancement  to 
any  interior. 


The  epitome  of  elegant 
convenience,  the  optional 
DORMOTION  function 
gently  decelerates  the 
door  panel  over  the  last 
few  inches,  taking  it 
automatically  and 
quietly  to  its  end  opened 
or  closed  position 


Glass,  wood,  or  metal 
applications 

MUTO  Comfort  is  particularly 
suitable  for  glass  applications, 
but  can  be  adapted  for  wood, 
metal,  or  other  door  material 
solutions. 


AMERICAN 

PVERSIGHT 


Status  indicator  -  everything  under  control 


•V  ,■ 


The  optional  status 
indicator  ensures  that 
the  sliding  door  can  be 
monitored  with 
temarkoble  ease.  As 
soon  as  the  door  opens 
or  closes,  a  status  signal 
is  transmitted  to  the 
building  management 
system  or  an  indicator 
lamp  -  an  important 
benefit  in  buildings 
requiring  professional 
facility  management 
capability. 

T8-0224-A-000647 
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dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Model  comparison  guide 


Note:  All  measurements  are  shown  in 

inches  (mm)  -  example:  3/8“  (10). 


COMFORT 

MUTO  Comfort 

XL  ISO  DORMOTION  (DM) 

MUTO  Comfort 

XL  150 

MUTO  Comfort 

XL  80  DORMOTION  (DM) 

MUTO  Comfort 

XL  120  Self-Closing* 

Track  dimensions 
(less  cover) 

w  =  2-3/4"  (70) 
h  =  2-23/32"  (69) 

w=  2-3/4"  (70) 
h  =  2-23/32"  (69) 

w  =  2-3/4"  (70) 
h  =  2-23/32"  (69) 

w  =  3-7/8"  (98) 
h  =  2-23/32“  (69) 

Track  dimensions 
+  cover  profile’ 

w  =  2-27/32“  (72) 
h  =  2-23/32"  (69) 

w  =  2-27/32"  (72) 
h  =  2-23/32"  (69) 

w  =  2-27/32"  (72) 
h  =  2-23/32"  (69) 

w  =  3-15/16"  (100) 
h  =  2-23/32"  (69) 

Track  dimensions  +  optional 
sidelite  extrusion  +  cover* 

w  =  3-19/32"  (91) 

w  =  3-19/32"  (91) 

w  =  3-19/32"  (91) 

w  =  4-11/16"  (119) 

Description 

Glass  thickness 

5/16"  -  1/2"  (8  -  13) 

5/16"  -  1/2"  (8  - 13) 

5/16"  -  1/2"  (8  -  13) 

5/16“  -1/2“  (8-13) 

Max  wood  door  thickness 

1-31/32“  (50) 

1-31/32"  (50) 

1-31/32“  (50) 

1-31/32"  (50) 

Door  height 

s  118"  (3  m) 

s  118"  (3  m) 

s  118"  (3  m) 

s  118*  (3  m) 

Min  door  width 
(glass  or  wood) 

40-1/8"  (1020) 

26"  (660) 

31-7/8"  (810) 

34"  (864) 

Max  glass  door  width 

57"  (1448) 

57"  (1448) 

57"  (1448) 

57"  (1448) 

Max  wood  door  width 

60"  (1524) 

6Q"a526-> 

60"  (1524) 

60"  (1524) 

Door  height  adjustment 

+/-  3/16"  (+/-  5) 

4./-  3/16"  (V-  5) 

V-  3/16"  (V-  5) 

Max  door  weight/one  door 

330  lb  (150  kg) 

176  lb  (80  kg) 

264  lb  (120  kg) 

Max  door  weight/two  doors 

2  x  330  lb  (150  kg) 

£■»<:  3^  f d  ■(’^SO  -xg) 

2  X  176  lb  (80  kg) 

2  X  264  lb  (120  kg) 

Clearance  between  door 
&  wall  (glass) 

25/32"  (20) 

25/32"  (20) 

25/32"  (20) 

?5/32"  (20) 

Clearance  between  door 
&  wall  (wood) 

9/32"  (7) 

9/32“  (7) 

9/32“  (7) 

9/32"  (7) 

Mounting  options 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  celling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

25%  faster  installation 

• 

• 

• 

- 

Wood  door  kit  available 

o 

O 

o 

o 

Tempered  Laminated  Glass 
(TLG)  kit  available 

o 

o 

o 

o 

Functions 

DORMOTION 

•  Std 

O 

•  Std 

•  Closing  cycle  std  * 

Synchro  (synchronized 
opening  and  closing  of  pairs) 

- 

O 

- 

- 

Status  indicator 

o 

o 

o 

o 

Self-closing 

- 

- 

- 

•  Std 

•  yes  —no  o  optional 

Note:  Dimensions  are  in  inches,  with 
millimeters  as  the  benchmark. 

AMERICAN 

PVERSIGHT 


’Track dimensions 
+  cover  profile 


72  mm 


^Track  dimensions 
•I'  optional  sidelite 
extrusion  +  cover 

IAF-1 8-022 


Model  comparison  guide 


I  ww 

150  Satin  Aluminum 


113  Similar  to  Satin  Stainless 


COMFORT 

MUTO  Comfort 

XL  80  Telescopic  ** 

MUTO  Comfort 

L80  DORMOTION  (DM) 

MUTO  Comfort 

L80 

MUTO  Comfort 

M  so 

Track  dimensions 
(less  cover) 

w  =  4-15/16“  (125) 
h  =  2-23/32"  (69) 

w  =  2-23/32"  (69) 
h  =  2-9/32"  (58) 

w  =  2-23/32"  (69) 
h  =  2-9/32"  (58) 

w  =  2-3/16"  (55) 
h  =  2-9/32"  (58) 

Track  dimensions 
+  cover  profile’ 

w  =  5”  (127) 
h  =  2-23/32"  (69) 

w  =  2-13/16"  (71) 
h  =  2-9/32"  (58) 

w  =  2-13/16"  (71) 
h  =  2-9/32"  (58) 

w  =  2-1/4"  (57) 
h  =  2-9/32“  (58) 

Track  dimensions  +  optional 
sidelite  extrusion  +  cover^ 

w  =  5-3/4"  (146) 

w  =  3-9/16"  (90) 

w  =  3-9/16"  (90) 

- 

Description 

Glass  thickness 

5/16“  - 1/2"  (8  -  13) 

5/16"  - 1/2“  (8  -  13) 

5/16"  -  1/2"  (8  -  13) 

5/16"-3/8"  (8-10) 

Max  wood  door  thickness 

1-31/32"  (50) 

1-31/32"  (50) 

1-31/32"  (50) 

1-31/32"  (50) 

Door  height 

s  118“  (3  m) 

s  118"  (3  m) 

s  118“  (3  m) 

s  84*  (2134)  (glass) 

S  98-7/16*  (2.5m)  (wood) 

Min  door  width 
(glass  or  wood) 

31-3/32“  (790)  w  DM 

23-5/8"  (600)  wo  DM 

39" (990) 

26"  (660) 

35-5/8"  (905)  w  DM 

26"  (660)  wo  DM 

Max  glass  door  width 

w  Fast  door: 

47-1/4"  (1200)  w/o  handle 
§5  49-13/16"  (1265)  w  handle 
tno  Slow  door  44-11/16"  (1135) 

57"  (1448) 

57“  (1448) 

42"  (1067) 

Max  wood  door  width 

60"  (1524) 

60"  (1524) 

42“  (1067) 

Door  height  adjustment 

+  3/16" -1/8"  (+5-3) 

+  3/16" -1/8"  (+5-3) 

+  3/16"-1/8"(+5-3) 

+5/32"-3/32"  (+  4-2) 

Max  door  weight/one  door 

2  X  176  lb  (80  kg) 

176  lb  (80  kg) 

176  lb  (80  kg) 

110  lb  (50  kg) 

Max  door  weight/two  doors 

4  X  176  lb  (80  kg) 

2  X  176  lb  (80  kg) 

2  X  176  lb  (80  kg) 

- 

Clearance  between  door 
&  wall  (glass) 

21/32"  (17)  * 

11/16"  (17) 

11/16"  (17) 

25/32"-15/16"  (20-24) 

Clearance  between  door 
&  wall  (wood) 

5/32"  (4) 

9/32"  (7) 

9/32"  (7) 

Min.  9/32"  (7) 

Mounting  options 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  gloss 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall  or  ceiling 

25%  faster  installation 

- 

• 

• 

- 

Wood  door  kit  available 

o 

o 

o 

O 

Tempered  Laminated  Glass 
(TLG)  kit  available 

o 

o 

o 

- 

Functions 

DORMOTION 

•  Std 

o 

o 

Synchro  (synchronized 
opening  and  closing  of  pairs) 

- 

- 

o 

- 

Status  indicator 

o 

o 

o 

- 

Self-closing 

- 

- 

- 

- 

Notes:  ^  XL  120  SC  and  XL  80  TEL  are  handed  in  the  direction  of  the 

opening  cycle.  Example:  Right  hand  opens  to  right  when  facing 
the  front  of  the  track. 


2  door  panels  with  Synchro  (not 
available  with  DORMOTION) 


*  Gap  between  fast  and  slow  moving  XL  80  TEL  glass  panels 
equals:  31/32“  (24.5)  with  3/8“  (10)  thick  glass  and 
7/8"  (22)  for  1/2“  (13)  thick  glass 

IAF-18-0224-A-000649 
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2  door  panels 
without  Synchro 


1  or  2  door  panels 
with  telescopic 


dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


MUTO  Comfort  ordering  guide 


Sliding  Panel 
Thickness^ 


System 

Capacity 


System 

Type 


Sliding  Panels 

M 

—  Medium 

sc 

One  Sliding  Panel  — 

IP 

L 

—  Heavy 

DM 

Two  Sliding  Panels  — 

2P 

XL 

—  Extra  Heavy 

-  Self-Closing 

-  DORMOTION 

-  Less  DORMOTION' 


IP 

XL 

150 

WD 


SMM 


10MM 


12MM 


13.5MM 


- 1-3/8"  to  1-  31/32" 

(35  to  50  mm)  Wood  Door 

—  5/16"  (8  mm)  Laminated 

—  3/8"  00  mm) 

- 1/2"  02  mm) 

— 17/32"  (13.5  mm)  Laminated 


MUTO 


COMFORT 


17MM  continued 
"  '  below 


Portfolio 


COMFORT 


Model 


330  lb  (150  kg) - 
2641b  020  kg)- 
176  lb  (80  kg)- 
1101b  (50  kg)- 


150 


120 


80’ 


so 


SYNCHRO  -2  Panels  Move  Simultaneously 
(N/A  with  DORMOTION) 


Mount  Type 


Door  Weight 


Synchro  Function 

MUTO 

Finish 


1 

2 

3 

4 


Ceiling  Mount  -  Surfoce— 

CE-S 

399 

Ceiling  Mount  -  Concealed  — 

CE-C 

Sliding  PaneP 

199 

Wall  Mount  — 

W 

Width 

113 

Glass  Mount  — 

G 

SPECiFY 

—  Door  Panel  Width  (DW)^ 

150 

150 

—  No  Fixed  Ponel 

—  lx  Fixed  Panel 

1FP 

TLG 

SI 

2FP 

-2x  Fixed  Pond  Tempered 

Status 

MLITO  Comfort  XL  80  not  available  Less  DORMOTION. 


Laminated 

Glass 


Indicator 


Minimum  and  maximum  panel  widths  vary  by  MUTO  model. 
For  custom  199  or  399  finishes,  there  may  be  minimum  order 
quantities  based  on  minimum  lot  charges.  Lead  time  will  be 
extended. 

Dimensions  are  converted  from  millimeters  to  the  closest  1/16" 
where  possible.  Always  verify  with  Technical  Service  for  critical 
dimension  verifications. 


Special  (Powder  Coat/Paint)* 
Special  Anodized^ 

Similar  to  Stainless  Steel  (SSS) 
Clear  Anodized  Aluminum 


Constructing  the  reference  number 


As  an  example,  Ref.  No.  8.36.100.150.99  shown  below 
denotes  a  MUTO  Comfort  M  50  DORMOTION  system, 
wall  installation,  in  Clear  Anodized  Aluminum  (150) 
finish. 

The  short  version  used  in  this  brochure  shows  only 
product  category,  group,  and  article  definition;  for 
example,  836.100. 

The  other  parts  of  the  reference  number  are  variable 
depending  on  the  particular  article  and  finish. 


Ref.  No. 

8.36j<xxjo(X.99 

Clear  anodized  aluminum 

150 

Anodized  similar  to  satin  stainless 

113 

Custom  anodized 

199 

Custom  powder  coat 

399 

Product  category  Product  group  Article  definition  Surface  finish  Article  status 


Code  8.36.100.150.99 

8 

36 

100 

150 

99 

AMERICAN 

dormakaba  glass 
product 

MUTO  Comfort 
manual  sliding 
door  system 

MUTO  Comfort  M 

50  DORMOTION, 
wall  installation 

Clear  anodized 
aluminum 

Saleable  article 

IAF-18-0224-A-000650 

pyERSIGHT 

MUTO  Comfort  ordering  guide 


Installation  types 


Installation  types 


Installations 


With  one  sliding  panel 


Disclaimer 

When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key.  When 
maximizing  door  panel 
width,  height,  or 
thickness,  one  or  more  of 
the  other  dimensions 
(width,  height,  or 
thickness)  will  require 
reductions  to  remain  at  or 
below  the  maximum 
allowable  weight  capacity 
of  the  specific  MUTO 
sliding  unit,  within 
industry  codes,  standards, 
or  specifications,  and 
within  door  manufacturer 
recommendations. 


Mounted  to  wall 


With  two  sliding  panels 


Mounted  to  ceiling  with  optional  fixed  panel 
(sidelite) 

Functions 


Synchro  function 

Telescopic  function 

i  I _ I 

- i - a - 

g 

1  1 

2 

1 

2 

1  ^  2 
□  D  D  D  LL  L  I  — I 


AMERICAN  _ _ 

PVERSIGHT 


□  50% 


c 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Installation  made  easy 


Installation  Made  Easy 


TLG  Compatibility 


Retrofit  DORMOTION  in  the  field 

(nninimunn  door  panel  widths  must  be  considered) 


Optional  status  indicator 
retrofitted  in  field 


Adjustable  endstop 


TLG  compatibility 


dornnakaba's  Clamp  &  Glue  technology  allows 
installation  to  tempered  laminated  glass.  This 
technology  allows  secure  holding  power  with 
minimal  clamping  force,  and  does  not  require 
special  glass  preparation. 


AMERICAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  to  wall 


Mounted  to  wall  (W) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to  wall; 
for  5/16"-  1/2"  (8  - 13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22)  +  X 

(see  drawing) 

max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


DW  =  Glass  width 

XL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT  =  Door  (gloss)  thickness 

Y  =  2-7/8”  (72)  - 13/16"  (20)  -  DT 


XL  150  DM 

XL  150 

XL  80  DM 

8-0224-A-000654 

min  DW 

40-3/16"  (1020) 

26"  (660) 

31-7/8“(810) 

max  DW 

57"  (1448) 

57"  (1448) 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

2  X  57"  (1448) 

IAF-1 

2  X  57"  (1448) 

XL  150  DM  / XL  150 / XL 80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  to  ceiling 


1-a/w* 


(30) 


TL  =  2  X  DW 


■DW  =  CW«  2-3/8"  (40) 


,1-a/l*'' 


(30) 


*  If  Single  door  panel  closes  against 
Jamb  or  only  overlaps  on  one  side, 
subtract  1-3/16'  (30)  from  formula. 


Mounted  to  ceiling  (CE-S)  Mounted  in  drop  ceiling  (CE-C) 


AM _ _ 

PVERSI 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
ceiling  or  mounted  in  drop  ceiling; 
for  5/16"-  1/2"  (8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  -t  2-3/8"  (60) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

XL  150 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

XL  80  DM 

min  DW 

31-7/8"  (810) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT  =  Door  (glastAfhidi8i^224-A-000655 

Y  =  2-7/8"  (72)  - 13/16"  (20)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  one  sliding  panel  and  fixed  panel  on  one  side 


TL  Of  tncl.  MideoDS.  2  x  3/32"  [21) 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panel, 
mounted  to  ceiling  or  in  drop 
ceiling;  for  5/16"- 1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  +  1-3/16"  (30) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57"  (1448) 

XL  150 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

XL  80  DM 

min  DW 

31-7/8"(810) 

max  DW 

57"  (1448) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height  sliding  door 
FPH  =  Fixed  panel  (sidellte)  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
FPW  =  Fixed  panel  (sidelite)  width 
DT  =  Door  (glass)  thickness 

AFPT  Fixed  panel  (glass)  thickness 
I  Y  -  ra  2-7/8"  (72)  -  13/16"  (20)  -  DT 

pyERSIGHT 


Mounted  to  ceiling  (CE-S) 


3-5/8“ 

(91) 

• 

2-7/e*  (72) 
29/32" 

■*  (23) 

s 

lA 

flO 

1-7/16“ 

§ 

u 

13/16 

Y 

I 

o 

:PH  =  TH  -  2-5/8"  (67) 

(20) 

fPT 

h*.. 

OQ 

"S. 

N 

1 

X 

H 

H 

z 

o 

z 

PT 

1 

sie. 

ID 

3/8"  1  3/1< 

44 

o 

c 

±3 

1 

XL  150  DM  /  XL  150 / X L 80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 


TL  (if  incL  endcaps,  2 

’  TL  =  DW  x  2  ♦  FPW2 

_ 

FPW2 

r 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

FPW1 

' 

V3/1*", 

1 

1 

1 

1 

,  1-3/16" 

(30) 

1  ■  ■  1 

1  1 

1  i 

(30) 

1  CW 

DW  =  CWt  2-3/8"  (60) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


I 

o 


amEES. 


PVERSIGHT 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panel  on 
both  sides;  for  5/16"-  1/2" 

(8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57"  (1448) 

XL150 

min  DW- 

26" (660) 

max  DW 

*7"  (1448) 

XL  80  DM 

min  DW 

31-7/8"(810) 

max  DW 

57"  (1448) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width  . 

TL  =  Track  length  '  .  A 

GH  «  Glass  height  ^%'53|§'i|Sor 

FPH  =  Fixed  panel  (^tfeHtelheight 
TH  »  Total  height 

CH  =  Clear  opening  height 

CW  =  ^ .  C)^  r  openi  ng  width 

FPWJi  vF^jSi^  panel  (sidelite)  width  1 

FPW2  panel  (sidelite)  width  2 

DT  (glass)  thickness 

FP|5^F^' P^^4a/^@@^7hickness 
Y  =2  7/8"  (72)  13/16"  (20)  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  two  sliding  panels  with  two  fixed  panels 


TL  Of  incl.  «ndcap«.  2  x  3/32“  BP 

TL  =  4k  DW+  1/2“  (12) 


1-3/14“ 


(30) 


1/4“ 


W 


1-3/14“ 


(30) 


CW 


DW  =  CW<-2*1-1/14“(27)  DW=(n<V*2f1-1/14"(27) 


Features  and  data 

For  installation  with 
two  sliding  door  panels 
with  fixed  panel  on  each 
side;  for  5/16"-  1/2" 

(8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  -i-  2  +  1-1/16"  (27) 


XL150DM 

min  2P  DW 

2  X  40-3/16"  (1020) 

max  2P  DW 

2  X  57“  (1448) 

XL150 

min  2P  DW 

2  X  26"  (660) 

max  2P  DW 

2  X  57"  (1448) 

XL  80  DM 

min  2P  DW 

2  X  31-7/8"(810) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
FPW1  =  Fixed  panel  (sidelite)  width  1 
FPW2  =  Fixed  panel  (sidelite)  width  2 
DT  =  Door  (gloss)  thickness 

.  .  FPT  Fixed  panel  {glass)  thickness 

AfY  r=l 

^ersiSht 


Mounted  to  ceiling  (CE-S) 


Calcuiation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1^.®.o224-A-000658 
max  118-1/8“  (3000) 


XL  150  DM  / XL  150 / XL 80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  for  wood  doors 


(30) 


TL  =  2  X  DW 


Sj 


(30) 


*  If  Single  door 
panel  closes 
against  Jamb  or 
only  overlaps  on 
one  side,  subtract 
1-3/16"  (30)  from 
formula. 


•DW-CWt  2-3/8"  (40) 


TL  =  2  X  DW 


XT 


1-3/16" 

(30) 


*  If  Single  door 
panel  closes 
against  Jamb  or 
only  overlaps  on 
one  side,  subtract 
1-3/16"  (30)  from 
formula. 


Mounted 
to  wall 
(W) 


Mounted 
to  ceiling 
(CE-S) 

Features  and  data 

For  instailation  with  wood  door; 
mounted  to  wall  or  ceiling;  for 
1-1/8"-  1-31/32"  (28  -  50)  thick 
wood  doors 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  door  height 

DH  =  CH  -  3/4"  (18)  -t  X  (wall) 
DH  =  TH  -  3-7/16"  (87)  (ceiling) 
max  118-1/8"  (3000) 

Calculation  of  door  width 

DW  =  CW  +  2-3/8"  (60) 


DW  =  Glass  width  DT  = 
TL  =  Track  length  CH  = 
TH  =  Total  height  CW  = 
DH  =  Door  height  Y  = 

PVERSIGHT 


Door  (wood)  thickness 
Clear  opening  height 
Clear  opening  width 
2-7/8"  (72)  -  5/16"  (7)  -  DT 


XL  ISO  DM 

XL  150 

XLSODM 

min  DW 

40-3/16”  (1020) 

26"  (660) 

31-7/8"  (810) 

max  DW 

60"  (1524) 

60"  (1524) 

60"  (1524) 

max  2P  DW 

2  X  60"  (1524)  '^^2" (1524) 

15 


dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


TL  =  2  «  DW  1 2-5/8"  <67) 


CW 


T-3/16"  1-3/16* 


(30) 


(30) 


DW=CW*  2-3/8“  (60) 


FPW 


Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  -r  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


Glass 

preparation 


See  next  page 
forX  Detail 


XL  150  DM 

min  DW 

40-3/16“  (1020) 

min  CW 

37-13/16"  (960) 

max  DW 

57"  (1448) 

max  CW 

54-3/4"  (1390) 

XL  150 

min  DW 

26"  (660) 

min  CW 

23-5/8"  (600) 

max  DW 

57“  (1448) 

max  CW 

54-3/4“  (1390) 

XL  80  DM 

min  DW 

31-7/8“  (810) 

min  CW 

29-9/16"  (750) 

max  DW 

57"  (1448) 

max  CW 

54-3/4"  (1390) 

»  DD  =  (CW  -  4-3/16")  +  T  =  _■ 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (31-1/2"-  4-3/16")  ^  2  =  13-11/16" 
DD=  (800 -106)^  2  =  347 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of  holes 
(Z)  depends  on  clear  opening 
width  (CW)  and  determines 
the  final  drilling  distance 
(DD). 

T  Z 


CW  s 

< 

23-5/8"  (600) 
31-1/2"  (800) 

2 

8 

CW  > 

31-1/2"  (800) 

3 

10 

s 

39-3/8"  (1000) 

CW  > 

39-3/8"  (1000) 

4 

12 

47-1/4"  (1200) 

•  Use  the  equation  to 
determine  (DD)  drilling 
distance  (hole  spacing) 
at  defined  (DD) 
locations. 

•  Provide  (CW)  clear 
opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to 
formula  equation  to 
calculate  (DD)  drilling 
distance. 


CW  >  47-1/4"  (1200)  5  14  |AF-1 8-0224-A-000660 

s  54-5/8"  (1388) 


XL  150  DM  / XL  150 / XL 80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


Refer  to  Elevation  drawing  on  previous  page. 

Giass  4-1/16''  6-11/16"  .  .4-1/16"  4-1/16" 


preparation 

DD» 

DD 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

003) 

See 

X  Detail 

■H- 

below  L 

X 

FPW2 

CW 

FPW1 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  - 170)  +  T  =  _  mm 


Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  ^  2  1-1/16"  (27) 


XL  150  DM 

XL  150 

XL  80  DM 

min  DW 

40-3/16" (1020) 

26" (660) 

31-7/8“ 

min  CW 

78-3/16"  (1986) 

47-V2"  (1207) 

61-11/16“ 

max  DW 

57“ (1448) 

57“  (1448) 

57“ 

max  CW 

112-1/16“  (2846) 

112-V16"  0846) 

112-V16"  0846) 

Calculation  example 

DD  =  (55-1/8"  -  4-3/16“-  6-11/16)  ^  4  =  11-1/16" 
DD  =  (1400  - 106  - 170)  ^  4  =  281 


T  Z 


CW 

S 

ki-Mh:  (1200) 
59-1/16"  (1500) 

4 

14 

CW 

> 

59-1/16"  (1500) 

6 

18 

s 

78-3/4"  (2000) 

CW 

> 

78-3/4“  (2000) 

8 

22 

< 

112-1/16"  (2846) 

DW  =  Glass  width 

Z  =  Quantity  of  drillings 

TL  =  Track  length 

DD  =  Drilling  distance 
TH  =  Total  height 

CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
GH  =  Door  (glass)  height 
FPW  =  Fixed  panel  (glass)  width 
T  =  Set  formula  value  derived 

from  CW 

DT  =  Door  (glass)  thickness 
3/8"  -  3/4"  (10  -  19) 
Fixedpbnel  (sidelite)  thickness 
=  2-7/g"  1^5,- 13/16;  (20)  -  DT 


X  detail 


2" 

2" 

(50) 

013/16 

■(026)^ 

1/8' 

(SO 

) 

013/16 

(020) 

1 

c? 

T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

calculate  (DD)  drilling  distance. 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels, 
ceiling  surface  installation 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops, 
roller  carriers,  DORMOTION’,  DM  start/stops’,  floor  guide, 
sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 
endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 
hardware.  (Sidelite  view  profile  included  if  appropriate.) 


Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 

XL  150  DM  /  XL  150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

’XL  150  set  does  not  include  DORMOTION  or  DM  start/stops. 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  one  fixed  panel. 


Min  Min  clear 

Max 

Max  clear 

Max 

panel  opening 

panel 

opening 

track 

Ref. 

width  width 

width’ 

width’ 

length’ 

No. 

IP  XL  150  DMCE-S1FP 

MTO 

40-3/16"  37-13/16" 

(1020)  (960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.S89 

IP  XL  ISO  CE-S1FP 

MTO 

26”  23-5/8" 

(660)  (600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.S88 

1PXL80DMCE-S1FP 

MTO 

31-7/8"  29-1/2" 

(810)  (750) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.S83 

IP  ceiling  surface  by  2FP 

-  Set  for  ceiling  surface  installation  with 

one  sliding  panel  and  two  fixed  panels. 

Min  Min  clear 

Max 

Max  clear 

Max 

panel  opening 

panel 

opening 

track 

Ref. 

width  width 

width’ 

width’ 

length’ 

No. 

1PXL150DMCE-S  2FP 

MTO 

40-3/16"  37-13/16" 

(1020)  (960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.591 

IP  XL  ISO  CE-S2FP 

MTO 

26"  23-5/8" 

(660)  (600) 

57" 

(1448) 

54-3/8" 

(1381) 

157-1/2" 

(4000) 

236.590 

1P  XL  80  DM  CE-S  2FP 

MTO 

31-7/8"  29-1/2" 

(810)  (750) 

57" 

(1448) 

54-3/8" 

(1381) 

157-1/2" 

(4000) 

236.585 

2P  ceiling  surface  by  2FP 

-  Set  for  ceiling  surface  installation 

with  two  sliding  panels  and  two  fixed  panels. 

Min  Min  clear 

Max 

Max  clear 

Max 

panel  opening 

panel 

opening 

track 

Ref. 

width  width 

width’ 

width’ 

length’ 

No. 

2PXL150  DM  CE-S2FP 

MTO 

40-3/16"  78-3/16" 

(1020)  (1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.587 

2PXL150  CE-S2FP 

MTO 

26"  49-13/16" 

(660)  (1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.592 

2PXL80  DM  CE-S2FP 

MTO 

31-7/8"  59-1/4" 

(810)  (1505) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4(X)0) 

236.587 

^  For  157-1/2"  track  lengths,IAfi^1A‘‘Q224s^^fi0662 
Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


XL  150  DM /XL  150 /XL  80  DM 


Sliding  door  sets 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000663 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  one  sliding  panel 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller 
carriers,  DORMOTION’,  DM  start/stops’,  and  floor  guide. 
Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 


XL  150  DM  /  XL  150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

’XL  150  set  does  not  include  DORMOTION  or  DM  start/stops. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  ciear 

Max 

Max  clear 

Max 

panel 

Opening 

panel 

opening 

track 

width 

width 

width^ 

width’ 

length’ 

Ref.  No. 

IP  XL  150  DM  W 

srx  ^0-3/16" 
(1020) 

37-13/16" 

(960) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

836.510 

40-3/16" 

(1020) 

37-13/16" 

(960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.521 

IP  XL  150 W 

erx  26" 

(660) 

23-5/8" 

(600) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

236.510 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.521 

IP  XL  80DMW 

STK  31-2/8- 
(810) 

29-1/2“ 

(750) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

836.502 

31-7/8" 

(810) 

29-1/2" 

(750) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.520 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 

one  sliding  panel. 

Min 

Min  ciear 

Max 

Max  clear 

Max 

panei 

opening 

panel 

Opening 

track 

width 

width 

widtM 

width’ 

length’ 

Ref.  No. 

IP  XL  150  DM  CE-S 


STK 

40-3/16“ 

37-13/16" 

56-11/16" 

54-5/16" 

113-3/8" 

836.512 

(1020) 

(960) 

(1440) 

(1380) 

(2880) 

MTO 

40-3/16“ 

(1020) 

37-13/16" 

(960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.523 

1PXL150CE-S 


26" 

23-5/8" 

56-11/16" 

54-5/16" 

113-3/8" 

236.512 

(660) 

(600) 

(1440) 

(1380) 

(2880) 

MTO  26" 

23-5/8" 

57" 

54-5/8" 

157-1/2" 

236.523 

(660) 

(600) 

(1448) 

(1388) 

(4000) 

1PXL  80  DM  CE-S 


STK 

31-7/8“ 

29-1/2" 

56-11/16" 

54-5/16“ 

113-3/8" 

836.505 

(810) 

(750) 

(1440) 

(1380) 

(2880) 

MTO 

31-7/8" 

(810) 

29-1/2" 

(750) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.522 

IP  glass  installation  -  Set  for  glass  installation  with  one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

1PXL150  DMG 

40-3/16" 

MTO 

37-13/16" 

57" 

54-5/8" 

157-1/2" 

836.525 

(1020) 

(960) 

(1448) 

(1388) 

(4000) 

IP  XL  150  G 

MTO  26" 

23-5/8" 

57" 

54-5/8" 

157-1/2" 

236.525 

(660) 

(600) 

(1448) 

(1388) 

(4000) 

1P  XL  80  DM  G 

31-7/8" 

29-1/2" 

57” 

8-0222PAV(3006g4  524 

(810) 

(750) 

(1448) 

(1388) 

(4000) 

^  For  157-1/2"  track  lengths,  only  154"  at«  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


XL  150  DM /XL  150 /XL  80  DM 


Sliding  door  sets 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  two  sliding  panels 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller 
carriers,  DORMOTION’,  DM  stort/stops’’,  and  floor  guide. 
Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 


XL150  DM  /XL150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

^  XL  150  set  does  not  include  DORMOTION  or  DM  stort/stops. 


2P  wall  installation  -  Set  for  wall  installatian  with  twa  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width^ 

Max 

track 

length^ 

Ref.  No. 

2PXL150  DMW 

40-3/16" 

MTO 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.527 

2PXL150  W 

26" 

MTO 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.527 

2PXL  80DM  W 

31-7/8" 

MTO 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.526 

Note:  Refer  to  Component  ports  section  for  wood  door 
odopter  options. 


2P  ceiling  surface  installation  -  Set  far  ceiling  surface  installatian  with 
two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width^ 

Max 

track 

length^ 

Ref.  No. 

2PXL150  DMCE-S 

MTO 

40-3/16" 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.529 

2PXL150CE-S 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.529 

2P  XL  80  DM  CE-S 

MTO 

31-7/8" 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.528 

2P  glass  installation  -  Set  far  glass  installation  with  two  sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width^ 

width^ 

length^ 

Ref.  No. 

2PXL150  DMG 

MTO 

40-3/16" 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.531 

2PXL150G 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.531 

2PXL  80  DM  G 

MTO 

31-7/8" 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.530 

^  For  157-1/2"  trock  lengths,  only  154"  ore  useoble. 

Max  wood  door  sizes  con  be  increased  by  3"  (76),  MTO  only. 

IAF-18-0224-A-000665 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  to  wall 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


*DW  =  CWt  2-3/8"  (40) 


*  If  single  door  panel  closes 
against  Jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


Mounted  to  wall  (W) 


AMERICAN 

pyERSIGHT 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
"  for  5/16“- 1/2"  (8  - 13)  thick 
■  .'Ijijbis 

,  I '  weight  of  door  panels 

:  (120  kg) 

i .  :.j’ ! 

'^^tulation  of  glass  height 

GH  =  CH  -r  7/8"  (22)  -r  X 

(see  drawing) 

max  118-1/8"  (3000) 


Calculation  of  glass  width 

DW  =  CW  -r  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"(850) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT  =  DotAE^1S^0g^4^s000666 

Y  =  3-15/16"  (100)  -  13/16'  (20)  -  DT 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  to  ceiling 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


•DW  =  CWt  2-3/8“  (60) 


*  If  single  door  panel  closes 
against  Jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"-  1/2“  (8  -  13)  thick 
glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  13/16"  (21) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  120  SC 

.-ntn  DW 

33-1/2  "(850) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57“  (1448) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


3-15/16“  (100) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT I  AFBl)8r(3^(24)ATi0G{i667 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  one  sliding  panel  and  fixed  panel  on  one  side 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


Features  and  data 

For  installation  with  one  sliding 
door  panel  and  one  fixed  panel, 
mounted  to  ceiling  or  in  drop 
ceiling;  for  5/16”-  1/2"  (8  -  13) 
thick  glass. 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 


DW  =  CW  +  1-3/16“  (30) 

XL  120  SC 

min  DW 

33-1/2"  (850) 

max  DW 

57"  (1448) 

TL  Of  incl.  2 . 3/32“  [3]) 


TL=2xDW 

u 

1 

1 

FPW  =  TL-CW 

1-3/16“  1 

(30)  "j 

■ 

1 

CW 

DW  =  CW  ♦  V3/16''  (30) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH=TH- 2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW 

TL 

GH 

FPH 

TH 

CH 

CW 

FPW 

DT 

rf 

'J 


Glass  width 
Track  length 

Glass  height  sliding  door 
Fixed  panel  (sidelite)  height 
Total  height 
Clear  opening  height 
Clear  opening  width 
Fixed  panel  (sidelite)  width 
Door  (glass)  thickness 
I  Fixed  panel  (glass)  thickness 
‘  3-15/16"  (lOQI- 13/161120)  -  DT 

:o 


1^6  y2( 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 


Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


Features  and  data 

For  installation  with  one  sliding 
door  panel  and  fixed  panels  on 
both  sides,  mounted  to  ceiling  or 
in  drop  ceiling;  for  5/16"-  1/2" 

(8  -  13)  thick  glass. 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2”  (850) 

max  DW 

57"  (1448) 

Mounted  to  coiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


5 


o 

Cl 


II 

Z 

a 

u. 


13^6* 

(20) 


FPT 


Y 


AMi _ 

PVER; 


I 

II 

z 

0 


1/2" 

■:  ■ 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8“  (3000) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidelite)  width  1 

FPW2  =  Fixed  panel  (sidelite)  width  2 

DT  =  Door  (glass)  thickness 

fptIAR^I  §Bi0234nA-(9(3©S69ckness 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  twa  sliding  panels  with  fixed  panels  an  bath  sides 


Note: 

XL120  SC  includes 
DORMOTION 
standard  in  the 
closing  cycle. 


TL  Of  incl.  ficjcopg,  2  x  3/32"  [2]) 


TL  =  4  X  DW  +  1/2"  (12) 


1-3/16“ 


(30) 


1/4" 


(6) 


FPW1 


,  V3/I6" 


(30) 


DW  =  CW  2 1- 1-1/16"  (27) 


DW  =  CW  ♦  2  ♦  1-1/16"  (27) 


Features  and  data 

For  installation  with  two 
sliding  door  panels  with  fixed 
panels  on  each  side;  for 
5/16"-  1/2"  (8  -  13)  thick  gloss 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 

DW=CW^2  + 1-1/16"  (27) 


Mounted  to  ceiling  (CE-S) 


XL  120  SC 

min  2P  DW 

2  X  33-1/2" (850) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 
TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidelite)  width  1 
FPW2  =  Fixed  panel  (sidelite)  width  2 
DT  =  Door  (glass)  thickness 

FPT  -  Fixed  panel  (glass)  thickness 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 


Calculation  of  glass  height  (CE-S) 

GH  =TH  -1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 
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Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  W-(©-0224-A-000670 

max  118-1/8"  (3000) 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  for  wood  doors 


Note: 

XL  120  SC  includes 
DORMOTION  standard 
in  the  closing  cycle. 


TL  =  2xDW 


.  ^  *  If  single  door  panel  closes  against 

‘DW  «  CW  4  2-3/8"  (60)  Jamb  or  only  overlaps  on  one  side, 


TL  =  2  X  DW 


•DW.CW*  2-3/8"  (60) 


*  If  single  door  panel  closes  against 
Jamb  or  only  overlaps  on  one  side, 


subtract  1-3/16"  (30)  from  formula. 


subtract  1-3/16"  (30)  from  formula. 


Features  and  data  Mounted  to  wall  (W) 

For  installations  with  wood 


doors;  mounted  to  wall  or 
ceiling:  for  1-1/8"- 1-31/32" 

(28  -  50)  thick  wood  doors 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  door  height 

DH  =  CH  -  3/4"  (18)  -r  X  (wall) 
DH  =  TH  -  3-7/16"  (87)  (ceiling) 
max  118-1/8"  (3000) 


Calculation  of  door  width 

DW  =  CW  -r  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"  (850) 

max  DW 

60“  (1524) 

max  2P  DW 

2  X  60"  (1524) 

AM 


PVE 


DW  =  Door  width 
TL  =  Track  length 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
DH  =  Door  height 
DT  =  Door  (wood)  thickness 
Y_  _  =  ^5/16"  (100)  -,5/16"  (7)  - 


DT 


t 


•o 


Mounted  (CE-S) 


IAF-18-0224-A-000671 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


Note:  XL  120  sc  includes 
DORMOTION  standard  in 
the  closing  cycle. 


TL  =  2  «  DW  1 2-5/8"  <67) 


s 

CW  1 

FPW 

1-3/16"  1-3/16*  1 

(30)  (30)  ■  1 

f- 

DW=CW*  2-3(8“  (60) 

Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height 

GH  =CH  -r7/8"  (22) 
max  118-1/8“  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2”  (850) 

min  CW 

31-1/8"  (790) 

max  DW 

57"  (1448) 

max  CW 

54-5/8”  (1388) 

Glass 

preparation 


See  next  page 
for  X  Detail 


Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


*  DD  =  (CW  -  4-3/16”)  +  T  =  _" 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (35-7/16"  -  4-3/16")  ^3  =  10-7/16" 
DD  =  (900  -  106)  -i-  3  =  265 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of 
holes  (Z)  depends  on 
clear  opening  width 
(CW)  and  determines 
the  final  drilling 
distance  (DD). 


T 

Z 

CW  i 

< 

23-5/8"  (600) 
31-1/2"  (800) 

2 

8 

CW  > 

< 

31-1/2"  (800) 
39-3/8"  (1000) 

3 

10 

CW  > 

s 

39-3/8"  (1000) 
47-1/4"  (1200) 

4 

12 

CW  > 

47-1/4"  (1200) 

54-5/8"  (1388) 

5 

14 

•  Use  the  equation  to  determine  (DD)  drilling  distance 
(hole  spacing)  at  defined  (DD)  locations. 

•  Provide  (CW)  clear  opening  width  to  determine  value 
for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to  calculate 
(DD)  drilling  distance. 


IAF-18-0224-A-000672 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


Note:  XL  120  SC  inclucJes 
DORMOTION  standard  in 
the  closing  cycle. 


Refer  to  Elevation  drawing  on  previous  page. 


Glass 

preparation 


4-1/16"  6-11/16”  4-1/16"  .  4-1/16" 


DD» 

DD 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

003) 

+-F  - 

X 

FPW2 

CW 

FPW1 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  -  170)  +  T  =  _  mm 


DW 

= 

Glass  width 

Z 

= 

Quantity  of  driiiings 

TL 

= 

Track  iength 

DD 

= 

Driiling  distance 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Ciear  opening  width 

GH 

= 

Door  height 

FPW 

= 

Fixed  panel  (glass)  width 

T 

= 

Formula  value  to  determine  DD 

DT 

= 

Door  (giass)  thickness 

FPT 

Fixed  panel  (sidellte)  thickness 
3/8“  -  3/4”  (10  - 19) 

Y 

= 

3-15/16“  (100)  - 13/16"  (20)  -  DT 

X  detail 


2" 

2" 

(50) 

013/16 

(020) 

(SC 

1/8" 

) 

013/16 

(020) 

g 

Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
gloss;  for  5/16"- 1/2"  (8  -  13) 
thick  gloss 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW^2  -r  1-1/16"  (27) 


XL  120  SC 

min  DW 

33-1/2"  (850) 

min  CW 

64-13/16“  (1646) 

max  DW 

57"  (1448) 

max  2P  DW  2  X  57"  (1448) 

max  CW 

111-7/8"  (2842) 

T 

Z 

CW  £ 

47-1/4“  (1200)  4 

59-1/16"  (1500) 

14 

CW  > 

s 

59-1/16"  (1500)  6 

78-3/4“  (2000) 

18 

CW  > 

< 

78-3/4“  (2000)  8 

111-7/8“  (2842) 

22 

Calculation  example 

DD  =  (55-1/8"-  4-3/16"-  6-11/16")  -h  4  =  11-1/16" 
DD  =  (1400  -  106  -  170)  ^  4  =  281 

T  =  Formula  Value 
Z  =  Quantity  of  holes  to  drill 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to 
calculate  (DD)  drilling  distance. 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000673 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels,  ceiling 
surface  installation 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  XL  120  DM  max  264  lb  (120  kg). 

roller  carriers,  DORMOTION ,  DM  start/stops,  floor  guide, 

sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 

endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 

hardware.  (Sidelite  view  profile  included  if  appropriate.) 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  one  fixed  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

width' 

opening 

track 

width 

width 

width' 

length' 

1PXL120  SCCE-S1FP 


33-1/2" 

31-1/8” 

57" 

54-5/8" 

157-1/2" 

RH  236.690 

(850) 

(790) 

(1448) 

(1388) 

(4000) 

LH  236.692 

IP  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  two  fixed  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width' 

length' 

Ref.  No. 

IP  XL  120  SC  CE-S  2FP 


33-1/2" 

31-1/8"  57" 

54-5/8" 

157-1/2" 

RH  236.694 

(850) 

(790)  (1448) 

(1388) 

(4000) 

LH  236.696 

2P  selling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  two  sliding  panels  and  two  fixed  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width' 

length' 

Ref.  No. 

2P  XL  120  SC  CE-S  2FP 


33-1/2" 

64-13/16" 

57" 

111-7/8" 

157-1/2" 

236.698 

(850) 

(1646) 

(1448) 

(2842) 

(4000) 

’  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 

AMERICAN 

P/ERSIGHT 


IAF-18-0224-A-000674 


XL  120  Self-Closing  (SC) 


Sliding  door  sets 


IAF-18-0224-A-000675 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  one  sliding  panel 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  XL  120  DM  max  264  lb  (120  kg), 
roller  carriers,  DORMOTION,  DM  stort/stops,  and  floor 
guide.  Complete  accessories  for  5/16"-  1/2"  (8-13)  thick  gloss. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width^ 

width' 

length' 

Ref.  No. 

IP  XL  120  sew 


STK 

33-1/2" 

(850) 

31-1/8" 

(790) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

RH  836.602 

LH  836.603 

MTO 

33-1/2" 

(850) 

31-1/8" 

(791) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.620 

LH  836.621 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width' 

length' 

Ref.  No. 

IP  XL  120  SCCE-S 


STK 

33-1/2" 

(850) 

31-1/8" 

(790) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

RH  836.606 

LH  836.607 

MTO 

33-1/2" 

(850) 

31-1/8" 

(790) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.622 

LH  836.623 

IP  glass  installation  -  Set  for  gloss  installation  with  one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width' 

Max  clear 

opening 

width^ 

Max 

track 

length' 

Ref.  No. 

IP  XL  120  SCO 

MTO 

33-1/2" 

(850) 

31-1/8" 

(790) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.624 

LH  836.625 

''  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  Increased  by  3"  (76),  MTO  only. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 
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IAF-18-0224-A-000676 


XL  120  Self-Closing  (SC) 


Sliding  door  sets 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  two  sliding  panels 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  XL  120  DM  max  264  lb  (120  kg), 
carriers,  DORMOTION,  DM  start/stops,  and  floor  guide. 

Complete  accessories  for  5/16"-  1/2"  (8  -  13)  thick  glass. 


2P  wall  installation  -  Set  for  wall  installation  with  two 
sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width* 

width* 

length* 

Ref.  No. 

2P  XL  120  sew 

MTO 

33-1/2" 

64-13/16" 

57" 

111-7/8" 

157-1/2" 

836.626 

(850) 

(1646) 

(1448) 

(2842) 

(4000) 

2P  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
two  sliding  panels 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width* 

Max  clear 

opening 

width* 

Max 

track 

length* 

Ref.  No. 

2P  XL  120  SC  CE-S 

MTO 

33-1/2" 

(850) 

64-13/16" 

(1646) 

57“ 

(1448) 

111-7/8“ 

(2842) 

157-1/2" 

(4000) 

834.627 

2P  glass  installation  -  Set  for  glass  installation  with  two  sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width* 

width* 

length* 

Ref.  No. 

2P  XL  120  SC  G 

MTO 

33-1/2" 

64-13/16“ 

57" 

111-7/8" 

157-1/2" 

836.628 

(850) 

(1646) 

(1448) 

(2842) 

(4000) 

’  For  157-1/2“  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  Increased  by  3"  (76),  MTO  only. 


IAF-18-0224-A-000677 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  to  wall 


Mounted  to  wall  (W) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"- 1/2"  (8  - 13)  thick 
glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height 

GH  =  CH+3/4"(18)+X 

(see  drawing) 

max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57“  (1448) 

max  2P  DW 

2  X  57"  (1448) 

AMERICAN 


P3YERSIGHT 


DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 

DT  =  Door  (glass)  |ja(Fknp9so224-A-000678 

Y  =  2-13/16"  (71)  - 11/16"  (17)  -  DT 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  to  ceiling 


va/M* 


(30) 


TL  =  2  X  DW 


•DW  =  CW«2-3/8"(60) 


,1-3/i*" 


(30) 


*  If  Single  door  panel  closes  against 
Jamb  or  only  overlaps  on  one  side, 
subtract  1-3/16“  (30)  from  formula. 


Mounted  to  ceiling  (CE-S) 


Mounted  to  ceiling  (CE-C) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"-  1/2“  (8  -  13)  thick 
glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-9/16"  (40) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  11/16"  (17) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 

DT  =  Door(glas^fii«ll®£@224-A-000679 

Y  =  2-13/16”  (71)  - 11/16"  (17)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblie^with  one  sliding  panel  and  fixed  panel  on  one  side 


Features  and  data 

For  installation  with  one  sliding 
door  f^npj-with  fixed  panel  on  one 
side,  to  ceiling  or  in  drop 

ceiling^^^6"-  1/2"  (8  -  13) 
thick  glass."  ' 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW  +  1-3/16"  (30) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

TLCif  incl.  endcapj,  2  x  3/32“  [21) 


TL=2x  DW 

1 

! 

■ 

FPW  =  TL-CW 

1-3/16”  .  ' 

(30)  j 

CW 

DW  «  CW  +  1-3/16”  (30) 

DW 

= 

Glass  width 

TL 

= 

Track  length 

GH 

= 

Glass  height  sliding  door 

FPH 

= 

Fixed  panel  (sidelite)  height 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

FPW 

= 

Fixed  panel  (sidelite)  width 

DT 

= 

Door  (glass)  thickness 

FPT 

Y 

Fixed  panel  (glass)  thickness 
2-13/16"  (71)  - 11/16"  (17)  -  DT 

1  1=1  ^-10/10  (.l/J 

AYERSIGHT 


Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-  9/16"  (40) 

FPH  =  TH  -  2-3/16"  (56) 
max  118-1/8"  (3000) 


Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  11/16"  (17) 

FPH  =  CH  +  fXf:'l-f§)o224-A-000680 
max  118-1/8"  (3000) 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panels  on 
both  sides,  mounted  to  ceiling  or 
in  drop  ceiling;  for  5/16"-  1/2" 

(8  -  13)  thick  glass. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-  9/16"  (40) 

FPH  =  TH  -  2-3/16"  (56) 

AM  max  118-1/8"  (3000) 

PVERSIGHT 


Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  11/16"  (17) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Gloss  width 

TL  =  Track  length 

GH  =  Gloss  height  sliding  door 

FPH  =  Fixed  panel  (sidellte)  height 
TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidellte)  width  1 
FPW2  =  Fixed  panel  (sidellte)  width  2 
DT  =  Door  (glass)  thickness 

FPTAFH  g=jg^4u;(^i(®iJ^8thickness 
Y  =  2-13/16"  (71)  -  11/16"  (17)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  with  two  sliding  panels  with  fixed  panels  on  both  sides 


Features  and  data 


TL  (If  incl.  «ndcap«.  2  x  3/3y  [ZD 

TL=4.  DW*  1/2" (12) 


FPW2 

1 

FPW1 

1-3/M" 

1/4" 

,  1-3/14" 

(30) 

(6) 

(30) 

- 1 

i_ 1 

- - iSSaijirfaiiii - - 

DW=:CWt2*V1/16*(27)    DW=CWt2*1-Vl6“(27) 


For  installation  with  two  sliding 
door  panels  W0s  f^vid  panels 
on  both  side^-^fr'S^'l6''-  1/2" 

(8  - 13)  thick 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW^2  +  1-1/16"  (27) 


L80  DM 

min  DW 

2  X  39"  (990) 

max  DW 

2  X  57"  (1448) 

L80 

min  DW 

2  X  26"  (660) 

max  DW 

2  X  57"  (1448) 

DW 

= 

Glass  width 

TL 

= 

Track  length 

GH 

= 

Glass  height  sliding  door 

FPH 

= 

Fixed  panel  (sidelite)  height 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

FPW1  = 

Fixed  panel  (sidelite)  width 

FPW2  = 

Fixed  panel  (sidelite)  width 

DT 

= 

Door  (glass)  thickness 

FPT 

Y 

Rxed  panel  (glass)  thickness 
2-13/16"  (71)-  11/16"  (17)-  DT 

'  M  T  I  «  Z-IJ/  K)  (/IJ-  11/  lO  (1/ 

pyERSIGHT 


Mounted  to  ceiling  (CE-S) 


Calculation  of  glass  height 

GH  =  TH  -  1-9/16"  (40) 

FPH  =  TH  -  2-3/16"  (56) 
max  118-1/8"  (3000) 


Calculation  of  glass  height 

GH  =  CH  +  11/16"  (17) 

FPH  =  Cf^.f1/^"., 
max  118-1/8"  (30' 


2'24-A-000682 

0) 


GH  =  CH  ■>  V/16‘ 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  for  wood  doors 


TL  =  2  X  DW 


B 


•DW=  CW  ♦  2-3/8“  (60) 

*  If  Single  door  panel  closes  against  Jamb  or  only  overlaps  on 
one  side,  subtract  1-3/16"  (30)  from  formula. 


TL  =  2  X  DW 


*DW  =  CW*  2-3/8“  (60) 

*  If  Single  door  panel  closes  against  Jamb  or  only  overlaps  on 
one  side,  subtract  1-3/16"  (30)  from  formula. 


Features  and  data 

For  installation  with  wood  door; 
mounted  to  wall  or  ceiling; 
for  1-1/8"-  1-31/32"  (28  -  50)  thick 
wood  doors. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  door  height 

DH  =  CH  -t-  3/4"  (18)  -r  X  (wall) 
DH  =  TH  -  3"  (76)  (ceiling) 
max  118-1/8"  (3000) 

Calculation  of  door  width 

DW  =  CW  -h  2-3/8"  (60) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

60"  (1524) 

max  DW 

2  X  60“  (1524) 

L80 

min  DW 

26“  (660) 

max  DW 

60“  (1524) 

max  DW 

2  X  60"  (1524) 

PVERSIGHT 


Mounted  to  wall  (W) 


Mounted  to  ceiling  (CE-S) 


DW  =  Door  width 
TL  =  Track  length 
TH  =  Total  height 
CH  =  Clear  opening  height 


CW  =  Clear  opening  width 
DH  =  Door  height 

DT  =  Door  (wood)  thickness  I AF-18-0224-A-000683 
Y  =  2-13/16"  (71)  -  9/32"  (7)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


TL  =  2  «  DW  1 2-5/8"  <67) 


s 

CW  1 

FPW 

1-3/16"  1-3/16*  1 

(30)  (30)  ■  1 

L 

1 

DW=CW*  2-3/8“  (60) 

Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


3-11/1A"  (93) 


AMFR  OA 


n/16' 


(17) 


FPT 


PT  §1^ 


N 


HU 


pyERSIGHT 


Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  - 
13)  thick  glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 


Calculation  of  glass  height 

GH  =  CH  +  3/4"  (18) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80  DM 

L80 

min  OW 

39"  (990) 

26"  (660) 

min  CW 

36-5/8"  (930) 

23-5/8"  (600) 

max  DW 

57"  (1448) 

57"  (1448) 

max  CW 

54-5/8"  (1388) 

54-5/8"  (1388) 

*  DD  =  (CW  -  4-3/16")  +  T  =  _" 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (27-9/16"-  4-3/16")  ^2  =  11-11/16" 
DD  =  (700  -  106)  -i-  2  =  297 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of 
holes  (Z)  depends  on 
clear  opening  width 
(CW)  and  determines 
the  final  drilling 
distance  (DD). 


T 

Z 

CW  a 

s 

23-5/8"  (600) 
31-1/2"  (800) 

2 

8 

CW  > 

i 

31-1/2"  (800) 
39-3/8"  (1000) 

3 

10 

CW  > 

< 

39-3/8"  (1000) 
47-1/4"  (1200) 

4 

12 

CW  > 

< 

47-1/4"  (1200) 
54-5/8"  (1388) 

5 

14 

•  Use  the  equation  to  determine  (DD)  drilling  distance 
(hole  spacing)  at  defined  (DD)  locations. 

•  Provide  (CW)  clear  opening  width  to  determine  value 
for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to  calculate 

(DD)  drilling  distance.  8.0224-A-000684 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


TL=4«DW*Va*(12) 


I  CW 

FPW2 

FPWl  i 

1,  V3/I*" 

V3/I44  .  1 

! 

1  (30) 

(30) 

_,V4-  , 

(6)  1 

t 


□W I CW*3 *  CB)  '  bw.cw*j*wi*' <2» 


Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height 

GH  =  CH  +  3/4"  (18) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CWh-2  +  1-1/16"  (27) 


L80DM 

L80 

min  DW 

39"  (990) 

26"  (660) 

min  CW 

75-13/16"  (1926) 

49-13/16“  (1266) 

max  DW 

57"  (1448) 

57"  (1448) 

max  CW 

111-7/8"  (2842) 

111-7/8"  (2842) 

Refer  to  Elevation  drawing  on  previous  page. 


Glass 

preparation 


4-1/16"  6-11/16"  4-1/16"  .  4-1/16" 


DD» 

DD 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

003) 

■M-  - 

X 

FPW2 

CW 

FPWl 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  - 170)  +  T  =  _  mm 


Calculation  example 

DD  =  (55-1/8"  -  4-3/16"  -  6-11/16)  -  4  =  11-1/16" 
DD  =  (1400  - 106  - 170)  ^  4  =  281 


T  Z 


CW 

s 

49-13/16" 

59-1/16" 

(1266) 

(1500) 

4 

14 

CW 

> 

59-1/16" 

(1500) 

6 

18 

78-3/4" 

(2000) 

CW 

> 

78-2/^" 

(2000) 

8 

22 

< 

111-7/8" 

(2842) 

T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 


DW  = 

Glass  width 

Z 

Quantity  of  drillings 

TL 

Track  length 

DD  = 

Drilling  distance 

TH 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

GH  = 

Door  height 

FPWl  = 

Fixed  panel  (glass)  width  1 

FPW2  = 

Fixed  panel  (glass)  width  2 

T 

Formula  value  to  determine 

DD 

DT 

Door  (glass)  thickness 

3/8"  -  3/4"  (10  - 19) 

FPT  = 

Fixed  panel  (glass)  thickness 

.  .  .  Y  _  = 

.  2-13/16"  (71)  -  11/16"  (17)  -  DT 

AM  .RIC/' 

PVERSIGHT 


X  detail 


2" 

2" 

(50) 

013/16 

(MO)^ 

1/8' 

) 

013/16 

(020) 

i 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to 
calculate  (DD)  drilling  distance. 


IAF-18-0224-A-000685 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels,  ceiling 
surface  installation 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops, 
roller  carriers,  DORMOTION’,  DM  start/stops’,  floor  guide, 
sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 
endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 
hardware.  (Sidelite  view  profile  included  if  appropriate.) 


Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 
L  80  DM  /  L  80  max  176  lb  (80  kg). 

’  L  80  set  does  not  include  DORMOTION  or  DM  start/stops. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel  and  one  fixed  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

1PL80  DM  CE-S1FP 

39" 

MTO 

36-5/8" 

57" 

54-5/8" 

157-1/2" 

236.389 

(990) 

(930) 

(1448) 

(1388) 

(4000) 

1PL80CE-S1FP 

26" 

MTO 

23-5/8" 

57" 

54-5/8" 

157-1/2" 

236.388 

(660) 

(600) 

(1448) 

(1388) 

(4000) 

IP  ceiling  surface  by  2FP 

-  Set  for  ceiling  surface  installation  with 

one  sliding  panel  and  two  fixed  panels. 

Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

1PL80  DMCE-S2FP 

39" 

36-5/8" 

57" 

54-5/8" 

157-1/2" 

236.391 

(990) 

(930) 

(1448) 

(1388) 

(4000) 

IP  L  80  CE-S  2FP 

26" 

MTO 

23-5/8" 

57" 

54-5/8" 

157-1/2" 

236.390 

(660) 

(600) 

(1448) 

(1388) 

(4000) 

2P  ceiling  surface  by  2FP 

-  Set  for  ceiling  surface  installation 

with  two  sliding  panels  and  two  fixed  panels. 

Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

2P  L  80  DM  CE-S  2FP 

39" 

75-13/16" 

57" 

111-7/8" 

157-1/2" 

236.393 

(990) 

(1926) 

(1448) 

(2842) 

(4000) 

2P  L  80  CE-S  2FP 

«To  26- 

49-13/16" 

57" 

111-7/8" 

157-1/2" 

236.392 

(660) 

(1266) 

(1448) 

(2842) 

(4000) 

2 

For  157-1/2" 

track  lengths,  only  154" 

are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 

AMERICAN 

pyERSIGHT 


IAF-18-0224-A-000686 


L  80  DORMOTION  (DM)  /  L  80 


Sliding  door  sets 


IAF-18-0224-A-000687 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Sliding  door  sets  with  one  sliding  panel 


A  ^  Motet  Refer  to  Component  parts  section  for  wood  door 

py 


l^rrSi^ck/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  carriers, 
iJS^AiipTION’,  DM  start/stops’,  and  floor  guide.  Complete  accessories 
1/2"  (8  -  13)  thick  glass. 

L  80  DM  /  L  80  max  176  lb  (80  kg) 

’  L  80  set  does  not  Include  DORMOTION  or  DM  start/stops. 

IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

IP  L  80  DM  W 


STK 

39“ 

(990) 

36-5/8’ 

(930) 

57’ 

(1448) 

54-5/8" 

(1388) 

113-3/8" 

(2880) 

836.326 

MTO 

39’ 

36-5/8’ 

57’ 

54-5/8" 

157-1/2" 

236.326 

(990) 

(930) 

(1448) 

(1388) 

(4000) 

IP  L  SOW 


STK 

26" 

23-5/8" 

57’ 

54-5/8“ 

114-3/16“ 

836.301 

(660) 

(600) 

(1448) 

(1388) 

(2900) 

MTO 

26" 

(660) 

23-5/8" 

(600) 

57’ 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.320 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

1PL80  DMCE-S 

STK 

39’ 

(990) 

36-5/8’ 

(930) 

57’ 

(1448) 

54-5/8’ 

(1388) 

113-3/8" 

(2880) 

836.327 

MTO 

39’ 

(990) 

36-5/8’ 

(930) 

57’ 

(1448) 

54-5/8’ 

(1388) 

157-1/2’ 

(4000) 

236.327 

1PL80CE-S 


STK 

26" 

(660) 

23-5/8" 

(600) 

57’ 

(1448) 

54-5/8’ 

(1388) 

114-3/16" 

(2900) 

836.303 

MTO 

26" 

(660) 

23-5/8" 

(600) 

57’ 

(1448) 

54-5/8’ 

(1388) 

157-1/2’ 

(4000) 

836.321 

IP  glass  installation  -  Set  for  glass  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

1P  L  80  DM  G 


39’ 

36-5/8" 

57’ 

54-5/8“ 

157-1/2’ 

(990) 

(930) 

(1448) 

(1388) 

(4000) 

1P  L  80  G 


MTO 

26" 

(660) 

23-5/8’ 

(600) 

57’ 

(1448) 

54-5/8" 

(1388) 

157-1/2’ 

(4000) 

836.322 

,  ,  IAF-1 

^  For  157-1/2"  track  lengths,  only  1! 

I8-0224-A-000688 

34“  ore  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only 


L  80  DORMOTION  (DM)  /  L  80 


Sliding  door  sets 


L  80  DORMOTION  (DM)  /  L  80 

Sli(ding  door  sets  with  two  sliding  panels 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  carriers, 
DORMOTION’,  DM  start/stops’,  and  floor  guide.  Complete  accessories 
for  5/16"-1/2"  (8-13)  thick  glass. 

L  80  DM  /  L  80  max  176  lb  (80  kg) 

’  L  80  set  does  not  include  DORMOTION  or  DM  start/stops. 

2P  wall  installation  -  Set  for  wall  installation  with  two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

39' 

<V9Q) 

75-13/16" 

(1926) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2” 

(4000) 

S36.329 

apt  sow" 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/9r. 

(28425; 

I'lFf-l/T"' 

,(|l.{7iO0p) 

S36.323 

2P  ceiling  surface  installation  -  Set  for  ceilSlR^'isujrfjpc^e  iftetallation  with 
two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

2P  L  80  DM  CE-S 

MTO 

39" 

(990) 

75-13/16" 

(1926) 

57" 

(1448) 

T11-7/8" 

(2842) 

157-1/2" 

(4000) 

836 J30 

2P  L  80  CE-S 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2“ 

(4000) 

836324 

Note:  Refer  to  Component  parts  section  for  wood  door 

AMER  j  adapter  options. 


PVERSIGHT 


2P  glass  instg|j^£i^  -  Set  for  glass  installation  with  two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

2P  L  80  DM  G 

39" 

(990) 

75-13/16" 

(1926) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.331 

2P  L  80  G 

26" 

49-13/16" 

57" 

111-7/8" 

157-1/2" 

836.325 

(660) 

(1266) 

(1448) 

(2842) 

(4000) 

^  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 

IAF-18-0224-A-000689 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


M  50  DORMOTION  (DM)  /  M  50 

Typical  assemblies  maunted  ta  wall  and  ta  ceiling 


1-3/16'* 


(30) 


TL  s  2  X  DW 


*DW  =  CW  ♦  2-3/8"  (60) 


1-3/16” 


(30) 


1-3/16”, 


(30) 


'  If  single  door  panel  closes 
against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


TL  s  2  X  DW 


CW 


•DW  s  CW  ♦  2-3/8"  (60) 


3J- 


1-3/16" 

(30) 


'  If  single  door  panel  closes 
against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"-  3/8"  (8-10)  thick 
gloss 

Max.  weight  af  door  panels 

110  lb  (50  kg) 

Calculatian  of  glass  width 

DW=  CW+  2-3/8"  (60) 


M50  DM 

M  50 

min  DW 

35-5/8"  (905) 

26" 

(660) 

max  DW 

42"  (1067) 

42" 

(1067) 

DW  = 

Glass  width 

TL  = 

Track  length 

GH  = 

Glass  height 

TH  = 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

DT  = 

Door  (glass)  thickness 

Y  = 

2-1/4"  (57)  -1"  (25)  -  DT 

Mounted  to  wall  (W) 


Calculation  of  glass  height 

GH  =  CH  -t  3/4"  (18)  -t  X 
max  84"  (2134) 


Mounted  to  ceiling  (CE-S) 


Calculation  of  glass  height 

GH  =  TH  -  1-I^61^60§24-A-OOO69O 

max  84"  (2134) 
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M  50  DORMOTION  (DM)  /  M  50 


Typical  assemblies 


M  50  DORMOTION  (DM)  /  M  50 

Typical  assemblies  far  waad  dears 


, _ ^  *  If  single  door  panel  closes 

*DW  =  CW  <•  2-3/8"  (60)  against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16“ 


TL  =  2  X  DW 


1-3/16 

(30) 


,  _  _ ^  *  If  single  door  panel  closes 

•DW  =  CW ♦  2-3/8"  (60)  against  jamb  or  only  overlaps 


on  one  side,  subtract  1-3/16" 


(30)  from  formula. 


(30)  from  formula. 


Features  and  data 

For  installation  with  wood 
door  sliding  panel;  mounted 
to  wall  or  ceiling; 
for  1-1/8"-  1-31/32"  (28  -  50) 
thick  wood  doors 

Max.  weight  of  door  panels 

110  lb  (50  kg) 

Calculation  of  door  width 

DW  =  CW  -t  2-3/8"  (60) 


M  50  DM 

M  50 

min  DW 

35-5/8"  (905) 

26" 

(660) 

max  DW 

42"  (1067) 

42" 

(1067) 

DW  = 

Door  width 

TL  = 

Track  length 

TH  = 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

DH  = 

Door  height 

DT  = 

Door  (wood)  thickness 

Mounted  to  wall  (W) 


.  mu 


Mounted  to  ceiling  (CE-S) 


Calculation  of  door  height 

DH  =  CH  -  11/16"  (17)  -t  X 
max  84"  (2134) 


Calculation  of  door  height 

DlAE-t8F0224-7^)00069 1 

max  84"  (2134) 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


M  50  DORMfllON  (DM)  /  M  50 

Sliding  door  sets  vv^ltli  "One  sliding  panel 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  M  50  DM’  /  M  50  max  110  lb  (50  kg) 
roller  carriers,  and  floor  guide.  Complete  accessories  for 
5/16"-1/2"  (8  -13)  thick  glass. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

Opening 

panel 

Opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

1P  L  80  DM  W  (DM  optional)’ 


STK 

35-5/8" 

(905) 

33-1/4“ 

(845) 

42“ 

(1067) 

39-5/8“ 

(1007) 

113-3/8" 

(2880) 

836.101 

MTO 

35-5/8" 

(905) 

33-1/4“ 

(845) 

42" 

(1067) 

39-5/8" 

(1007) 

157-1/2” 

(4000) 

836.106 

1PL80W 

STK 

26" 

(660) 

23-5/8“ 

(600) 

42" 

(1067) 

39-5/8" 

(1007) 

113-3/8" 

(2880) 

836.101 

MTO 

26” 

(660) 

23-5/8“ 

(600) 

42" 

(1067) 

39-5/8" 

(1007) 

157-1/2" 

(4000) 

836.106 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Mj^j.  . 

pofipt  i  . 

Mox  clear  Max 

P  ,$<^;gni||g  track 

1  length’ 

Ref.  No. 

IP  L  80  DM  CE-S  (DM  optional)’  I 

STK 

35-5/8“ 

(905) 

33-1/4" 

(845) 

1  113-3/8“ 

,  (2880) 

836.104 

MTO 

35-5/8“ 

(905) 

33-1/4" 

(845) 

42" 

(1067) 

39-5/8' 

836.107 

1PL80CE-S 


STK 

26“ 

(660) 

23-5/8“ 

(600) 

42" 

(1067) 

39-5/8-"  ' 

(1007) 

■■ 

836.104 

MTO 

26“ 

(660) 

23-5/8“ 

(600) 

42" 

(1067) 

39-5/8“ 

(1007) 

157-1/2" 

(4000) 

836.107 

’  For  MUTO  Comfort  M  50  with  DORMOTION,  accessory  option:  Ref.  #  836153  must 
be  added  to  either  the  STK  or  MTO  package  as  an  add. 

^  For  157-1/2"  track  lengths,  only  154“  are  useable. 

’  For  MUTO  Comfort  M  50  wood  door  kit,  order  accessory  option:  Ref  #  836157. 


AMERICAN 

pyERSIGHT 


IAF-18-0224-A-000692 


Component  ports 


Component  parts 


Roller  accessQfy  kit,  complete 


Comfort  XL 
150/120/80  roller 
carriers 

Accessory  set  for 
XL  150  DM,  XL  150,  XL 
120  SC,  XL  80  DM 

Consisting  of: 

2  clamp  carriers, 

2  ends£4?f?^_1  floor 
guiderahS-fton-DM 
hooks.  ” 

Ref.  No.  836.550 


Comfort  L  80  roller 
carriers 

Accessory  set  for  use 
with  L  80  DM  and 
L80. 

Consisting  of: 

2  clamp  carriers,  2 
endstops,  non-DM 
hook,  and  1  floor  guide 

Ref.  No.  36.349 


Comfort  M  50 
accessory  set 

For  use  with  M  50  or 
M  50  with  optional  DM 

Consisting  of  2  clamp 
carriers,  2  endstops,  1 
floor  guide,  and  hooks 
for  non-DM  units 

Ref.  No.  836.150 


Gasket  sets 


Comfort  XL 
150/120/80 
roller  gaskets 

Gasket  set  to  service 
roller  carriers  for  XL  150 
DM,  XL  150,  XL  120  SC, 
XL  80  DM 

Ref.  No.  836.451 


Comfort  L  80  roller 
gasket  set 

Gasket  set  to  service 
roller  carriers 

Ref.  No.  836.251 


Comfort  M  50  roller 
carrier  gasket  set 
For  use  with  M50  or  M 
50  with  optional  DM 

Ref.  No.  836.151 


MUTO  glass  door 
floor  guide 
Adjustable 

5/16"  -  17/32"  (8  -  13) 

Ref.  No.  807.316 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000693 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Track  and  cover  extrusions  -  XL  150/80  Systems 

XL  150/80  wall 

for  wall 
installation  for 
XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.552 

Specify  length  (by  ft.) 

Ref.  No.  836.553 

Comfort  XL  150/80 
ceiling  track 

Track  rail  for  ceiling, 
surface  mount  for 
XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.554 

Specify  length  (by  ft.) 

Set'  ?C6l.  8Sfc555 

^?rf^iri£bI^/80 
-jranel 

Trdck  rail  for  ceiling, 
fixed  panel  surface 
mount  for  XL  150  DM, 

XL  150,  XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.562 

Specify  length  (by  ft.) 

Ref.  No.  936.563 


Comfort  XL  150/80  cover 

Cover  profile  for 
DORMOTION  front  cover 
for  XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.566 

Specify  length  (by  ft.) 

Ref.  No.  836.567 


Comfort  XL  glass  mount 
profile 

Glass  mount  profile 
installation  on  glass  for 
XL  150  DM,  XL  150, 

XL  120  SC,  XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  236.568 

Specify  length  (by  ft.) 

Ref.  No.  836.568 


AMERICAN 

pyERSIGHT 
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Component  ports 


Component  parts 


Track  and  cover  extrusions  -  XL  120  Systems 

Comfort  XL  120  SC 
wall  track 

Track  rail  for 
XL  120  Self-Closing 
(SC)  function  for  wall 
installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.850 

Specify  length  (by  ft.) 

Ref.  No.  836.651 


Comfort  XL  120  SC 
ceiling  track 

Track  rail  for  ceiling 
surface  mount  for 
XL  120  Self-Closing 
(SC)  function 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.852 

Specify  length  (by  ft.) 

Ref.  No.  836.653 


Comfort  XL  120  cover 
profile 

Cover  profile  for 
XL  120  Self-Closing 
function  front  cover 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.854 

Specify  length  (by  ft.) 

Ref.  No.  836.655 


Comfort  XL  120  SC 
ceiling  fixed  panel 
track 

Track  rail  for  ceiling, 
fixed  panel  surface 
mount  XL  120  Self- 
Closing  (SC) 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.856 

Specify  length  (by  ft.) 

Ref.  No.  936.857 


AMERICAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Track  and  cover  extrusions  -  L  80  Systenns 

Comfort  L  80  wall 
track 

Track  rail  for 
L80  DM  and  L80 
wall  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.350 

Specify  length  (by  ft.) 

Ref.  No.  836.351 


Comfort  L  80  cover 

Cover  profile  for 
L80  DM  and  L80 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.359 

Specify  length  (by  ft.) 

Ref.  No.  836.360 


II 


Comfort  L  80  glass 
mount  profile 

Glass  mount  profile  for 
installation  on  glass 
for  L  80  DM  and  L  80 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  236.318 


Specify  length  (by  ft.) 

Ref.  No.  836.218 


AMERICAN 

pyERSIGHT 


Comfort  L  80  ceiling 
track 

Track  rail  for 
L80  DM  and  L  80 
ceiling  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.352 

Specify  length  (by  ft.) 

Ref.  No.  836.353 

Comfort  L  80  ceiling 
fixed  panel  track 
Track  rail  for  ceiling, 
fixed  panel  surface 
mount  for 
L80  DM  and  L  80 
ceiling  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.361 

Specify  length  (by  ft.) 

Ref.  No.  936.362 


18-0224-A-000696 


Component  parts 


Component  parts 


Wood  adopter  sets 

Comfort  L  80  wood 
door  kit 

Wood  door  adapter 
set  for  L  80  DM  and 
L80;  incl.  mounting 
screws  and  wood  door 
guide(s) 

Profile: 

1/2"  X 1-7/16”  (12.5x36) 

Fixed  full  length 
157-1/2"  (4000) 

Ref.  No.  936.262 

Fixed  half  length 
78-3/4"  (2000) 

Ref.  No.  936.261 

Specify  length  (by  ft.) 

Ref.  No.  936.263 


Comfort  XL  150  wood 
door  kit 

Wood  door  adapter  set 
for  use  with  all  XL 
systems;  incl.  mounting 
screws,  wood  door 
guide(s),  and  shim  for  XL 
mount 

Profile: 

V2"  X  1-7/16”  4- 1/2"  X  3/16” 
(12.5x36  +  12.5x4) 

Fixed  full  length 
157-1/2"  (4000) 

Ref.  No.  936.463 

Fixed  half  length 
78-3/4"  (2000) 

Ref.  No.  936.461 

Specify  length  (by  ft.) 

Ref.  No.  936.464 


Comfort  M  50  wood 
door  kit 

Wood  door  adapter  set 
Profile: 

1/2"  X 1-3/8”  (10x35) 
incl.  mounting  screws, 
and  wood  door  floor 
guide 

Ref.  No.  836.157 


Wood  door  floor  guide 

MUTO  wood  door  floor 
guide 

Adjustable 

5/16"  -  17/32"  (8  -  13) 

Ref.  No.  836.148 


AMERICAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Endcaps 


?SO/80 

endcaps 

Set  ei5ei;icpaf3or  wall  and 
ceiling  installation  for 
XL  150  DM,  XL  150, 

XL  80  DM 


Comfort  XL  150/80 
glass  mount  endcaps 

Set  endcaps  for 
installation  on  glass 
for  XL  150  DM,  XL  150, 
XL  80  DM 


Ref.  No.  836.556 


Ref.  No.  836.460 


Comfort  XL  120  Self- 
Closing  endcaps 

Set  endcaps  for  XL  120 
SC  for  wall  and  ceiling 
installation 

Ref.  No.  836.656 


Comfort  L  80  endcaps 

Set  endcaps  for  wall  and 
ceiling  installation  for 
L80  DM  and  L80 

Ref.  No.  836.354 


Comfort  L  80  glass 
mount  endcaps 

Set  endcaps  for 
installation  on  glass 
for  L  80  DM  and  L  80 

Ref.  No.  836.260 


Comfort  M  50  endcaps 

Endcaps  set  for  use  with 
M50  or  M  50  with 
optional  DM 

Ref.  No.  836.152 


AMERICAN 
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Component  ports 


Component  parts 


DORMOTION  accessory  and  start/stop  kits 


Comfort  XL  150 
DORMOTION  unit 

DORMOTION  unit  for 
max.  330  lb  (150  kg), 
with  set  of  DM  start/ 
stops  (min  glass  width 
40-1/8"  [1020]) 

Ref.  No.  836.558 


Comfort  XL  80 
DORMOTION  unit 

DORMOTION  unit  for 
max.  176  lb  (80  kg), 
with  set  of  DM  start/ 
stops  (min  glass  width 
31-7/8"  [810]) 

Ref.  No.  836.557 


Comfort  XL  120 
DORMOTION  unit 

for  Self-Closing  function 
(closing  direction  only) 
for  max  264  lb  (120  kg) 
with  DM  start/stop 

Opening  to  right  side  (RH) 

Ref.  No.  836.660 

Opening  to  left  side  (LH) 

Ref.  No.  836.661 


Comfort  L  80 
DORMOTION  unit 

L80  DORMOTION 
spring  cushioning  unit 
for  max  176  lb  (80  kg) 
with  set  of  start/stops 

Ref.  No.  836.355 


Comfort  M  50  DM  set 

Optional  DORMOTION 
unit,  incl.  DM  start/stop 

Ref.  No.  836.153 


Comfort  XL  DM 
starter  set 

DORMOTION  start/ 

•  I 

stop  set 

Ref.  No.  836.559 


Comfort  XL  120  Self- 
Closing  start/stop 

For  Self-Closing 

DORMOTION 

One  piece  service  part 

Ref.  No.  836.662 


Comfort  L  80  DM 
start/stop  set 

L80  DORMOTION 
starter  set 

Ref.  No.  836.356 


Comfort  M  50  DM  start/ 
stop  set 

Service  part 

Ref.  No.  836.154 


AMERICAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Synchro  0000,5^^^5 


Comfort  XL  150 
Synchro  set  (wire, 
pulley  etc.) 

Synchro  set  complete 
with  accessories  (Not 
compatible  with 
XL  150  DM) 

Ref.  No.  836.560 


Comfort  L  80  Synchro 
set  (wire,  pulley  etc.) 

Synchro  set  complete 
with  accessories 

Ref.  No.  836.357 


Self-Closing  acce^fi^liis 


Comfort  XL  120 
Self-Closing  assembly 

Flexi-cable  unit  for 
Self-Closing  function, 
complete  with  acces¬ 
sories 

Opening  to  right  side  (RH) 

Ref.  No.  836.657 

Opening  to  left  side  (LH) 

Ref.  No.  836.658 


Brush  profiles 

Comfort  brush  profile 

Brush  profile  (slides 
into  cover  groove) 

Specify  length  (by  ft.) 

for  5/16"-  3/8" 

(8  - 10)  glass 

Ref.  No.  836.912 

for  1/2"  - 17/32" 

(12  - 13)  glass 

Ref.  No.  836.913 


Comfort  Synchro 
service  wire 

Replacement  wire  for 
Synchro  set 

Ref.  No.  836.358 


Comfort  XL  120 
Self-Closing  flexi-cable 

Flexi-cable  for 
Self-Closing  function 

Service  part 

Ref.  No.  836.659 


Comfort  cover  brush 

Brush  profile  for 
5/16"  -  3/8"  (8  -  10) 

Ref.  No.  836.912 

Note:  For  M  50,  brush 
attaches  to  track. 


AMERICAN 
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Component  ports 


Component  parts 


Endstops 


Comfort  XL  150/120/80 
Eendstops 

Endstop  set,  2  pieces,  for 
use  with  XL  150  DM, 

XL  150,  XL  120  SC, 

XL  80  DM 

Ref.  No.  836.465 


Comfort  L  80 
endstop  set 

Endcap  set 
2  pieces  for  use  with 
L80  DM  or  L  80 

Ref.  No.  836.267 


Comfort  M  50  endstops 

Endstop  set,  2  pieces  for 
use  with  M  50  or  M  50 
with  optional  DM 

Ref.  No.  836.158 


Holder  hook  sSets 


Comfort  XL  150  hook  set 

Hook  set,  2  pieces,  for 
use  with  XL  150;  attaches 
to  roller  carrier 
(Not  compatible  with 
XL  150  DM  or  XL  80  DM) 

Ref.  No.  836.467 


Comfort  L  80  hook  set 

Hook  sef,  2  piefSsSrfor 
use  with  L80  (not 
compatible  with  DM) 

Ref.  No.  836.269 


Sidelite  (fixed  panel)  extrusions  and  accessories 


Comfort  XL  sidelite 
profile 

Sidelite  profile  (2-3/4" 
[69]  high)  for  sidelite 
connection  at  top. 
Complete  with  all 
gaskets 

For  use  with  XL  150  DM, 
XL  150,  XL  120  SC, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.469 

Specify  length  (by  ft.) 

Ref.  No.  836.474 


Comfort  sidelite  view 
protection  profile 

Use  sidelite  profile 
with  XL  or  L  systems 
2-5/16"  +  2-3/4" 

(58  +  69)  high 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.800 

Specify  length  (by  ft.) 

Ref.  No.  836.801 


AMERICAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Sidelite  (fixed  panel)  extrusions  and  accessories  (cont.) 


Comfort  sidelite  filling 
profile 

For  use  with  XL  or  L 
sidelite  profile 

2-5/16"  +  2-3/4" 

(58  +  69)  high 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.802 

Specify  length  (by  ft.) 

Ref.  No.  836.803 


Comfort  L  80  sidelite 
profile 

Sidelite  profile  for 
sidelite  connection  at 
top  for  use  with 
L80  DM  and  L  80, 
2-5/16"  (58)  high, 
complete  with  all 
gaskets;  for 
5/16"-  1/2"  (8- 13) 
thick  glass. 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.272 

Specify  length  (by  ft.) 

Ref.  No.  836.274 


Comfort  XL  sidelite 
endcops 

Set  endcaps  for  sidelite 
profile  for  use  with  all  XL 
systems 

2-3/4"  (69)  high 

Ref.  No.  836.471 


Comfort  L  80  sidelite 

for 

-4;^  high 

‘  Ref.  Nor8'3'6.273 


Comfort  150/120/80 
drop  ceiling  connector 
profile 

(Incl.  extrusion  and 
fasteners) 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  836.821 

Specify  length  (by  ft.) 

Ref.  No.  836.820 


U-Channel  gaskets 

Gasket  for  1/2"  (13) 
thick  glass 

Specify  length  (by  ft.) 

Ref.  No.  925.147 

Gasket  for  3/8"  (10) 
thick  glass 

Specify  length  (by  ft.) 
Ref.  No.  925.148 


Dri-Fit®  pre-drilled 
U-Channel 

Connecting  profile  for 
fixed  panel  (sidelite) 
fixing 

Profile  for  3/8"  -  1/2" 
(10  - 13)  thick  glass 

Specify  length  (by  ft.) 

AMERICAN  Ref.  No.  925.447 

pyERSIGHT 


-U-Channel  endcaps 
Set  endcaps  for  Ref 
No.  925.447 

Ref.  No.  925.121 


18-0224-A-000702 


Component  ports 


Component  parts 


Status  indicator 


Comfort  status 
indicator 

Status  indicator  set, 
complete  with  accesso¬ 
ries  (sensor,  cable,  etc.) 

Ref.  No.  836.840 


Tennpered  Lanninated  Glass  (TLG)  accessories 


TLG  applicator  (LGAA) 

3M~  Scotch-Weld™ 
EPX™  piujj  [iicipplicator 
with  2:1  fctrtd  1:1  plunger 

M 

Ref.  No.  934.801 


TLG  adhesive  (LGA) 

3M™  Scotch-Weld™ 
EPX™  plus  II  mixing 
square  nozzle,  5.3  mm 
(4  tips  per  set) 

Ref.  No.  934.800 


Comfort  XL  150 
Tempered  Laminated 
Glass  (TLG)  roller 
gasket 

Accessory  set  for  use 
with  TLG  for  one  pair  of 
clamp  carriers 

Requires  optional 
adhesive  components 

Ref.  No.  836.468 

Installation  accessories 


Comfort  carrier 
locating  tool 

Accessory  tool  for 
quickly  and  easily 
locating  roller  oesrrler  on 
top  of  moving  |sonel 

Ref.  No.  936.999 


AMERICAN 
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TLG  rhiidng  nozzle 
(IWIT1PS5' 

3M™  Scotch-Weld™ 
Urethane  Adhesive,  DP 
605  NS,  off  white, 

1  tube  per  4  roller 
carriers 

Ref.  No.  934.805 


Comfort  L  80 
Tempered  Laminated 
Glass  (TLG)  roller 
gasket 

Accessory  set  for  use 
with  TLG  for  one  pair 
of  clamp  carriers 

Requires  optional 
adhesive  components 

Ref.  No.  836.270 

Comfort  tool  kit 

Accessory  tool  kit, 
incl.  typical  tools  used 
for  installation  and 
adjustment  of  MUTO 
Comfort  systems 

Ref.  No.  936.996 

18-0224-A-000703 
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DORMA 


MULTIFUNCTION 
MANUAL  SLIDING 
DOOR  SYSTEM 


Featuring  self-closing 
action,  DORMOTION 
damping  mechanism, 
and  telescopic  sliders 


MUTO  COMFORT 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


COMPACT,  VERSATILE, 
MULTIFUNCTION  MUTO  COMFORT 


Introducing  MUTO  Comfort,  a  new  manual  sliding  door 
system  from  DORMA.  MUTO's  deceptively  simple, 
clean  design  conceals  a  range  of  optional  features  that 
enhance  ease  of  operation  and  convenience. 

■  Self-closing  action 

■  DORMOTION  damping  mechanism 
(DORMA  SoftClose®) 

■  Door  position  status  indicator 


Versatile  MUTO  Comfort  delivers  multifaceted  solutions: 

■  Suitable  for  glass,  wood,  and  other  types  of  door 
applications 

■  Supports  doors  weighing  up  to  330  lb  (150  kg) 

■  Easily  installed  and  adjusted,  with  a  removable 
front  cover 

■  Unparalleled  design  in  multiple  finishes;  choose  from 
aluminum,  similar  to  satin  stainless,  or  over  200 
custom  RAL  colors 

■  Single  or  double  panel,  synchro,  self-closing,  and 
telescopic  models 


I  [ 


Advanced  convenience 
MUTO  Comfort  functions  and 
benefits  to  make  life  easier 
4 
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Elegant  design 

New  compact  class 

Choice  of  finishes  and  configurations 

5 


MUTO  Comfort 

Versatile  system  with  user-friendiy 
optional  features 
6 
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INTRODUCTION 


Easy  installation 
Simple  handling 
Precise  installation 
7 
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COMING  SOON 


MUTO  Basic 
Manual  Sliding 
Door  System 

A  simple,  elegant 
sliding  door 
system  designed 
for  wood  doors 
weighing  up  to 
440  lb  (200  kg) 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


MAJORING  IN  CONVENIENCE 


MUTO  Comfort  -  user-friendly  models  and  options,  individually  configurable  systems 


Extraordinary  convenience 
housed  in  a  slim  profile 

The  MUTO  Comfort  system 
impresses  by  virtue  of  its 
compact  elegance  and 
extensive  functionality, 
creating  a  sliding  door 
system  virith  enhanced 
user-friendliness. 

Even  tailored  solutions  come 
easily 

The  fully  integrated  MUTO 
Comfort  offers  a  choice  of 
models  and  optional 
functions,  all  controlled  by 
mechanisms  housed  out  of 
sight  behind  the  compact 
header.  The  XL  120  Self- 
Closing  model  offers  the 
convenience  of  po\wer-free 
self  closing. 

Optional  convenience  feature 

A  convenient  option  is  the 
MUTO  status  indicator,  which 
allows  the  door  to  be 
monitored  from  anywhere  in 
the  building. 

Glass,  wood,  or  metal 
applications 

MUTO  Comfort  is  particularly 
suitable  for  glass  applications, 
but  can  be  adapted  for  wood, 
metal,  or  other  door  material 
solutions. 
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Self-closing.  Hassle-free. 


The  MUTO  Comfort  XL  120  Self- 
Closing  model  automatically  closes 
the  door  once  It  has  been  opened; 
the  quiet  action  operates  without  a 
power  supply  -  an  enhancement  to 
any  Interior. 


DORMOTION  -  the  elegant  DORMA  Softclose®  damping  mechanism. 


The  epitome  of  elegant  convenience, 
the  optional  DORMOTION  function 
gently  decelerates  the  door  panel 
over  the  last  few  Inches,  taking  It 
automatically  and  quietly  to  Its 
end  opened  or  closed  position. 


Status  indicator  -  everything  under  control. 


■  H 


The  optional  status  Indicator  ensures 
that  the  sliding  door  can  be  monitored 
with  remarkable  ease.  As  soon  as 
the  door  opens  or  closes,  a  status 
signal  Is  transmitted  to  the  building 
management  system  or  an  Indicator 
lamp  -  an  important  benefit  in 
buildings  requiring  professional 
facility  management  capability. 
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CONVENIENT  ELEGANCE 


COMPACT  CONSTRUCTION, 
ELEGANT  FUNCTIONALITY 


Refer  to  the  MUTO  Comfort 
publication  #07000475  for 
details  regarding  the  Comfort 
models  and  configurations 
described  in  this  brochure. 


MUTO  -  multiple  design  options. 


, 

•  150  Satin  Aluminum 


ww 


■  113  Similar  to  Satin  Stainless 
(Available  2016) 

Color  scheme 

For  that  extra  bit  of  individuality. 
The  aluminium  MUTO  profile  can  be 
provided  in  150  Satin  Aluminum  or 
113  Similar  to  Satin  Stainless. 
Special  powder-coated  finishes  are 
also  available  upon  request. 


Sophisticated  technoiogy  Multipie  models  and  —  — —  —  — 

enclosed  in  compact  header  configurations  to  choose  from  Single  panel  Double  panel  Double  panel 

with  Synchro  without  Synchro 


MUTO  systems  conceal 
complex  technology  within  a 
compact  header  case,  a 
clever  design  that  allows 
MUTO  to  match  and  enhance 
any  project's  d6cor.  The 
removable  logo  clip  and  the 
choice  of  finishes  are 
characteristic  of  DORMA’s 
integrated  approach  to  design. 


DORMA  quality 

The  DORMA  logo  clip  on  the  MUTO 
header  is  a  marker  of  DORMA 
quality.  If  preferred,  the  logo  clip 
can  be  easily  removed. 
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•  Single  panel 

•  Double  panel  with  Synchro. 
The  second  door  panel 
opens  and  closes 
automatically  as  the  first 
one  moves.  (Not  available 
with  DORMOTION.) 

•  Double  panel  without 
Synchro.  The  two  panels 
open  and  close  indepen¬ 
dently  of  each  other. 

■  Telescopic.  For  single  or 
bi-directional  panels  where 
space  is  limited  at  either  or 
both  ends  of  door  travel 
(Available  2016). 


Single  panel,  Double  panel, 

telescopic  telescopic 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


VERSATILE  MUTO  COMFORT  FOR  GLASS 
AND  WOOD  MANUAL  SLIDING  DOORS 


Optional  user-friendly  features  customize  MUTO  Comfort  for  individualized  solutions 


A  multifunction  siiding  door 
system,  adaptabie  to 
changing  needs 


User-friendly  MUTO  Comfort 
options  enable  customized 
solutions  with  the  door 
mechanisms  concealed 
behind  a  compact  header. 

Not  certain  what  features  you 
need?  No  problem.  Practical 
assembly  kits  allow  options  to 
be  retrofitted  as  your  needs 
change.  MUTO  Comfort 
supports  doors  weighing  up 
to  330  lb  (150  kg). 

MUTO  Comfort  options 


•  Door  position  status 
indicator  connecting  to 
your  facility  management 

■  DORMOTION  (DORMA 
SoftClose®)  damping 
mechanism;  no  glass 
preparation  required 


TLG-tested.  Transparent  safety. 
MUTO  has  been  successfully 
tested  to  assure  its  safety  when 
Installed  with  tempered  laminated 
glass  (TLG)  using  DORMA's  clamp 
&  glue  technology. 


I 

simple  precision 

Drop/suspended  ceilings?  No  problem. 
The  interconnecting  profile  means  that 
the  system  can  still  be  installed  with 
precision. 
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EASY  INSTALLATION 


THE  FAST  AND  EASY  TO  INSTALL 
MANUAL  SLIDING  DOOR  SYSTEM 


MUTO  -  the  new  standard  for  quick  and  hassle-free  installation  from  DORMA 


■  Quick  &  hassle-free  fitting 
and  adjustment  from  the 
front. 

■  Suitable  for  use  with  TLG 
(tempered  laminated  safety 
glass) 


DORMOTION  starter 


•  Prepared  for  both  glass  and 
wood  door  applications 

•  Adapter  profile  for 
drop/suspended 
ceiling  installation 


Installing  the  MUTO  manual 
sliding  door  system  is  easy;  all 
the  relevant  functions  can  be 
set  from  the  front.  Height 
adjustment  is  remarkably 
simple,  and  no  additional 
glass  preparation  is  needed 
to  incorporate  the  DORMOTION 
damping  function. 


Even  drop/suspended  ceilings 
are  not  a  problem,  thanks  to 
the  adapter  profile  provided. 
MUTO  systems  installed  with 
tempered  laminated  glass 
have  undergone  testing  that 
assures  them  to  be  extra  safe. 

Mounting  options.  MUTO 
Comfort  systems  can  be  wall, 
ceiling,  or  glass  mounted. 


Mounted  on  the  track  rail  and 
secured  by  a  clamping  screw. 


Anti-jump  mechanism 
Simple  activation  of  the 
anti-jump  mechanism. 


DORMOTION 
(DORMA  SoftClose®) 

The  damping  mechanism  is 
simply  mounted  on  the  door 
panel  and  clamped  tight. 


AMERICAN 


Clip-on  mounting 

To  fit  the  cover  profile,  simply  twist 
the  clip-on  mounting  into  the  track 
rail,  then  clip  the  cover  profile  on 
from  below. 
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End  stops 

Clamp  fit  enables  the  end  stops  to 
be  installed  and  adjusted  with  ease. 


Height  adjustment 
Door  panel  height  adjustment  of  up  to 
-ty-  3/16"  (5  mm)  possible  at  any  time. 
Simply  undo  the  fixing  screws  and  turn 
the  adjustment  setscrew  in  the 
appropriate  direction.  (Adjustment  may 
vary  by  MUTO  Model.) 
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DORMA 
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DORMA  USA,  Inc. 
Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567 
800  523  8483 
www.dorma.com 
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.  _ .  .  Architectural 
J  I  Wood  Doors 

INDUSTRIES 


WOOD  VENEER 
BONDED  PARTICLEBOARD  CORE 
5-PLY  CONSTRUaiON 
NON-RATED  20-MINUTE 


I 


HERITAGE 

Vr  Doo)  Ty|)C 


5502H 

PC-5  «  PC-20-5  »  PO20PP-5 


(Imci  ioi  Use  yiify) 


«TOP  RAIL;*  _ 

1-3/8'  Structural  Composite  Lumber  (SCL) 

^VERTICAL  STILES:* 

1-3/8'  Structural  Composite  Lumber  (SCL)  with  matching  hardwood  edge 

Crossbands  concealed  at  edge 

e£QBE: 

Particleboard  or  FSC  certified  Particleboard**,  ANSI  /L208.1,  grade  1-LD-2 
70%  of  door  construction  weight,  composed  of  pre-consumer  recycled  material. 

CRQSSPANPS; 

High  Density  Fiber  (HDF)  or  no  added  urea-formaldehyde  High  Density  Fiber  (HDF)* 
20%  of  door  construction  weight,  composed  of  pre-consumer  recycled  material. 

EACE5: 

'A"  grade  wood  veneer,  unless  otherwise  specified,  or  FSC  certified* 

FINISHED  THICKNESS: 

1-3/4'  (±  1/16') 

BOnOM  RAIL** 

1-3/8'  Structural  Composite  Lu 


All  dimftnsioni  shown  ar«  nominal  bafora  urv< 
prafitting  within  industry  standards.  SpacHka 
manufacturer's  option.  PrefH  and  stock  sizes 


EIGHTH  DAY  DESIGN 
X  NO  EXCEPTION  TAKEN 
REVIEWED  AS  NOTED 
REVISED  AND  RESUBMIT 
WITHOUT  ACTION 
GC  SUBMITS  #  08050-1 
SIGNED 


PROJ  #  11073 


DATE  2/15/2012 


LEED  Version  3  Credit  Assistance 

Recycled  Material  MR  4: 1-2  points 

X 

Regional  Material  MR  5: 1-2  points 

X 

Certified  Wood  MR  7 

FSC  COC:  SW-COC-000736 

X 

Low-Emittinq  Material  EO  4.4* 

X 

Blocking  Rolnforcomont  Optfont: 
available  at  additional  cost 
undercutting  and  specialized  hardware. 
Blocking  recommended  for  Extra  Heavy 
Duty  Doors  usir>g  surface  mounted 
hardware. 


CradK  attistanca  avaiiabk  for  muhipla  LEED  rating  systems 


WDMA  PREMIUM  GRADE  EXTRA  HEAVY  DUTY  DOOR 


DOOR  FEATURES: 

nnith  lyiw:  WDMA  TR-6,  Catalyzid  Polyurethane  Factory  Finish 
Veneer  Maiih:  Book  match  standard.  Slip  or  random  available  if  specified. 

Veneer  Fece  Aaaemblv:  Running  match  standard.  Center  or  balanced 
available  if  specified. 

Pairsi  and  Seta:  Pair  match,  set  match  available. 

Doon/iyenaoma:  Continuous  match  standard.  End  or  no  match  available 
if  specified. 

Vertical  Ednee: 

(visible  surfact)  Matching  hardwood  finished  at  factory  ^ 


(-2)  with  cdge-before-face  construction.  Optional  edges  ^  ^ 
arc;  unfinished  (-1)  and  stiles  primed  at  factory  (-9).  ' 


1 


Cutouti:  S'  minimum  distance  from  door  edge  and  the  minimum 
distance  between  Iha  and  lock  cut  out  is  3-5/16*  for  2(>-minute  and  S* 
for  4S-minute. 

Standard  Bevel:  1/8'  in  2' 

Cleerencea:  1/9*  top,  1/8'  lock  and  hinge  stiles.  See  NFP/V-80  6.3.1.7,  2007 
edition,  for  bottom  clearances. 

Sacufitv  Bating:  Class  40  (highest  rating  possible) 

STC  Railna:  STC  31/  STC  32,  gasketing  and  door  sweep  required. 

Screw  Molding  and  Snilt  Raalatanre:  Refer  to  July  31, 2008  Customer 
^enrjC^g^t^Q119^^nwm^jndu^jeSj^^doo^Vg^te^g«^^^^ 


DOOR  STANDARDS: 

.  ANSWVDMA  I.S.  1-A  and  AWS  Section  9  Quality  Standards  (Bonded  Core).  UBC  7-2-1997, 
Parts  I  and  II.  IBC  2000.  UL  10-C 

•  Top  and  bottom  rails  of  door  shall  be  factory  scaled. 

.  Doors  shall  be  clad  in  WDMA  premium  'A'  grade  wood  veneer  with  minimum  thickness 
1/42*  before  sanding,  with  type  1  adhestvt  containing  no  added  urea-formaldehyde. 

Both  domestic  arsd  exotic  hardwood  species  available  for  transparent  finish.  Mill  option 
face  material  for  opaque  finish. 

.  Neutral  pressure  20-minute  Intertek/Wamock  Mersey  fire  labels  shall  be  available  within 
size  and  usage  limitations.  Fire-rated  doors  must  use  approved  llte  frames. 

•  Positive  pressure  fire  label  is  available  on  20wninute  single  doors  going  into  welded  or 
knockdown  steel  frames.  Surface-applied  smoke  gasketing,  such  as  Pemko  S88,  must  be 
applied  to  frame  to  achieve  'S'  rating  (gasketing  to  be  supplied  by  others). 

.  Cutouts  for  vision  panels  shall  be  made  at  the  factory  and  shall  be  of  sizes  and 
locations  as  indicated  on  the  drawings.  Factory  finished  wood  glazing  stops  or  beige 
powder  coated  metal  llte  frames  shall  be  furnished  for  lite  openings  unles  otherwise 
specified.  Metal  IKe  frames  may  be  venear-wrapped  at  additional  cost.  Louvers  are 
prohibited  In  20-mlnutcfire  doors. 

•  Hardware  preparation:  All  cutouU  for  mortise  hardware  shaN  be  made  at  the  factory 
from  hardware  manufacturer's  templates  and  approved  shop  drawings. 

•  Doors  shall  be  Individually  poly-bagged  for  protection  in  transit  and  storage  periods, 
and  shall  be  marked  as  per  t^  openings  on  shop  drawings. 


1000  Industrial  Park  •  Holstein,  lA  51025  •  800.827.1615  •  Fax  712.368.4111  •  www. 
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VT  INDUSTRIES  LEED® 

Version  3  CERTIFICATION  OPPORTUNITIES 


Tfit;  LECD'*  (l.eiiilerstiip  in  Eneryy  ami  EiivironiiieiUiil  Design)  Green  Building 
Rating  System"''  is  a  voluntary,  consensus-based  national  standard  for 
developing  high  performance,  sustainable  buildings.  Members  of  the  U.S. 
Green  Building  Council  reproscntittg  all  segntents  of  the  building  industry 
developed  I.EED  and  continue  to  contribute  to  its  evolution. 

At  VT  Industries,  we  are  constantly  adapting  our  manufacturing  techniques 
to  ensuie  environmental  lesponsibility.  VT  doors  have  been  testetl  with  the 
GREENGUARO""  Environmental  Institute  (GEI).  and  are  GREENGUARD  Air 
Quality  Certified*  and  GREENGUARD  Children  &  Schools''-’  Certified.  Our 
products  can  assist  you  in  achieving  LEED  credits  including  recycled  content, 
regional  materials,  rapidly  renewable  materials,  certified  wood  and  low- 
emitting  materials. 


VT  INDUSTRIES  CAN  ASSIST  IN  ACHIEVING  LEED  v3  CERTIFICATION 

For  projects  reglsleted  with  the  USGBC  alter  June  26.  2009 


LEED 

CREDIT 


LEED 

CRITERIA 


t  FLUSH  DOORS 


STILE  &  RAIL 
DOORS 


MATUIALS  ft 
HESOURCES 

I  CORE  ,  ; 

!  CONSTRUCTION 

i 

1  PARTICUBQARD 

i  AGUnSER 

j 

- 

;  STAVE 
i  LUMIER 

1 

:  STRUCTURAL 

'  COMPOSITE 

'  LUMBER 

1- 

!  FIRE 

1  RETARDANT 

1  STRUCTURAL 
;  COMPOSITE 
LUMBER 

1  FIRE 

1  RETARDANT 

4 

Recyclftd  Content: 

1-2  points 

10%  (post-consumer  + 

Vi  pre-consumer) 

20%  (post-consumer  * 

V4  pre-consumer) 

Yes 

Yes 

Yes 

r 

1  Yes 

1 

i 

i 

j 

Yes 

Yes 

. 

5 

Regional  Materials; 

1-2  points 

10%  Extracted,  Processed 
and  Manufactured 
Regionally 

20%  Extracted,  Processed 
and  Manufactured 
Regionally 

Yes 

1 

1 

Yes 

i 

! 

Yes 

1 

j 

j 

1 

1 

! 

i  ' 

Yes 

j 

Ye* 

Yes 

6 

t . 

Rapidly  Renewable 
Material 

. . 1 

:  j 

Ye* 

j 

Yes 

n 

Certifiad  Wood 

Yes* 

fSC  Certified 
Core  &  Veneer 

Yes* 

FSC  Certified 
Veneer 

Yes*  i  Yes* 

FSC  Cerdfied  i  FSC  Certified 
Core  ft  Veneer  j  Core  ft  Veneer 

Yes* 

FSC  Certified 
Veneer 

Yes*  i 

FSC  Certified  i 
Veneer 

Yes* 

FSC  Certified 
veneer 

INDOOR 

ENVIRONMENTAL 

QUALITY 

i 

- 1 

J 

j 

r — ^ 

1 

4.4 

' _ I 

Low-Emitting 

Materials:  Composite 

Wood  and  Agrifiber 

Products 

Yes* 

1 

1 

Yes* 

Yes* 

Yes* 

Yes* 

1  .  1 

Ytes* 

Yes* 

•rsc  cnrtiliccl  |i.n  lid..-l)0.iici  .Inil  stave  luriilii't  roie.  is  ;w.sil.sr.le  uiion  leriiiesi.  rsc  renificU  v.riiuer  is  siii)|ctl  lo  .sv.iil.iniliiy. 
•fJo  «T(i(lc<i  iiico-foilifnitiehytic  nvoilflblc  upon  lOtpiosi . 
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CERTIFICATION  PROGRAM''-’  'SfJKW'’ 

^ni-T-  'frE-rTERjARD  EiivironiMCfH.ll  Insliiuic  (GEI)  is  nn  iiHliisiry  indcpcnricm,  non-firofil  orySrifratton  that  oversees  the 
GREEMGUARD  Cei  iilicalion  Prog.'.iiii,  establishing  acceptable  intlooi  <iir  stanthirds  for  indoor  p.-odiicts.  environrnenls 
and  burldings.  Testing  is  conducted  in  stainless  steel  enviionniental  chambers  expertly  designed  and  constructed  (or 
measuring  trace  coritaniinants.  Certified  products  arc  rigorously  tested  quarterly  for  chemical  emissions  iisingqjiig^-g-.ijsf. 
scicntihcally  verified  protocols,  ensttiing  improved  public  health  and  qirality  of  life  throirgfi  imoroved  indoor 

Indoor  Air  Quality  per  foiniance-based  standards  define  goods  tvith  low  chemical  and  particle  emissions  lor 
primarily  building  materials.  bilerR5»i^'i^ti^jft;1^fJ'§3'iilure.  cleaning  and  maintenance  products,  electronic  ec|itrpmen1^^ 
and  personal  care  products.  ChilCir^^^j^i^t^Hji^yiiJ^^  exposed  to  environmental  toxins  than  adults.  They  consume 
more  food  and  water,  and  iiavc  per  pound  of  body  weight  than  adults.  To  account  for  inhalation 

exposure  to  young  children  with  applies  increased  allowable  emission  levels  for  Children  S  Schools 

Product  Certification. 

CRGENGUARD  certiiiec]  prockrcts^laj|':*it^j^^4^;^^^^idards  in  nurnerous  sustainable  building  initiatives  including: 
Leadership  in  Energy  and  Envrrori'nieniaf'fae'srgri'd'EED’-).  Collaborative  for  High  Performa^il^^t^;^^^,  Green 
Gtride  (or  Health  Care  (GGHC),  Sustainable  litiilding  Indtrslry  Cotmcil  (5BIC)  and  (or  the  sii’^Se^^rj^is'ife^iKtts. 
Washington  and  New  York.  For  more  information  on  the  GREENGUARD  Cerlifrcation  Pro^^k^e^l^ir^^^dards 
or  to  view  VT  liufustries  Pine  Laminate  Countertop  compliance  certificates  visit  wvwv,groei'^’|^i^|;k^)sJ'i}A/t: 


'l'.-.rCc^7'ie 
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Chrl5i;^^ffj^^t_H!%y:^^^  exposed  to  environmental  toxins  than  adults.  They  constime 
ivc  per  pound  of  body  weight  than  adufts.  To  account  for  inhalation 

hh  d^ifrfjSsS’^^^bjilicGEI  applies  increased  allowable  emission  levels  for  Children  S  Schools 


FORMALDEHYDE  INFORMATION 


.Cvv-cLj-'-  mrSt  ssi  .'r- 


Formaldehyde  is  an  important  industrial  chemical  used  to  make  other  chemicals,  huilding  rnaiorials  and  hoirsehold 
products.  Building  products  made  with  formaldehyde  resins  can  "off-gas"  (emit)  (orinaldehydc  gas.  There  are  two  types 
of  formaldehyde  resins:  urea  formaldehyde  (UF)  and  phenol  lotrttaldehyde  (PF).  Products  made  of  trrea  formaldehyde 
can  release  formaldehyde  gas;  prodircls  made  of  phenol  formaldehyde  generally  omit  lower  levels  of  the  gas. 

In  interior  applications,  the  most  significant  sources  of  foimaldehydc  arc  likely  to  be  pressed  wood  products  made  using 
aclliesives  that  contain  urea  formaldehyde  (UF)  resins.  Pressed  wood  products  tn.idc  lor  iridooi  irse  include  particleboard, 
hardwood  plywood  and  medium  density  fiberboord. 

Formaldehyde  is  normally  present  at  lo'.-.r  levels,  usually  less  than  O.OG  pprn  (pans  per  million),  in  both  outdoor  and  indoor 
ail.  When  present  in  the  air  at  levels  at  or  above  0.1  pptn,  acute  health  cf(ccts  can  occur  including  waLer^^pyes;  burning 
sensations  in  the  eyes,  nose  and  throat:  nausea;  coughing:  ciiest  tightness;  wheezing;  skin  rashes;  ana.?eliMf,.irritaling 
effects.  The  World  Health  Organization  recommends  that  exposure  should  not  exceed  0.05  ppm.  !;  ’vv-.' 

CONTINUING  EDUCATION 

VT  values  the  im|)oitancc  of  continuing  educational  efforts  and  conducts  sessions  to 
learning  units  and  the  Doors  and  Hardware  Institute  continuing  education  program.  Our  susi^an^'design 
offering,  VTI  507  -  Sustainable  Choices  in  Woorf  Door  Construction,  centers  on  sustainable  design  options  for 
including;  LEED  credits,  wood  door  materials,  indoor  air  quality,  and  specifying  veneer. 

The  c|:^.^|[|<^proximately  one  hour  long  and  is  registered  the  University  of  Oklahoma  for  Continuing 

Educr'^y^^^iing  AlA  members  one  learning  unit  lor  Sustain^l^^^n  (5D)  and  Health,  Safety  and  Welfare  (HSW).  If 


intorr^^^^king  this  course  or  lor  more  course  offerings,  pf^^^^free  to  contact  VT  Industries  at  800.827.1615  ext, 
564  or  contact  your  local  sales  representative  to  set  up  a  time.  '* 


1000  industrial  PARK 
P.O  BOX  490 
HOLSTEIN.  lA  51025 
800,827.1615  cxl,  564 
'A'WW.VTINDUSTRIES.COM 
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Bringing  Success  To  Your  Door 


IAF-1 


Custom  Orders 


ndustry  Leading  Customer  Service 


Nationwide  Network  of  Service  Centers 


Introduction 


CURRIES  is  strongfy  committed  to  prmiding 
our  customers  with  the  highest  quality  hollow 
metal  products  and  the  best  delivery  times. 

JERRY  CURRIE 

President  and  CEO 
CURRIES 


www.cumes.com 


•MfiMhtfiKiumt 


yConinto  Pnoouay 


To  meat  the  multitude  of  doorway  needs  In  the 
non-residential  construction  Industry,  CURRIES 
manufactures  a  wide  range  of  hollow  metal  doors 
and  frames  for  Interior  and  exterior  use.  The  Mason 
City,  Iowa-based  company  Is  considered  the  most 
progressive  manufacturer  m  Its  field.  With  combined 
dcxH  and  frame  manufactuirig  plants  totaling 
456,000  square  feet,  CURRIES  has  orte  of  the 
largest  producttlon  facilities  in  the  industry.  The 
state-of-the-art  manufacturing  plant  and  shipping 
center  facilitates  a  quick  response  on  large  and 
small  custom  orders.  CURRIES’  updated  rofi 
fonnlng  equipment  is  part  of  the  technology  that 
ensures  conslsterrt,  timely  products  to  the  market. 


CURRIES  was  established  In  1956  and  since  1996 
has  been  a  part  of  the  ASSA  ABLOY  Qrxxjp 
organization.  The  ASSA  ABLOY  Group  Is  the  world's 
leadirig  manufacturer  and  supplier  of  locking 
solutions,  dedicated  to  satisfying  end-user  needs  for 
security,  safety  and  convenience. 
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An  ASSA  ABLOY  Groqp  company 


For  Salas,  Marketing  a  Service  Support 

ASSA  ABLOY  Door  Security  Solutions 
Formed  by  the  fusion  of  ESSEX  Industries  and  YSQ 
Door  Security  Consultants,  ASSA  ABLOY  Door  Security 
Solutions  offers  complete  life-safety  and  security 
solutions,  aN  from  a  single  source.  Working  with  twelve 
door  and  hardware  bratxls,  the  naUonwtds  network  of 
local  sales  teams  and  distributors  focuses  on 
understanding  end-user  needs  and  providing  the  right 
solutions.  Support  services  Include  architectural 
education  and  specification  consulting.  Visit 
www.assaabloydsa.oom  to  learn  how  our  phBosophy  of 
■One  Source.  One  Focus."*"  can  help  with  your  secirity 
and  life-safety  needs. 

Phone:  1-800-377-3948 

Address;  110  Sargent  Drive 

New  Haven,  CT  06511 
Web  she:  www.assaabloydss.com 
Email:  Contact  your  local  Door  Security  Solutions 
representative  via  e-mail  by  going  to  assaabioydss.com 
and  cicking  on  "Service  8  SupporT. 


NOTE;  CURRIES  Company  has  provided  soft  metric 
conversion  equivalents  for  the  majority  of  critical 
product  dimensions  throughout  this  book.  The 
numbers  listed  In  parenthesis  next  to  a  key 
dimension  are  mebicated  muilmstets  in  accordance 
with  the  Metric  Conversion  Act  of  1 975. 

WWW.CUrTl»«.COITI 

Visit  www.curttes.com  for  complete  product 
Information  and  downloadable  specifications  tor  the 
entire  CURRIES  product  line.  The  site  Is  updated 
frequently  with  news  about  timay  Irvlustry-telated 
Issues.  A  map  of  the  U.S.  links  K>  Information  on 
CURRIES  distributorB  for  every  state. 


.IAF-18.0224.A.000717 

ASSAABUOY 


Introduction 

V  ^ 

nl m 

' — ) 

www.cuiTies.coin 


Steel  Doors  &  Frames  CURRIES  Doors  — 

for  All  Interior  &  Exterior  Applications _  Many  Features  Available 


The  quality  and  reliability  of  CUFtRIES  doors  and 
trames  have  made  them  a  favored  choice  tor 
construction  prolects  worldwida.  Using  only  the 
highest  quality  materials  and  manufacturing 
techniques,  CURRIES  produces  metal  doors  and 
frames  In  many  sizes,  gauges,  and  styles  to  meet  the 
toll  range  of  safety,  security,  and  aesthetic  requirements. 

Quick  Ship  Programs 


Frames  in  3  Days! 

Quick  Ship  frames  with  a  three  day  shipping 
schedule.  Welded  frames  In  five  additicnal  days. 
Includes  a  large  selection  of  products.  Frame  Quick 
Ship  Programs  are  available  through  the  Mason  City, 
lA  factory  and  the  Door  Group  Service  Center  In 
Easton,  PA. 

Doors  in  3  Days! 

Quick  Ship  doors  with  a  three  day  shipping 
schedule  from  the  Mason  City,  lA  factory.  607,  707, 
and  747  door  series  are  available  with  a  large  variety 
of  sizes,  gauges,  and  options. 


CURRIES  can  provide  mcxst  types  and  styles  of  steel 
doors  and  frames  tor  Interior  or  exterior  use  arxj  Is 
one  of  the  tew  manufacturers  able  to  deliver  both 
custom  and  starxlard  doors  and  trames  on  the 
same  order.  With  their  ability  to  produce  uniquely 
designed  doors  and  frames,  CURRIES  offers 
architects  total  design  freedom. 


Immediate  Shipping  Available! 

Over  600  frame  and  door  products  are  available  for 
Immediate  shipment  through  Door  Group  Service 
Centers.  Each  service  center  has  ful  product 
modification  capabilities  for  doors  and  frames. 


•  Handed 

•  Non-Handed 

•  Bull-Nosed  Edge 

•  Seemed  Edge 

•  Seam-Filled  Edge 

.  Continuous  Wire  Welded  Edge 

•  Oversize  Doors 

•  Custom  Size  Doors 

•  Rabbeted  Transom  Panels 

•  Dutch  Doors 

•  Mono  Rail  Preparation 

•  Bi-Fold  Doors 

•  Louvered  Doors 

•  Insulated  Glass  Preparation 

•  Flecessed  Glazing 

•  ArKhor  Hinge  Preparation 

•  Pocket  Pivot  Preparation 

•  Concealed  Closer  Preparation 

•  Mortise  Lock  Sectional  Trim  Preparation 

•  Recessed  Vertical  Rod  Exit  Device  Preparation 

•  ElectroLynx  Wiring  System 

•  CURRIEium  Exit  Signs 


Industry  Leadership 


CURRIES  ESld  ASSA  ABLOY  Door  Security 
Sokitfons  lead  the  Industry  with  Innovations  for  ease 
of  product  Installation  and  life  safety.  The  following 
are  a  couple  of  recant  examples. 

EtoctroLynx  technology  (pre-wked  doors  and 
frames)  for  todays  eiactronlc  hardware  eliminates 
the  hassles  of  jobsite  wirlitg  for  hinges,  locks, 
strikes,  panic  devices,  etc.  ASSA  ABLOY  Door 
Security  Solutions  hardware  manufacturers’ 
electronic  products  are  manufactured  with  this 
Innovative  quick  connect  system.  CURRIES  doors 
and  frame  can  be  ordered  prewired  with  the 
BectroLynx  system  in  place. 


HmMrIng  Emy" 


ElKULyn."  la  a  tradenwV  of 
ASSA  ABLOY  North  rVMflca.  Inc. 


CURRKkim  frames  are  designed  with  life  safety 
products  in  mind  which  wM  house  exit  strip  lighting 
that  surrounds  and  illuminates  exit  openings.  This 
frame  system  protects  the  perimeter  lighting  ship  of 
exit  door  openings  and  kxdudes  frames  that  wW 
allow  the  transter  of  power  for  exit  strip  Hghting 
through  non  exit  corridor  openings. 

CURRIES  offers  frame  arxl  door  preparations  thcrt 
are  part  of  the  ASSA  ABLOY  UteQuIda  System.  The 
CURRIEium  Frame  System  augments  existing  exit 
signs  by  providing  a  highly  visible  light  strip  around 
the  perimeter  of  openings  designated  as  part  of  the 
egress  pathway.  The  frame  system  design  Is  patent 
pending.  Options  are  available  permitting  easy  and 
retrofittable  compatibllty  with  the  E-Lume-A-Rath’*‘ 
(ELAP)  egress  marking  system.  Door  preparations 
are  available  for  2  types  of  low-level  exit  signs  on 
the  door  face.  Important  In  the  event  of  smoky 
conditions. 

The  CURRIEium  Frame  System,  part  of  the  LitGuide 
System,  is  available  in  S  optional  packages,  iTK>ra 
detailed  information  Is  Included  on  page  14. 


CURRIE  [iDm- 

CURRIBum*'  l»  a  tridamark 
or  CURRIES  DIvWon,  ASSA 
ABLOY  Door  Group,  LLC. 


UtpQutde^  Loadino  tho  E-Lume-A-Path~ 

WaytoSataty.  a  a  trademwk  of 

Aa  part  of  thair  promisa  to  provide  Egrasa  Marking  Systacns. 

InnovaUva  Rfa  s^ety  soUiora  to 

their  cuitomafs.  ASSA  ABLOY 

Group  companiea  offer  the 

UteOuide  system,  e  lumlnetoent 

egraaa  marking  eoiiAon. 


Additional  information  can  be  obtained  from  the  curTfee.com  website. 


RiC 
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JflflyBA  ABLOY  Group  company 

ASSAABLOy  1 

Shayla  Summerhill  <ssummerhill@iaf.gov> 


7102-33  lAF  Glass  Partition  Project 

6  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Dec  26,  2017  at  9:01  AM 

To:  ssummerhill@iaf.gov 

Co:  Lisa  Layman  <Lisa@eighthday.com>,  ebrooks@ccg-wdc.com,  Reginald  B  Herndon  <rherndon@ccg- 
wdc.com> 


Good  morning  Shayla, 


Hope  you  had  a  wonderful  Holiday  weekend. 


On  Friday  December  22,  2017  we  removed  the  pocket  door  and  found  several  problems  with  the  door.  Please 
see  below: 


1 .  The  sliding  door  track  assembly  was  bent  in  the  back.  We  adjusted  the  track  back  into  place. 

2.  There  are  two  framing  pieces  attached  to  the  top  of  the  door.  One  of  the  framing  piece  was  completely 
bent  and  preventing  the  door  to  close  properly. 

3.  The  door  is  too  heavy  for  the  existing  sliding  pocket  door  system. 

4.  Also,  the  existing  door  is  bent  from  the  back. 


Please  see  the  attached  RFI  file. 


If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deitver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000719 


in 


CCG  RFI  02  -  Pocket  Door.pdf 

48K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Dec  26,  2017  at  3:30  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Hi  Jonathan, 

I  hope  you  enjoyed  the  holiday  as  well. 

I  don't  have  this  information  with  me.  But  the  binder  that  should  have  this  information  is  in  the  office.  I  can  ask 
Kara  to  have  it  available  for  you  when  you  are  in  the  office. 

How  long  is  the  process  and  estimated  additional  cost  to  complete  this  door? 

Did  the  fire  strobe  and  other  hvac/mechanical  stuff  get  completed? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Dec  26,  2017  at  4:58  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  "ssummerhill@iaf.gov"  <ssummerhill@iaf.gov> 

Cc:  "ebrooks@ccg-wdc.com"  <ebrooks@ccg-wdc.com>,  Reginald  B  Herndon  <rherndon@ccg-wdc.com> 


Hi  Jonathan, 


I  checked  the  original  project  file  from  2011/2012  and  have  included  the  original  submittals  for  the  pocket  door 
and  hardware.  Unfortunately,  these  submittals  do  not  give  the  detailed  info  that  I  think  you  need.  Please  see 
attached  for  all  the  info  that  I  know. 


Thank  you. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


IAF-18-0224-A-000720 


7653  Leesburg  Pike 


703/712-8313 /Direct 


Falls  Church,  VA  22043 


703/403-8730  /Mobile 


703/562-3637  /Fax 


www.edd.biz 


Herndon'  <rherndon@ccg-wdc.conn> 
Subject:  7102-33  lAF  Glass  Partition  Project 


From:  Jonathan  Perez 
[mailto:jperez@ccg-wdc.com] 

Sent:  Tuesday,  December  26,  2017 
9:02  AM 

To:  ssummerhill@iaf.gov 
Cc:  Lisa  Layman 
<Lisa@eighthday.com>; 
ebrooks@ccg-wdc.com;  'Reginald  B 


[Quoted  text  hidden] 


4  attachments 

CCG  RFI  02  -  Pocket  Door  -  EDD  Response.pdf 

^  56K 

08050-01  Doors.pdf 

828K 

08050-04  Schedule  for  Finish  Hardware2.15.12.pdf 

^  335K 

^  08050-05-01  Schedule  for  Doors  and  Frames2.15.12.pdf 

^  371 K 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Dec  26,  2017  at  5:58  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


All  the  electrical/HVAC/  and  fire  alarm  work  were  completed  last  week.  This  week  we  are  working  towards 
completing  the  bulkhead  and  column. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  proruCse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000721 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


7102-33  lAF  Glass  Wall  Partition  -  New  Dorma  System 

6  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Thu,  Jan  4,  2018  at  12:44  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  afternoon  Lisa, 


Please  see  the  attached  submittal  for  approval.  We  are  ready  to  order  today  but  we  need  this  submittals 
approved. 


Also,  we  completed  our  field  measurement  this  morning. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  -pronALse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


Submittal  08900-02.pdf 

^  15674K 


Lisa  Layman  <Lisa@eighthday.com> 

To:  "ssummerhill@iaf.gov"  <ssummerhill@iaf.gov> 


Mon,  Jan  8,  2018  at  11:46  AM 
IAF-18-0224-A-000722 


Hi  Shayla, 


I  have  just  returned  from  vacation.  We  had  to  eiiminate  the  construction  administration  services  from  our 
proposai  when  we  had  to  reduce  the  fee  for  your  procurement  purposes.  See  attached  proposai  with  the  iast 
line  highlighted.  This  means  that  we  do  not  have  hours  approved  to  review  shop  drawings.  Let  me  know  if 
you  would  like  to  increase  our  fee  to  cover  some  time  for  submittal  review. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 
[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  Thursday,  January  04,  2018 
12:45  PM 

To:  Lisa  Layman 

703/562-3637  /Fax 

www.edd.biz 

<Lisa@eighthday.com> 

Cc:  'Shayla  Summerhill' 

<ssummerhill@iaf.gov> 

Subject:  7102-33  lAF  Glass  Wall  Partition  -  New  Dorma  System 


[Quoted  text  hidden] 


2  attachments 

Submittal  08900-02.pdf 

^  15674K 

IAF_Ntl  Place  12th  Flr_proposal_1 1.28.1 7  R2.pdf 

132K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  8,  2018  at  11:53  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Lisa  Layman  <Lisa@eighthday.com> 

Hey  Jonathan, 

I  just  spoke  with  Lisa  about  the  changes  to  the  door  system,  however,  we  removed  the  construction 
management  part  out  of  their  contract.  Therefore,  we  are  good  to  move  forward  with  ordering  the  new  door 
system. 


Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000723 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Co:  Lisa  Layman  <Lisa@eighthday.com> 


Okay,  Thank  you  Shayla. 


I  will  send  you  the  lead  time. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  -proruLse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Monday,  January  08,  2018  11:54  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Lisa  Layman  <Lisa@eighthday.com> 

Subject:  Re:  7102-33  lAF  Glass  Wall  Partition  -  New  Dorma  System 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Mon,  Jan  8,  2018  at  11:55  AM 


l\)lftFiT''&R^,^'f^ST2|4i  -50  am 


Great,  thanks. 
-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  8,  2018  at  4:27  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Hey  Jonathan, 

Paloma,  our  CEO,  just  informed  me  that  her  light  switch/motion  sensor  is  not  working.  Not  sure  when 
someone  is  coming  out  but  it  would  be  great  if  they  could  take  a  look  at  it  the  next  time  they  do. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000725 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


7102-33  lAF  Glass  Wall  Partition  -  Replacement  Product 

4  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Dec  26,  2017  at  12:25  PM 

To:  ssummerhill@iaf.gov 

Co:  Lisa  Layman  <Lisa@eighthday.com>,  ebrooks@ccg-wdc.com,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Shayla, 


Thank  you  for  calling  me  back  this  morning.  As  we  discussed  last  week,  Dorma  is  discontinuing  Agile  150  and 
they  are  replacing  it  with  Dorma  Muto  PL.  Please  review  the  attached  submittal  and  choose  which  system  will 
work  best.  New  system  will  affect  lead  time  and  pricing. 


Also,  please  review  and  approve  the  Emseal  checklist.  This  are  a  special  made  product  we  need  to  place  an 
order  as  soon  as  possible.  Lead  time  we  are  looking  at  January  10,  2018. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


2  attachments 

^  Revised  Glass  Wall  Submittal  08900-02.pdf 

3664K  IAF-18-0224-A-000726 


^  Emseal  Checklist  -  Dec  26,  2017  at  11_13  AM. pdf 

981 K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Dec  26,  2017  at  3:25  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan, 

Thanks  for  the  information.  Several  questions- 

1 .  How  much  is  the  system  for  the  emseal? 

2.  I  only  saw  an  attachment  for  one  wall/door  system.  How  long  will  this  take  to  order  and  install? 

3.  What's  is  the  estimated  cost  for  this  new  wall/door  system? 

4.  What  needs  to  be  approved  for  the  checklist?  Would  this  need  to  be  approved  by  the  architect?  Or  do  you 
need  approval  just  to  order  the  item? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Dec  26,  2017  at  5:23  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  "ssummerhill@iaf.gov"  <ssummerhill@iaf.gov> 

Cc:  "ebrooks@ccg-wdc.com"  <ebrooks@ccg-wdc.com>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Jonathan, 


I  have  reached  out  to  my  local  Dorma  rep  with  your  question  below  about  the  Dorma  system.  I  will  reply  to  all 
with  their  advice.  Also,  what  is  there  for  Shayla  to  approve  about  the  Emseal  checklist?  This  looks  like  field 
information  for  you  to  fill  out. 


I  will  give  you  a  call  tomorrow  to  review  these  two  items. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 

[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  Tuesqi^B?,-R|pig:gpi^b/?ro^7g^17 

12:26  PM 

703/562-3637  /Fax 


www.edd.biz 


To:  ssummerhill@iaf.gov 
Cc:  Lisa  Layman 
<Lisa@eighthday.com>; 
ebrooks@ccg-wdc.com:  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 

Subject:  7102-33  lAF  Glass  Wall  Partition  -  Replacement  Product 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Dec  26,  2017  at  5:56  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  evening  Shayla, 


I  received  two  quotes  from  a  disturber  regarding  the  Emseal  product.  I  will  place  the  order  tomorrow  morning 
and  request  expedite  price. 


The  architect  needs  to  review  the  attached  revised  submittal  and  send  it  back  to  me  with  notes.  Once  the 
architect  reviews  and  picks  a  system  we  will  contact  DORMA  for  pricing. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  December  26,  2017  3:26  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  7102-33  lAF  Glass  Wall  Partition  -  Replacement  Product 


IAF-18-0224-A-000728 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


7102-33  lAF  Project  -  Glass  Wall  System  Status 

2  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jan  23,  2018  at  4:55  PM 

To:  Dyonne  Gleaton  <dmgleaton@globalglassfilm.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  afternoon  Dyonne, 


Per  our  previous  conversation,  the  client  and  CCG  would  like  to  know  the  shipment  and  installation  schedule 
date  for  this  project. 


I  included  the  client  Shayla  on  this  email. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  -prorALse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  12:18  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Dyonne  Gleaton  <dmgleaton@globalglassfilm.com> 


Jonathan, 


IAF-18-0224-A-000729 


Per  my  conversation  with  Dyonne  in  regards  to  the  lack  of  communication  with  the  DORMA  rep  and  team  we  I 
have  requested  that  Dyonne  inform  them  that  we  are  considering  canceling  this  order  if  they  are  unable  to 
communicate  an  ETA  for  the  glass  wall  system.  I  have  also  requested  that  Dyonne  reach  out  to  his  other 
glass  contact  for  a  quote  and  ETA. 

Given  that  this  glass  system  was  submitted  to  the  architect  and  we  are  not  paying  the  architect  company  for 
any  additional  service  or  assistance-  would  a  change  in  the  glass  wall  system  be  drastic  and  require  the 
service  of  the  architect?  Or  would  be  able  to  move  forward  with  the  using  a  different  glass  wall  company?  Are 
the  two  systems  drastically  different?  Would  we  have  to  notify  them  of  the  change  to  add  to  the  plans? 

Trying  to  think/plan  ahead  so  that  we  can  get  this  project  completed  in  a  timely  and  affordable  fashion. 

Dyonne  and  Jonathan  given  our  expertise  what  are  your  thoughts,  plans  of  action? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000730 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


20343118P00001  CCG 

2  messages 

Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Shayla! 


Hope  your  weekend  went  well. 


Mon,  Apr  2,  2018  at  9:01  AM 


I  talked  to  Kara  a  few  times  last  week  and  asked  her  about  the  stencil,  but  she  had  not  been  over  there. 
Did  that  get  completed? 


Thank  You, 


Rob  Randolph,  Contracting  Officer 


Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Apr  2,  2018  at  9:45  AM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Hi  Rob, 

My  weekend  was  good,  thanks.  Yes,  the  stencil  was  completed  last  week. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000731 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


2034311 8P00001  CAPITAL  CONSTRUCTION 

4  messages 

Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov> 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Shayla! 


Hope  all  is  well. 


Tue,  Mar  20,  2018  at  10:23  AM 


What's  left?  Just  the  door  replacement? 


Thank  You, 


Rob  Randolph,  Contracting  Officer 


Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Mar  20,  2018  at  10:25  AM 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 

Hi  Robert, 

Not  too  bad  here.  We  still  have  the  pocket  door  replacement  and  the  stencil  work  for  the  2  conference  rooms. 
The  contractor  for  the  stencil  has  had  some  issues  with  the  product. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000732 


©1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov>  Tue,  Mar  20,  2018  at  10:44  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Ok,  sounds  like  the  last  few  items  to  wrap  up. 


On  the  stencil  work,  you  mean  CCG  and  the  company  they  went  with  to  do  the  stencil  work?  Is  it  actually 
getting  it  or  that  it  was  delivered  but  not  right? 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 


BUREAU  OF  THE 

Fiscal  Service 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  March  20,  2018  10:26  AM 

To:  Robert  L.  Randolph  III  <Robert.Randolph@fiscal.treasury.gov> 
Subject:  Re:  20343118P00001CAPITAL  CONSTRUCTION 


Hi  Robert, 


Not  too  bad  here.  We  still  have  the  pocket  door  replacement  and  the  stencil  work  for  the  2  conference  rooms. 
The  contractor  for  the  stencil  has  had  some  issues  with  the  product. 


Thanks, 


IAF-18-0224-A-000733 


Shayla 


On  Tue,  Mar  20,  2018  at  10:23  AM,  Robert  L.  Randolph  III  <Robert. Randolph@fiscal.treasury.gov>  wrote: 
Hi  Shayla! 


Hope  all  is  well. 


What's  left?  Just  the  door  replacement? 


Thank  You, 


Rob  Randolph,  Contracting  Officer 

Bureau  of  the  Fiscal  Service,  Department  of  the  Treasury 

Parkersburg,  WV 

304-480-8706 

BUREAU  OF  THE 

Fiscal  Service 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD000.jpg 
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IAF-18-0224-A-000734 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Robert  L.  Randolph  IN"  <Robert.Randolph@fiscal.treasury.gov> 


Tue,  Mar  20,  2018  at  1:10  PM 


Yes  the  company  CCG  and  the  glass  company  hired  to  complete  the  stencil  work.  He  was  having  an  issue 
with  the  actual  product  and  it  not  being  usable.  He  submitted  another  order  for  a  new  product  that  has  yet  to 
come  in.  I  am  waiting  for  him  to  confirm  that  he  has  received  the  new  stencil  sot  hat  we  can  confirm  another 
date  for  him  to  come  in  and  finish  the  work.  I  am  hoping  that  he  can  either  come  in  this  week  early  in  the 
morning  to  finish  or  sometime  next  while  the  CEO  is  out  of  the  office. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000735 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Action  Required  -  IPP  Invoice  Approval  - 11010004  Inter-America  Foundation 

2  messages 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Wed,  Jan  3,  2018  at  11:08  AM 

To:  ssummerhill@iaf.gov 

Disburser 


IPP  Invoice  Approval  Notification 


The  following  invoice(s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 

Invoice  # 

Supplier 

PO# 

Invoice 

Date 

Due  Date 

Amount 

Task 

Assigned 

On 

INV76763 


JTF  BUSINESS 

SYSTEMS 

CORPORATION 


lAF- 

203431 18F00002 


01/03/2018 


02/02/2018 


599.00  USD  01/03/2018 


NOTE: 

S  indicates  that  there  is  a  discount  opportunity. 

If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  Disburser  Administrator. 


STLS.IPPHELPDESK@stls.frb.org  <STLS.IPPHELPDESK@stls.frb.org>  Wed,  Jan  3,  2018  at  3:19  PM 

To:  ssummerhill@iaf.gov 

ffP  Disburser 


IPP  Invoice  Approval  Notification 

The  following  invoice(s)  are  waiting  for  your  approval.  If  you  would  like  more  information,  please  log  into  your  Disburser  account. 


Discount 


Invoice 

# 


Supplier 


PO# 


Invoice 

Date 


Due  Date  Amount 


Task 

Assigned 

On 


002 


CAPITAL 
CONSTRUCTION 
GROUP  LLC 


lAF- 

203431 18P00001 


01/03/2018  02/02/2018 


18,348.00  USD 


01/03/2018 


NOTE: 


IAF-18-0224-A-000736 


indicates  that  there  is  a  discount  opportunity. 


If  you  no  longer  want  to  receive  this  notification,  please  contact  your  IPP  DIsburser  Administrator. 


IAF-18-0224-A-000737 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Adcock's  Systems  LLC-  Credit  Card  Receipt 

1  message 


d.lasner@adcocksystems.com  <d.lasner@adcocksystems.com>  Wed,  Jan  3,  2018  at  8:09  AM 

To:  ssummerhill@iaf.gov 


Good  morning.  Please  find  attached  a  copy  of  Invoice  #2062570  and  the  credit  card  receipt  for  payment  of 
this  invoice. 


Thank  you  for  your  business  and  your  payment. 

If  there  is  anything  else  we  can  do  for  you,  please  call  our  office. 

Thank  you, 

Donna  Lasner 

Accounting  Group 

Adcockgystems,,.. 

11954  Motley  Place 
Waldorf,  MD  20602 
Phone:  (301)  843-3661 


IMPORTANT  NOTICE:  This  e-mail  message  is  intended  to  be  received  only  by  persons  entitled  to  receive  the 
confidential  information  it  may  contain.  E-mail  messages  to  clients  of  Adcock’s  Systems  LLC  may  contain 
information  that  is  confidential  and  legally  privileged.  Please  do  not  read,  copy,  forward,  or  store  this  message 
unless  you  are  an  intended  recipient  of  it.  If  you  have  received  this  message  in  error,  please  forward  it  to  the 
sender  and  delete  it  completely  from  your  computer  system. 


2062570  Credit  Card  Receipt.pdf 

^  304K 


IAF-18-0224-A-000738 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Conference  table  quotes 

6  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:08  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Karen, 

Below  are  pics  of  the  conference  room  tables  I  requested  quotes  for  and  one  is  attached.  However,  as  we  will 
probably  want  to  use  a  credit  card  for  purchase  I  am  trying  to  find  a  table  that  fits  within  the  cost  restrictions  of 
$3500.  The  products  below  are  well  over  that  cost. 

-Shayla 


Darran  Diva  Conference 


Darran  Edgeworks  Conference 


IAF-18-0224-A-000739 


Darran  Thinking  Quietiy  Conference 


OShayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Tune  Square  (1)  quote.pdf 

^  970K 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jan  24,  2018  at  4:14  PM 

To:  Shayia  Summerhiii  <ssummerhiii@iaf.gov> 


Ahh.  i  understand  the  restriction...  Weii,  iet  me  know  if  you  need  any  heip  from  us. 


Karen 

[Quoted  text  hidden] 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


Shayia  Summerhiii  <ssummerhill@iaf.gov>  Thu,  Jan  25,  2018  at  5:27  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Karen, 

Here  are  two  other  table  options  I  have  requested  a  quote  for  that  should  be  within 


[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Fri,  Jan  26,  2018  at  1:12  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Paloma  Adams-Allen  <padamsallen@iaf.gov> 

Hi  Shayla, 

Thanks  for  the  conference  table  options  you  have  sent  so  far...  I  also  did  some  research  and  found  a  few 
good  options,  they  are  all  GSA  approved  and  under  $3500,  so  maybe  one  of  these  would  work  out. 

Paloma  -  let  us  know  if  you  have  a  strong  preference  -  links  below. 

1 )  https://www.nationalbusinessfurniture.com/72-Rect-Table-w-Shelf-Data-41 649.aspx 

I  think  we'd  have  to  confirm  the  right  size  -  this  link  is  for  72"  but  we  might  want  the  96"? 

2)  https://www.staples.eom/OFM-77-Oval-Conference-Table-845123004241/product_85266 

3)  https://www.nationalbusinessfurniture.com/40014.aspx 


Best, 

Karen  IAF-18-0224-A-000741 

[Quoted  text  hidden] 


Paloma  Adams-Allen  <padamsallen@iaf.gov>  Fri,  Jan  26,  2018  at  1 :43  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 


Thanks,  Karen! 

Ladies  - 1  like  the  first  one,  maybe  in  'natural'  to  do  with  the  decor  of  the  office? 
Thanks! 

Paloma 


Paloma  Adams-Allen 

President  and  CEO 
Inter-American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  3:43  PM 

To:  Paloma  Adams-Allen  <padamsallen@iaf.gov> 

Cc:  Karen  Vargas  <kvargas@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 

Thanks  Karen.  Looked  into  that  item  however  it  would  not  be  in  the  size  needed.  Did  some  more  research 
and  for  the  size  that  we  would  need,  seats  8  comfortably,  I  found  the  two  below. 


https://www.nationalbusinessfurniture.eom/10-W-Conference-Table-40935.aspx 

https://www.nationalbusinessfurniture.eom/10-W-Conference-Table-with-Data-Port-40949.aspx 

-Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000742 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Construction  work  tomorrow 

6  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  3:22  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Hi  Karen, 

The  construction  team  wiii  be  in  tomorrow  to  to  do  some  work.  What  is  Paioma's  scheduie  tomorrow  and  wiii 
she  be  in  her  space/conference  room? 

Thanks, 

Shayia 


Shayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jan  24,  2018  at  3:28  PM 

To:  Shayia  Summerhiii  <ssummerhiii@iaf.gov> 

Hi  Shayia, 

Paioma  is  in  the  office  aii  day  tomorrow,  i  am  happy  to  book  a  room  for  her  use  tomorrow. 

Wouid  you  aiso  be  abie  to  send  information  as  to  the  remaining  construction  scheduie  -  that  way  we  can  pian 
in  advance,  it's  particuiariy  important  these  next  coupie  weeks,  as  she  prepares  for  Hiii  briefings  and  to 
represent  the  agency  at  an  externai  conference. 

Thank  you, 

Karen 

[Quoted  text  hidden] 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


Wed,  Jan  24,  2018  at  3:35  PM 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Karen  Vargas  <kvargas@iaf.gov> 


IAF-18-0224-A-000743 


Yes,  if  we  can  book  a  room  that  would  be  great.  I  am  not  sure  how  long  this  work  will  take.  As  for  the 
remaining,  I  am  not  sure  as  we  are  running  into  some  issues.  Once  I  know  more  I  will  share  that  information. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jan  24,  2018  at  3:40  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thanks,  Shayla!  Appreciate  your  hard  work  on  this. 

Karen 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:59  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

The  work  tomorrow  will  take  about  a  day.  They  will  no  more  tomorrow  when  they  open  that  area  if  any 
additional  work  is  needed. 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jan  24,  2018  at  5:01  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Ok.  Thanks,  Shayla! 

K 

[Quoted  text  hidden] 


IAF-18-0224-A-000744 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


EDD  Revised  Proposal 

28  messages 


Lisa  Layman  <Lisa@eighthday.com>  Mon,  Nov  20,  2017  at  3:12  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


Attached  is  a  revised  proposal  with  the  breakdown  of  fees  as  requested.  Also,  I  added  a  little  more  info  on 
page  2,  Section  E,  part  2  to  describe  in  more  detail  what  the  engineers  will  provide.  On  page  4  the  fees  are 
broken  down  into  two  separate  parts  -  Architectural  and  Engineering.  Hours  and  rates  are  shown.  Please  let 
me  know  if  you  need  anything  else.  We  will  await  approval  of  this  proposal  before  doing  any  additional  work. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 

Falls  Church,  VA  22043 

www.edd.biz 


IAF_Ntl  Place  12th  Flr_proposal_1 1.20.1 7  R1.pdf 

128K 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Lesley  Duncan  <lduncan@iaf.gov> 


Mon,  Nov  20,  2017  at  3:19  PM 


Lesley, 

Please  find  the  updated  architect/engineer  proposal  attached. 
-Shayla 


IAF-18-0224-A-000745 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF_Ntl  Place  12th  Flr_proposal_11.20.17  R1.pdf 

128K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Nov  20,  2017  at  4:13  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Lisa, 

Thanks  for  sending  this  over.  We  will  review  it  tomorrow  and  get  back  with  you. 

Best, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  21 , 2017  at  3:58  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Hi  Lisa, 

The  architectural  section  of  the  proposal  has  been  approved.  We  still  have  a  few  questions  regarding  the  Blue 
Moon  portion  that  we  will  confirm  with  Janet. 

Please  let  me  know  if  you  have  any  questions. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Wed,  Nov  22,  2017  at  2:17  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 


OK.  Please  let  me  know  any  questions  on  the  Blue  Moon  proposal  as  well.  HDD  is  holding  Blue  Moon’s 
contract  on  this  project. 


LisaLayman,  iiDA,LEED®APiD+c 


IAF-18-0224-A-000746 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043 

From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  November  21, 2017 
3:58  PM 

To:  Lisa  Layman 

www.edd.biz  <Lisa@eighthday.com> 

Subject:  Re:  EDD  Revised  Proposal 


[Quoted  text  hidden] 


Donna  Delo  <ddelo@bluemoonmep.com>  Wed,  Nov  22,  2017  at  2:56  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Lisa  -  Maybe  I  misunderstood  but  I  thought  that  we  need  to  do  a  separate  contract  from  BlueMoon  directly  to 
lAF.  Who  will  be  holding  our  contract  ?  <Donna> 

bluemoon  engineering 

Donna  H.  Delo,  P.E.,  LEED  AP 
Principal 

703.533.1122  Ext.  101  (office) 

703.980.4962  (cell) 
ddelo@bluemoonmep.com 
[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Nov  22,  2017  at  3:03  PM 

To:  Lisa  Layman  <Lisa@eighthday.com>,  Janet  Stein  <jstein@quad1.com> 

Co:  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Just  want  to  confirm  the  following- 

*  Clarify  the  cost  breakdown  shift  from  EDD  to  BM 

*  Do  we  need  the  number  of  hours  for  a  Sr.  PM  as  we  have  a  PM  through  our  construction  contract? 

*  For  15  hours,  does  that  cover  the  coordination  with  our  contractor?  Is  the  PM  going  to  be  onsite  for  all  pre 
and  post  work  being  done  by  BM? 

*  The  Arch  Principal  is  that  person  with  EDD  or  BM? 

*  Is  the  air  balance  work  being  done  by  BM?  Will  someone  be  on  site  to  confirm  the  pre  and  post  work  is  done 
to  code?  If  not,  who  will  confirm  that  it  is  done  up  to  code?  Is  this  already  included  in  the  proposal  and  cost 
provided? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Wed,  Nov  22,  2017  at  3:03  PM 

To:  Donna  Delo  <ddelo@bluemoonmep.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

IAF-18-0224-A-000747 


Donna  - 1  have  provided  both  of  our  fees  to  lAF  in  one  proposal.  I  will  bill  Architectural  separately  from  MEP 
in  two  separate  invoices,  but  you  do  not  need  to  do  a  separate  proposal. 


Shayla  -  since  I  am  holding  BlueMoon’s  contract,  can  you  reply  to  all  on  this  email  with  your  questions.  If  we 
need  to  have  a  conference  call  to  loop  Janet  in  as  well  that  is  fine.  Just  let  me  know. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043  From:  Donna  Delo 

[mailto:ddelo@bluemoonmep.com] 
Sent:  Wednesday,  November  22, 
2017  2:57  PM 
To:  Lisa  Layman 
<Lisa@eighthday.com> 
www.edd.biz  Cc:  Shayla  Summerhill 

<ssummerhill@iaf.gov>; 

vredler@bluemoonmep.com 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1  .com>  Wed,  Nov  22,  2017  at  6:01  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lisa  Layman  <Lisa@eighthday.com> 

Co:  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 


I  would  like  to  propose  a  quick  conference  call  on  Monday?  Because  the  budget  and  procurement 
restrictions  that  lAF  is  under,  we  would  need  to  confirm  that  we  meet  their  budget  objectives  in  the 
approach  and  not  go  over  the  threshold  from  a  procurement  perspective.  Can  we  schedule  a  call  to 
review  Shayla's  questions  on  Monday? 


Thanks  very  much  and  happy  Thanksgiving  to  all. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  November  22,  2017  3:03  PM 
To:  Lisa  Layman;  Janet  Stein 
Cc:  Donna  Delo;  vredler@bluemoonmep.com 


IAF-18-0224-A-000748 


Lisa  Layman  <Lisa@eighthday.com>  Mon,  Nov  27,  2017  at  9:26  AM 

To:  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 


Hi  Janet, 

I'm  available  today  for  a  call  anytime.  I  don't  have  the  ability  to  set  up  a  conference  call  in  number.  I  can 
get  us  all  together  but  I  would  need  to  call  each  person  individually  and  connect  us  that  way.  If  you  can 
set  up  a  call  in  number  that  would  be  great.  Just  let  me  know  a  time. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 


Falls  Church,  VA  22043 


703/403-8730  /Mobile 

703/562-3637  /Fax 


www.edd.biz 


From:  Janet  Stein 
[mailto:jstein@quad1  .com] 
Sent:  Wednesday,  November  22, 
2017  6:02  PM 
To:  Shayla  Summerhill 


<ssummerhill@iaf.gov>;  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Donna  Delo  <ddelo@bluemoonmep.com>;  vredler@bluemoonmep.com 
Subject:  RE:  EDD  Revised  Proposal 


[Quoted  text  hidden] 
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IAF-18-0224-A-000749 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Nov  27,  2017  at  11:01  AM 

To:  Lisa  Layman  <Lisa@eighthday.com>,  Lesley  Duncan  <lduncan@iaf.gov> 

Co:  Janet  Stein  <jstein@quad1.com>,  Donna  Delo  <ddelo@bluemoonmep.com>,  vredler@bluemoonmep.com 


Good  morning  all, 

I  am  still  out  of  town  today  but  will  be  back  in  the  office  tomorrow.  I  will  be  happy  to  set  up  a  conference  call 
tomorrow  morning  around  11am  if  that  works  everyone. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Mon,  Nov  27,  2017  at  11:26  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 

Co:  Janet  Stein  <jstein@quad1.com>,  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com" 
<vredler@bluemoonmep.com> 


Hi  Shayla, 


I  actually  already  have  a  meeting  scheduled  for  tomorrow  from  10:00am  until  12:30.  I  could  do  a  call  anytime 
after  12:30  tomorrow.  Thank  you  for  being  able  to  set  up  the  call  in  line. 


LisoLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 


703/403-8730  /Mobile 


703/562-3637  /Fax 


www.edd.biz 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Monday,  November  27,  2017 
11:02  AM 
To:  Lisa  Layman 
<Lisa@eighthday.com>;  Lesley 
Duncan  <lduncan@iaf.gov> 

Cc:  Janet  Stein  <jstein@quad1.com>; 
Donna  Delo 


<ddelo@bluemoonmep.com>;  vredler@bluemoonmep.com 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Tue,  Nov  28,  2017  at  8:50  AM 


Shayia  Summerhiii  <ssummerhill@iaf.gov> 
To:  Lisa  Layman  <Lisa@eighthday.com> 


IAF-18-0224-A-000750 


Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Janet  Stein  <jstein@quad1.com>,  Donna  Delo 
<ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Does  1  pm  today  work  for  everyone? 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  28,  2017  at  8:55  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Lisa, 

Also,  Jonathan  our  contractor  is  back  in  the  office.  Would  you  prefer  to  have  a  conference  call  or  an  onsite 
visit  with  him? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1  .com>  Tue,  Nov  28,  2017  at  9:21  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com" 
<vredler@bluemoonmep.com> 


I  am  in  a  1  p.m.  meeting  and  unfortunately,  Dai  Do  is  out  sick.  Would  2:30  p.m.  work  or  3  p.m.? 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  November  28,  2017  8:50  AM 
To:  Lisa  Layman 

Cc:  Lesley  Duncan;  Janet  Stein;  Donna  Delo;  vredler@bluemoonmep.com 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  28,  2017  at  9:48  AM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Lisa  Layman  <Lisa@eighthday.com>,  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo 
<ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

2:30pm  works  for  me.  Thanks 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Nov  28,  2017  at  9:40  AM 

To:  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com" 
<vredler@bluemoonmep.com> 


2:30  or  3  is  fine  with  me.  I  am  free  all  afternoon  -  anytime  after  12:30.  I  am  headed  into  my  morning 
meetings  soon  so  may  not  be  able  to  reply.  Anything  this  afternoon  will  work  for  me. 

IAF-18-0224-A-000751 


Janet  -  I  will  not  need  to  come  to  the  site  for  the  meeting.  I  think  a  call  in  is  fine  to  review  the  proposal 
and  lAF  Procurement  procedures. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 


Falls  Church,  VA  22043 


703/562-3637  /Fax 


703/403-8730  /Mobile 


www.edd.biz 


From:  Janet  Stein 
[mailto:jstein@quad1  .com] 

Sent:  Tuesday,  November  28,  2017 
9:22  AM 

To:  Shayla  Summerhill 


<ssummerhill@iaf.gov>;  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>;  Donna  Delo  <ddelo@bluemoonmep.com>; 
vredler@bluemoonmep.com 

[Quoted  text  hidden] 
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image002.jpg 

2K 


Lesley  Duncan  <lduncan@iaf.gov> 


Tue,  Nov  28,  2017  at  9:50  AM 


To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

I  have  a  meeting,  but  you  don't  need  me  to  proceed.  Good  luck  (and  welcome  back!). 
Lesley 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


1331  Pennsylvania  Ave.,  NW,  Suite  1200  North,  Washington  DC  20004 
202-688-3047,  lduncan@iaf.gov 


IAF-18-0224-A-000752 


WWW.IAF.GOV 


[Quoted  text  hidden] 

Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  28,  2017  at  9:53  AM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Thanks  Lesley.  Hopefully  we  can  get  everything  resolved  and  move  forward. 

I  was  planning  on  teleworking  today.  Would  you  like  me  to  call  on  for  the  end  of  the  2pm  meeting? 

[Quoted  text  hidden] 

Lesley  Duncan  <lduncan@iaf.gov>  Tue,  Nov  28,  2017  at  9:54  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

No,  I  think  calling  in  will  be  more  complicated  than  anything  -  I'll  fill  you  in  tomorrow. 

L. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 

1331  Pennsylvania  Ave.,  NW,  Suite  1200  North,  Washington  DC  20004 

202-688-3047,  lduncan@iaf.gov 

WWW.IAF.GOV 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  28,  2017  at  10:21  AM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Okay,  great.  Thank  you.  See  you  tomorrow. 

[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1.com>  Tue,  Nov  28,  2017  at  3:11  PM 

To:  Lisa  Layman  <Lisa@eighthday.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Dele  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com" 
<vredler@bluemoonmep.com>,  Gerald  Benjamin  <gbenja@quad1.com> 


Good  afternoon  Team  - 


IAF-18-0224-A-000753 


Based  upon  the  conference  call  today,  here  are  our  notes  as  they  relate  to  lAF  and  building  operations: 

•  Blue  Moon  and  HDD  will  need  to  separate  their  bids  due  to  the  procurement  requirements  for  lAF 

•  Blue  Moon  will  review  the  contractor’s  final  balance  report  at  no  additional  cost.  lAF  and  the  contractor 
will  need  to  coordinate  the  cost  for  the  air  balance  report  to  be  completed  by  a  certified  air  balance  company. 

•  The  building  team  can  recommend  an  air  balance  company  if  required 

•  Sprinkler  work  may  need  to  be  modified.  This  will  be  confirmed  after  the  drawings  are  issued  &  Blue 
Moon  reviews.  If  another  sprinkler  head  is  required,  this  would  be  an  additional  cost. 

If  there  is  any  additional  information  and  support  needed  from  the  building,  please  do  not  hesitate  to  let  us 
know. 

Thank  you. 


From:  Lisa  Layman  [mailto:Lisa@eighthday.com] 

Sent:  Tuesday,  November  28,  2017  9:40  AM 
To:  Janet  Stein;  Shayla  Summerhill 

Cc:  Lesley  Duncan;  Donna  Delo;  vredler@bluemoonmep.com 
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*  Clarify  the  cost  breakdown  shift  from  EDD  to  BM  - 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Nov  28,  2017  at  3:16  PM 

To:  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  Gerald  Benjamin 
<gbenja@quad1.com>,  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssumf^prl^glj^§|.^^Q0754 


Thank  you,  Janet. 


Vivian  -  see  attached  ceiling  plan  markup  from  our  field  survey.  The  new  wall  is  to  be  located  as  shown 
in  green.  See  attached. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 


Falls  Church, 


VA 


22043 


703/403-8730  /Mobile 

703/562-3637  /Fax 


www.edd.biz 


From:  Janet  Stein 
[mailto:jstein@quad1  .com] 

Sent:  Tuesday,  November  28,  2017 
3:12  PM 


To:  Lisa  Layman 

<Lisa@eighthday.com>;  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>;  Donna  Delo  <ddelo@bluemoonmep.com>; 
vredler@bluemoonmep.com;  Gerald  Benjamin  <gbenja@quad1.com> 


[Quoted  text  hidden] 
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ceiling  plan  markup.pdf 

409K 


Vivian  Redler  <vredler@bluemoonmep.com>  Tue,  Nov  28,  2017  at  3:47  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  Gerald  Benjamin 
<gbenja@quad1.com>,  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thanks  Lisa, 

I  think  we  are  good  with  the  sprinkler  staying  with  the  wall  as  you  have  it  listed.  NFPA  13  indicates  that  the 
sprinkler  must  be  a  minimum  (no  less  than)  4"  from  center  of  sprinkler  head  to  wall  and  a  maximum  distance 
of  1/2  the  maximum  spacing  for  that  head  (7.5').  I  had  the  wall  shown  T  closer  to 


being  moved  one  tile  into  the  new  office  space  which  would  cause  the  sprinkler  to  have  to  be  moved.  We  will 
still  have  to  move  the  Speaker,  Strobe  and  the  occupancy  sensor  and  add  the  motion  switch  for  the  office. 


We  will  redirect  our  proposal  to  Shayla  and  await  you  new  cad  file  to  draw  up  our  sketches. 
Viv 

[Quoted  text  hidden] 

bluemoon  engineering 

Vivian  Gray  Redier 
Principai 

5307  Lee  Highway 
Ariington,  VA  22207 
703.533.1122  (office) 

703.980.7531  (ceii) 
vredler@biuemoonmep.com 


Lisa  Layman  <Lisa(geighthday.com>  Tue,  Nov  28,  2017  at  3:56  PM 

To:  Vivian  Redier  <vredler(gbluemoonmep.com> 

Co:  Lesley  Duncan  <lduncan(giaf.gov>,  Donna  Delo  <ddelo(gbluemoonmep.com>,  Gerald  Benjamin 
<gbenja(gquad1.com>,  Janet  Stein  <jstein(gquad1.com>,  Shayla  Summerhill  <ssummerhill(giaf.gov> 

Very  good.  Thanks! 


LisaLayman,  iiDA,LEED®APiD+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 


703/403-8730  /Mobile 


703/562-3637  /Fax 


www.edd.biz 


Falls  Church,  VA  22043 


From:  Vivian  Redier 
[mailto:vredler(gbluemoonmep.com] 
Sent:  Tuesday,  November  28,  2017 
3:47  PM 

To:  Lisa  Layman 
<Lisa(geighthday.com> 

Cc:  Lesley  Duncan 
<lduncan(giaf.gov>;  Donna  Delo 
<ddelo(gbluemoonmep.com>;  Gerald 


Benjamin  <gbenja(gquad1.com>;  Janet  Stein  <jstein(gquad1.com>;  Shayla  Summerhill 
<ssummerhill(giaf.gov> 


[Quoted  text  hidden] 
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Shayia  Summerhiii  <ssummerhill(giaf.gov> 

Draft  To:  Lisa  Layman  <Lisa(geighthday.com>,  Janet  Stein  <jstein(gquad1.com> 


Wed,  Nov  29,  2017  at  10:00  AM 


Just  want  to  confirm  the  following- 


IAF-18-0224-A-000756 


*  Clarify  the  cost  breakdown  shift  from  HDD  to  BM...  Pulled  architectural,  to  stay  under  threshold, 
reimbursable/misc  printing  and  travel,  cost  will  be  broken  between  both  companies 

*  Do  we  need  the  number  of  hours  for  a  Sr.  PM  as  we  have  a  PM  through  our  construction  contract?  Yes, 
design  time  for  BM,  different  fro  contract  PM  (BM,  all  staff  is  considered  Sr  staff) 

*  For  15  hours,  does  that  cover  the  coordination  with  our  contractor?  HDD,  be  available  to  answer 
questions.  Doesnt  include  construction  administration,  site  visit,  submittal  review,  punch  lists  ...  Is  the  PM 
going  to  be  onsite  for  all  pre  and  post  work  being  done  by  BM?  gh 

*  The  Arch  Principal  is  that  person  with  EDD  or  BM?  some  money  will  be  put  back  to  architectural  will  hit 
right  at  3500 

*  Is  the  air  balance  work  being  done  by  BM?  gh  ...  Will  someone  be  on  site  to  confirm  the  pre  and  post  work 
is  done  to  code?  BM  will  review  air  balance  report  done  at  the  end.  once  wall  is  closed  in  and  test  is  done, 
the  tab  report  that  is  submitted  ...  If  not,  who  will  confirm  that  it  is  done  up  to  code?  BM  if  it  has  been  added 
to  GC  work  proposal...  Is  this  already  included  in  the  proposal  and  cost  provided?  no,  will  be 

»  BM  is  not  performing  air  balance  test,  GC  is  responsible  for  performing  the  work  for  the  air  balance. 
BM  will  review  report  at  no  additional  cost.  Tab  report  that  is  completed,  what  is  says  should  be  coming  out, 
what  is  actually  coming  down.  Recommendations  are  provided  to  fix  any  issues  that  are  being  impacted.  GC 
is  responsible  for  completing  any  changes. 

»  Certified  air  balance  companies  that  are  used.  Confirm  with  GC-  can  be  under  Mechanical  engineer 
contractor —  Relocate  diffuser,  move  flex 

»  Sprinkler  head  relocation  possibility  (pending  final  design),  light  relocation  will  need  to  be  shifted 
over  a  grid  to  make  room  for  the  glass  wall,  fire  strobe  light  will  need  to  be  relocated  outside  near  the  column, 
in  the  corridor 

»  Quiet  glass  joint  product  foam,  to  be  used  near  the  window  and  glass  wall  install 

»  Janet-  new  building  standard  blinds  to  match  or  come  close  to  existing. 

»  Current  Air  reading  should  be  independently  verified  by  contractor  air  tech  to  determine  if  numbers 
match  the  engineers.  Are  those  numbers  correct  for  the  room  now,  what  should  they  be?  that  the  current  air 
flow  from  the  engineer  number,  plus  the  wall  actual  numbers  are  reachable 

*  EDD  Markup  will  be  removed  because  BM  will  hold  separate  contract,  will  contract  directly  with  lAF 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Nov  29,  2017  at  10:02  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Vivian  Redler  <vredler@bluemoonmep.com>,  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo 
<ddelo@bluemoonmep.com>,  Gerald  Benjamin  <gbenja@quad1.com>,  Janet  Stein  <jstein@quad1.com> 

Good  morning  Lisa  and  Vivian, 

Both  proposals  have  been  verbally  approved  by  our  COO.  I  will  send  over  the  signed  EDD  proposal  today. 

Once  we  have  received  the  Blue  Moon  proposal  I  will  do  the  same. 

Best, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000757 

Lisa  Layman  <Lisa@eighthday.com>  Wed,  Nov  29,  2017  at  11:07  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Vivian  Redler  <vredler@bluemoonmep.com>,  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo 
<ddelo@bluemoonmep.com>,  Gerald  Benjamin  <gbenja@quad1.com>,  Janet  Stein  <jstein@quad1.com> 


Thank  you.  We  will  get  started  and  have  the  backrounds  ready  to  send  to  Bluemoon  by  Friday  morning. 


LisaLayman,  iida,leed®apid+c 


Principal 


703/712-8313 /Direct 


703/403-8730  /Mobile 


703/562-3637  /Fax 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  November  29, 
2017  10:02  AM 
To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Vivian  Redler 
<vredler@bluemoonmep.com>; 
Lesley  Duncan  <lduncan@iaf.gov>; 
Donna  Delo  <ddelo@bluemoonmep.com>;  Gerald  Benjamin  <gbenja@quad1.com>;  Janet  Stein 
<jstein@quad1  .com> 


www.edd.biz 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


IAF-18-0224-A-000758 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Executive  Suite  Glazing  Project 

2  messages 


James  Farrell  <james.farrell@athenaconstructiongroup.com>  Mon,  Aug  7,  2017  at  5:56  PM 

To:  "ssummerhill@iaf.gov"  <ssummerhill@iaf.gov> 

Co:  Amber  Peebles  <amber@athenaconstructiongroup.com> 


Good  Afternoon  Ms.  Summerhill, 


Thank  you  for  showing  me  the  glass  wall  project  in  your  executive  suite  on  Friday.  I  am  glad  we  got  a  chance 
to  meet  and  review  your  needs. 


I  have  a  few  questions  that  I  would  like  to  ask  to  confirm  the  scope  of  your  project,  and  am  awaiting  some 
clarification  from  the  curtain  wall  distributor  to  finalize  our  list  and  send  them  over  in  one  document. 


In  the  meantime,  I  wanted  you  to  have  my  contact  information  in  case  you  have  any  questions  or  concerns. 


Please  feel  free  to  call  my  cell  below  with  any  other  needs  you  may  have. 


Thanks  again  and  talk  to  you  soon, 

Mac  Farrell 
Estimator 

Athena  Construction  Group,  Inc. 

(O)  703-763-4208 
(M)  301-512-8049 

8(a),  SDVOSB,  WOB,  HUBZone,  SWaM 


Tue,  Aug8,  2017  at  12:28  PM 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  James  Farrell  <james.farrell@athenaconstructiongroup.com> 
Co:  Amber  Peebles  <amber@athenaconstructiongroup.com> 


IAF-18-0224-A-000759 


Good  afternoon  Mac, 


Thank  you  all  for  coming  by.  If  you  need  any  additional  information  please  let  me  know. 

Best, 

Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000760 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Final  Construction  Work-  2/5/18 

9  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  3:15  PM 

To:  Gloria  Miller  <gmille@quad1.com>,  Karen  Smith  <ksmith@quad1.com> 

Co:  Kara  Rogers  <krogers@iaf.gov> 

Good  afternoon, 

We  are  completing  our  glass  wall  installation.  The  work  is  scheduled  to  be  completed  on  Monday,  February 
5th.  I  would  like  to  request  access  to  the  loading  dock/elevator  for  that  day  so  that  the  crew  can  unload  their 
materials. 

As  there  are  plans  to  do  some  drilling  on  the  floor,  do  we  need  to  inform  the  tenants  below  us? 

Thanks, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Gloria  Miller  <gmille@quad1  .com>  Fri,  Jan  26,  2018  at  3:20  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Karen  Smith  <ksmith@quad1.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 


Hello  Shayla,  I  will  ask  Karen  to  reach  out  to  you 
The  standard  20  minutes  is  fine  for  them  to  unload 


There  are  rules  regarding  noise  during  the  day 
Karen  -  please  respond  to  Shayla 

Gloria  Miller 

Senior  Tenant  Services  Coordinator 
Quadrangle  Management  Company 
Main:  202-662-1200  or  202-662-8999 


Fax:  202.662-1212 


IAF-18-0224-A-000761 


E-Mail:  amiller@auad1  .com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  3:15  PM 
To:  Gloria  Miller;  Karen  Smith 
Cc:  Kara  Rogers 

Subject:  Final  Construction  Work-  2/5/18 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  3:39  PM 

To:  Gloria  Miller  <gmille@quad1.com> 

Cc:  Karen  Smith  <ksmith@quad1.com>,  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 

They  will  be  able  to  unload  in  the  20  min  allotted  time  frame.  They  are  drilling  small  wholes  in  the  ground  so  I 
don't  think  it  would  be  loud  but  wanted  to  make  you  all  aware  of  that. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Karen  Smith  <ksmith@quad1  .com>  Fri,  Jan  26,  2018  at  5:42  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Gloria  Miller  <gmille@quad1.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 


Greetings  Shayla, 


Please  be  advised  that  the  drilling  cannot  be  conducted  during  the  day.  Any  activity  that  would  create  a 
disruption  to  the  tenants  of  the  building  would  need  to  be  performed  after  hour  (after  6:30  pm). 


Let  me  know  if  you  have  any  other  questions  or  concerns. 


Sincerely, 

Karen  Smith 

Assistant  Property  Manager 
QDC  Property  Management,  Inc. 

Desk:  202-662-1206 
Cell:  202-631-0134 
Email:Ksmith@quad1  .com 

IAF-18-0224-A-000762 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  3:15  PM 
To:  Gloria  Miller;  Karen  Smith 
Cc:  Kara  Rogers 

Subject:  Final  Construction  Work-  2/5/18 


Good  afternoon, 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  5:45  PM 

To:  Karen  Smith  <ksmith@quad1.com> 

Cc:  Gloria  Miller  <gmille@quad1.com>,  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 

Okay,  good  to  know.  I  checked  with  them  and  it  shouldn't. 

Thanks 

[Quoted  text  hidden] 


Karen  Smith  <ksmith@quad1  .com>  Fri,  Jan  26,  2018  at  5:49  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Gloria  Miller  <gmille@quad1.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 


Greetings  Shayla, 


I  would  like  to  follow-up  with  you  on  Monday  regarding  this  request.  Will  you  be  available  at  10:30  am  ? 


Sincerely, 

Karen  Smith 

Assistant  Property  Manager 
QDC  Property  Management,  Inc. 
Desk:  202-662-1206 
Cell:  202-631-0134 
Email;Ksmith@quad1  .com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  3:15  PM 
To:  Gloria  Miller;  Karen  Smith 
Cc:  Kara  Rogers 

Subject:  Final  Construction  Work-  2/5/18 


IAF-18-0224-A-000763 


Good  afternoon, 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  5:53  PM 

To:  Karen  Smith  <ksmith@quad1.com> 

Co:  Gloria  Miller  <gmille@quad1.com>,  Kara  Rogers  <krogers@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 

Hi  Karen, 

I'm  traveling  next  week  and  won't  be  available.  You  can  give  me  a  call  now  if  you  are  free  or  can  email  me. 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Karen  Smith  <ksmith@quad1.com> 


I  can  be  reached  on  my  personal  cell  at 

[Quoted  text  hidden] 


Fri,  Jan  26,  2018  at  5:54  PM 


Karen  Smith  <ksmith@quad1.com>  Fri,  Jan  26,  2018  at  6:13  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Ok  will  do  -  Be  safe  and  enjoy  III 


Sincerely, 

Karen  Smith 

Assistant  Property  Manager 
QDC  Property  Management,  Inc. 
Desk:  202-662-1206 
Cell:  202-631-0134 
Email;Ksmith@quad1  .com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  5:55  PM 
To:  Karen  Smith 

Subject:  RE:  Final  Construction  Work-  2/5/18 

[Quoted  text  hidden] 


IAF-18-0224-A-000764 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Furniture  Assembly  Quote 

7  messages 


American  Direct  Logistics  <orders@americandirectlogistics.com>  Tue,  Mar  6,  2018  at  12:37  PM 

To:  "ssummerhill@iaf.gov"  <ssummerhill@iaf.gov> 


Hello, 


Thank  you  for  contacting  us  to  inquire  about  assembly  service  in  your  area. 

Please  read  through  the  following  information  and  then  respond  bock  to  confirm 
that  you  hove  read  and  understand  the  policies  listed  below.  Feel  free  to 
contact  our  office  if  you  hove  any  questions  or  to  set  up  your  order:  800-988-3554 
(M-F,  9am-5pm  ET). 


Assembly: 

The  charge  for  assembly  of  your  furniture  is  quoted  to  you  based  on  the  unit  type, 
size,  weight,  movement  needed  and  complexity  of  the  assembly.  The  quote  for 
assembly  for  your  furniture  is  os  follows:  $1 79  Total 


*Piease  note  that  our  technicians  do  not  mount  any  items  to  the  fioor,  waii  or  ceiiing.  If  your  item 
requires  this,  we  wiii  oniy  be  abie  to  assembie  it  but  not  mount  it.  Feei  free  to  contact  us  if  you  have 
questions  or  need  further  ciarification** 


Customer  Nome,  Phone  Number,  Zip  Code:  Shoylo,  202-688-3050,  20004 


Model/SKU:  Conference  Table ' 

https://www.nationalbusinessfurniture.com/72-Rect-Table-w-Shelf-Data-41649.aspx 


Customer  referred  by: 


IAF-18-0224-A-000765 


If  the  technician  needs  to  schedule  a  return  visit  to  complete  the  assembly 
because  ports  were  found  to  be  missing  or  damaged  on  our  first  visit,  there  is  on 
$94.00  trip  fee  for  our  assembler  to  come  back  out  to  you  to  complete  the 
assembly.  Unfortunately,  we  hove  no  control  over  ports  arriving  damaged  or 
missing  from  the  box  when  we  arrive  to  assemble  the  unit  and  we  hove  to 
compensate  our  technicians  to  travel  out  to  you  again  to  complete  the  job.  This 
does  not  occur  often  but  because  it  has  happened,  we  hove  to  moke  you 
aware  of  it. 


We  charge  the  assembly  fee  up  front  to  o  major  credit  card,  either  Visa, 
MasterCard,  Discover  Card  or  American  Express  and  then  we  will  email  you  o 
receipt  and  dispatch  your  order  to  technician  who  will  contact  you  within  24 
hours  to  schedule  an  appointment. 


Also,  please  note  that  there  is  a  $45.00  trip  charge  applicable  for  missed 
appointments.  If  either  our  office  or  our  technician  confirms  an  appointment  for 
assembly  and  no  one  is  home  upon  arrival,  we  will  apply  a  $45.00  trip  charge  to 
the  order  to  cover  the  cost  of  the  missed  appointment.  Upon  arrival,  if  there  is  no 
answer  at  your  door,  the  technician  will  attempt  to  contact  you  by  phone  and 
will  notify  our  office  to  contact  you  by  phone  os  well.  If  after  15  minutes,  there  is 
still  no  one  at  home,  the  technician  will  leave. 


Please  note  that  someone  over  the  age  of  1 8  must  be  at  home  during  the 
assembly.  Someone  should  also  be  available  to  try  the  unit  out  after  assembly  to 
ensure  that  everything  has  been  assembled  to  your  satisfaction. 


Finally,  please  note  that  there  is  o  6%  processing  fee  applicable  to  the  order  if 
you  decide  to  cancel  the  order  with  us.  Once  you  set  up  on  order  with  us,  if  you 
need  to  postpone  scheduling,  the  order  con  be  placed  on  Hold  in  our  system 
until  you  ore  ready  to  schedule  on  appointment  with  us.  If  we  foil  to  complete 
the  service  or  ore  unable  to  schedule  on  appointment  for  any  reason,  the  6%  fee 
will  not  be  applied  and  you  will  receive  a  full  refund. 


There  is  o  30-day  warranty  on  the  assembly  service.  If  you  ore  not  satisfied  with 
the  assembly  of  your  furniture  and  feel  that  something  was  cis^^^_[g^4j^_^(^i^^ctly, 
we  will  dispatch  our  technician  or  an  alternate  technician  out  to  you  again  to 


correct  any  issues  occurring  with  the  assembly  within  30  days  trom  the  date  your 
product  was  assembled. 


Please  reply  to  this  email  to  contirm  that  you  have  read  and  accept  the  polices 
tor  scheduling  assembly  service.  You  can  copy  and  paste  the  statement  below 
and  print  your  name  underneath  in  your  reply. 


•  I  have  read  and  accept  the  terms  ot  assembly  service  as  listed  in  the 
Assembly  Pricing  and  Scheduling  Policies  email. 

Thank  you! 

American  Direct  Logistics 
800-988-3554 

orders@americandirectlogistics.com 

www.americandirectlogistics.com 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Mar  6,  2018  at  3:35  PM 

To:  American  Direct  Logistics  <orders@americandirectlogistics.com> 

•  I  have  read  and  accept  the  terms  ot  assembly  service  as  listed  in  the 
Assembly  Pricing  and  Scheduling  Policies  email. 

Shayla  Summerhill 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


American  Direct  Logistics  <orders@americandirectlogistics.com> 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Tue,  Mar  6,  2018  at  3:47  PM 
IAF-18-0224-A-000767 


Great,  thank  you!  We  will  need  to  take  your  credit  card  information  over  the  phone  to  process  your  payment. 
We  will  then  dispatch  your  order  to  a  local  assembly  technician  who  will  contact  you  within  24  hours  to 
schedule  an  appointment.  The  technician  will  try  to  schedule  whatever  date  and  timeframe  works  best  for 
both  of  you.  They  do  offer  evening  and  weekend  appointments  so  they  can  usually  work  around  your 
schedule.  Our  technicians  can  usually  come  out  within  2-4  days  of  contacting  you. 


If  you  don’t  have  your  furniture  yet,  but  you  know  when  it  will  be  delivered,  then  you  can  schedule  with  our 
technician  around  the  delivery  date.  If  you  don’t  have  a  delivery  date  yet,  the  technician  will  leave  his  number 
with  you  so  that  you  can  contact  him  as  soon  as  you  do  have  a  delivery  date  scheduled.  Or,  you  can  just  call 
us  whenever  you  get  a  delivery  date,  or  after  you  receive  your  item,  if  you  prefer.  It’s  up  to  you!  Please  note: 
the  sooner  you  process  your  order,  the  more  notice  our  technicians  will  have  to  schedule  a  date  and 
timeframe  near  your  delivery  date,  that  works  for  you. 


If  you  want  to  hold  off,  just  give  us  a  call  @  800-988-3554  when  you  are  ready  to  process.  If  you  want  to  set  it 
up  now,  you  can  just  call  our  office  @  800-988-3554  -  9am  -  5pm  ET.  Anyone  in  the  office  can  help  you  to 

process  your  order. 


Thank  you, 

American  Direct  Logistics 
800-988-3554 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Tuesday,  March  6,  2018  3:35  PM 

To:  American  Direct  Logistics  <orders@americandirectlogistics.com> 
Subject:  Re:  Furniture  Assembly  Quote 


•  I  have  read  and  accept  the  terms  at  assembly  service  as  listed  in  the 
Assembly  Pricing  and  Scheduling  Pciicies  email. 


Shayla  Summerhill 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD127.jpg 
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IAF-18-0224-A-000768 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  American  Direct  Logistics  <orders@americandirectlogistics.com> 


Thu,  Mar  8,  2018  at  9:05  AM 


We  have  scheduled  the  set  up  time  for  Friday,  March  9th  between  8-1 0am.  Please  inform  the  crew  to  contact 
one  of  the  following  individuals  tomorrow  for  access  into  the  office  space: 

Karen  Vargas-  202.524.8869 

Kara  Rogers-  202.683.7182 

Thank  you, 

Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


American  Direct  Logistics  <orders@americandirectlogistics.com>  Thu,  Mar  8,  2018  at  11:08  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Shayla, 


OK,  I  will  let  my  team  know,  thank  you! 

Thank  you, 

Christine  Dennigan 
Operations  Manager 
American  Direct  Logistics 
800-988-3554 

christine@americandirectlogistics.com 

www.americandirectlogistics.com 


American 

DIRECT  LOGISTICS 


IAF-18-0224-A-000769 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Thursday,  March  8,  2018  9:05  AM 

[Quoted  text  hidden] 


[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Mar  8,  2018  at  11:10  AM 

To:  American  Direct  Logistics  <orders@americandirectlogistics.com> 

Thank  you-  they  can  try  my  extension  first.  But  If  they  do  not  reach  me  those  would  be  the  numbers  to  try 
next. 

-Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


American  Direct  Logistics  <orders@americandirectlogistics.com>  Thu,  Mar  8,  2018  at  11:11  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


OK  thanks! 


Thank  you, 

Christine  Dennigan 
Operations  Manager 
American  Direct  Logistics 
800-988-3554 

christine@americandirectlogistics.com 

www.americandirectlogistics.com 


American 

DIRECT  LOGISTICS 

■  «r'CC«*Li*TV 


IAF-18-0224-A-000770 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


FW:  Any  Issues  Within  lAF  that  we  need  to  review 


3  messages 


Janet  Stein  <jstein@quad1.com> 


Tue,  Nov  14,  2017  at  12:15  PM 


To:  "Shayla  Summerhill  (ssummerhill@iaf.gov)"  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 


Good  morning  - 


I  wanted  to  ensure  that  you  had  an  opportunity  to  see  this  response  prior  to  our  meeting  tomorrow.  Many 
thanks. 


From:  Vivian  Redler  [mailto:vredler@bluemoonmep.com] 
Sent:  Tuesday,  November  14,  2017  12:06  PM 
To:  Lisa  Layman 
Cc:  Janet  Stein;  Donna  Delo 

Subject:  Re:  Any  Issues  Within  lAF  that  we  need  to  review 


We  need  to  show  the  relocated  FA  devices,  add  switching  as  required  by  code,  relocate  two  of  the  lights  and 
balance  the  air.  If  you  can  send  me  the  cad  files  I  will  create  a  sketch  and  show  the  work  to  be  done. 


On  Tue,  Nov  14,  2017  at  10:41  AM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 


Janet, 


Was  the  proposal  for  EDD’s  services  approved?  My  understanding  was  that  you  just  needed  Blue  Moon  to 
go  to  the  site.  I  have  not  done  anything  for  this  project  yet.  Please  advise  what  services  are  approved. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


IAF-18-0224-A-000771 


703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Vivian  Redler 

703/403-8730  /Mobile 

[mailto:vredler@bluemoonmep.com] 
Sent:  Monday,  November  13,  2017 
11:21  AM 

703/562-3637  /Fax 

www.edd.biz 

To:  Janet  Stein  <jstein@quad1.com>; 
Lisa  Layman  <Lisa@eighthday.com> 

Subject:  Re:  Any  Issues  Within  lAF 

that  we  need  to  review 

All  looks  good.  Just  need  the  files  from  Lisa  and  we  can  issue  the  sketches 

bluemoon  ENGINEERING 
Vivian  Gray  Redler 

Principal 

5307  Lee  Highway 
Arlington,  VA  22207 
703.533.1122  (office) 

703.980.7531  (cell) 
vredler@bluemoonmep.com 

On  Nov  13,  2017,  at  11:10  AM,  Janet  Stein  <jstein@quad1.com>  wrote: 

Hi  Viv  - 


Hoping  all  is  well.  Just  wanted  to  follow  up  on  the  walk  through  of  lAF.  As  I  understand  it,  you 
did  not  identify  any  issues/concerns.  Thanks  so  much. 

Janet  Stein 

Assistant  Vice  President 
Quadrangle  Management  Company 
Direct  Dial:  202.662.1205 
Main:  202.662.1200 
Fax:  202.662.1212 
E-Mail:  jstein@quad1  .com 
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bluemoon  engineering 

Vivian  Gray  Redier 

Principal 

5307  Lee  Highway 
Ariington,  VA  22207 

703.533.1122  (office) 

703.980.7531  (ceii) 
vredler@biuemoonmep.com 


Lesley  Duncan  <lduncan@iaf.gov>  Tue,  Nov  14,  2017  at  2:39  PM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  "Shayla  Summerhill  (ssummerhill@iaf.gov)"  <ssummerhill@iaf.gov> 

Thank  you;  I  believe  we  are  still  waiting  for  a  written  summary  of  the  following,  from 

Quadrangle  (thru  BlueMoon?): 

1.  required  next  steps  to  proceed  with  our  project,  including  list  of  documents/drawings, 
etc.  Once  we  have  that,  we  can  assign  to  our  contractor  to  complete. 

2.  If  Quadrangle  is  requiring  a  specific  vendor  to  do  any  part  of  #1,  I'd  like  to  see  that  in 
writing,  and  understand  why 

3.  In  that  case,  I  will  work  with  your  specified  vendor  for  a  quotation  and  timeframe  to  do 
that  work. 

At  this  point,  lAF  has  not  approved  any  work/services  by  EDO  or  BlueMoon,  nor  do  we  have  a 

mechanism  in  place  to  pay  for  it.  We  can  discuss  further  at  tomorrow's  meeting.  Lesley 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1  .com>  Tue,  Nov  14,  2017  at  6:04  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov>,  Steve  Foote  <sfoote@quad1.com> 

Cc:  "Shayla  Summerhill  (ssummerhill@iaf.gov)"  <ssummerhill@iaf.gov>,  "Wendolyn  Smith  -  WPM1C 
(wendolyn.smith@gsa.gov)"  <wendolyn.smith@gsa.gov> 


Fli  Lesley - 


IAF-18-0224-A-000773 


The  best  and  most  helpful  way  I  can  respond  to  this  is  via  a  communication  directly  tomorrow.  I  have 
spoken  with  Steve  Foote  in  great  detail  and  look  forward  to  discussing  this  with  you. 


Steve  has  indicated  that  this  modification  should  be  professional  drawn  by  a  licensed  architect.  Due  to 
the  time  constraints  and  knowledge  of  the  project,  the  party  most  familiar  with  your  premises  is  Eighth 
Day  Design.  Similarly,  as  Blue  Moon  is  the  mechanical  design  firm  that  worked  on  your  space,  the  most 
economical  approach  would  be  to  tap  into  the  knowledge  of  those  very  familiar  with  the  design  and 
layout  of  your  premises,  who  can  easily  document  the  modification.  Because  of  the  egress  and  life  safety 
modifications  that  must  be  implemented  per  code,  this  is  an  important  requirement.  Should  you  wish  to 
explore  a  different  design  and  or  mechanical  firm,  we  certainly  understand.  However,  the  increased  cost 
and  learning  curve  for  base  building  systems  may  result  in  an  increase  in  time  and  cost.  Please  be  assured 
that  we  do  understand  that  you  have  not  released  any  party  to  perform  any  aspect  of  the  work. 


I  look  forward  to  discussing  this  with  you  in  greater  detail  tomorrow. 


From:  Lesley  Duncan  [mailto:lduncan@iaf.gov] 

Sent:  Tuesday,  November  14,  2017  2:39  PM 
To:  Janet  Stein 

Cc:  Shayla  Summerhill  (ssummerhill@iaf.gov) 

Subject:  Re:  FW:  Any  Issues  Within  lAF  that  we  need  to  review 


[Quoted  text  hidden] 


IAF-18-0224-A-000774 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


FW:  COI  for  lAF  Glass  Door 

1  message 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Oct  4,  2017  at  9:21  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Please  see  attached. 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Wednesday,  October  4,  2017  9:14  AM 
To:  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov> 
Cc:  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 
Subject:  RE:  COI  for  lAF  Glass  Door 


Good  morning  Sara, 


Please  see  the  attached  COI  and  review  that  attached  endorsement.  If  you  have  any  questions  please  call 
me  or  send  me  an  email. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
origin  =  http://www.ccg-wdc.com 
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From:  Sara  R.  Bonnette  [mailto:Sara.Bonnette@fiscal.treasury.gov] 
Sent:  Tuesday,  October  03,  2017  9:25  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  COI  for  lAF  Glass  Door 


Jonathan, 


I  am  working  on  contract  documents.  In  order  to  get  everything  finalized  beforehand,  building  management 
needs  a  copy  of  your  COI  in  their  format. 


Will  you  please  submit  that  to  me  at  your  earliest  convenience? 


Thanks! 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


National-Place-Lease  Capital-Construction  17-18-Master  10-3-2017  1145081983.pdf 

^  1942K 
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Shayla  Summerhill  <ssummerhill@iaf.gov> 


FW:  Questions  and  Clarification  on  Solicitation 

12  messages 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Sep  27,  2017  at  1:10  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Shayla, 


Here  are  Jonathan’s  responses. 


Please  let  me  know  if  you  have  any  further  questions. 


Sara 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Wednesday,  September  27,  2017  12:51  PM 

To:  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  rherndon@ccg-wdc.com 

Subject:  RE:  Questions  and  Clarification  on  Solicitation 


Good  afternoon  Sara, 


Please  see  my  response  below  in  red: 


1 .  As  part  of  your  submitted  quote,  you  will  be  removing  the  current  wooden  door  and  debris? 

•  Line  Item  08210  (Fix  existing  sliding  door):  We  plan  on  using  the  existing  materials  to  fix  the  door.  We 
won’t  know  the  conditions  until  we  remove  the  drywall. 

•  Debris  will  be  remove  in  construction  plastic  bags  every  day. 


2.  As  part  of  your  submitted  quote,  you  are  providing  plastic  sheet  covers  to  cover  floor  and  office  items? 

•  Yes,  we  have  included  plastic  sheet  carpet  cover  and  extra  plastic  to  over  the  items  around  our  work 
space. 


IAF-18-0224-A-000777 


3.  Will  you  have  any  issues  meeting  the  requirements  of  the  COI  that  is  required  by  the  building  owner,  or 
the  insurance  required  for  this  job? 

•  CCG  will  not  have  any  issues  meeting  the  COI  requirements. 


4.  Is  the  specialty  construction  cost  ($1061)  the  stenciling,  or  is  this  detailed  somewhere  else  in  your 
quote? 

•  Stenciling  line  item  10430. 


5.  What  type  of  contingency  plans  would  be  needed  for  pocket  door,  HVAC/plumbing,  and  electrical? 

•  Pocket  Door:  Contingency  plan  will  cover  new  pocket  door.  If  we  need  to  replace  the  entire  door  and 
hardware.  We  will  need  the  manufacture  of  the  existing  door. 

•  HVAC/Plumbing:  Sprinkle  contingency  plan  will  cover  any  cost  that  exceed  our  allowance  budget  listed 
on  line  item  15300. 


6.  Looking  at  the  quote,  it  seems  that  no  sprinkler  work  is  being  done  and  the  only  items  possibly  being 
moved  are  the  lights  and  fire  strobe;  is  this  correct? 

•  Line  item  15300  is  an  allowance  in  case  we  need  to  add  an  extra  sprinkle  head  and  reposition  the 
existing  sprinkle  head. 


7.  In  your  submitted  quote,  there  is  a  line  item  -  Fire  protection  cost  -  listed  at  $1836.  Is  this  just  to  move 
the  strobe  light? 

•  Question  7  will  be  the  same  response  as  question  6. 

•  The  strobe  light  allowance  is  on  line  item  13850. 


8.  What  exactly  is  the  specialties  cost  listed  at  $1224?  Is  this  the  cost  for  the  conference  room  stencil 
work? 

•  Yes,  stencil  work  on  the  new  glass  wall. 


If  you  have  any  further  questions  please  call  or  email  me. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  prontCse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 


IAF-18-0224-A-000778 


Washington,  DC  20017-4008 
Office:  202.526.3420 

Ceii:  202.407.3692 

Fax:  202.526.3421 

https://hyperiini<. services. treasury.gov/? 
origin  =  http://www.ccg-wcic.com 


From:  Sara  R.  Bonnette  [maiito:Sara. Bonnette@fiscai.treasury.gov] 
Sent:  Wednesday,  September  27,  2017  6:43  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Questions  and  Ciarification  on  Soiicitation 


Jonathan, 


Good  morning.  Thank  you  for  your  quote  submission  for  our  iAF  requirement. 


When  reviewing,  we  had  a  few  questions  for  ciarification  purposes.  Piease  get  the  answers  back  to  us  at  your 
eariiest  convenience. 


1 .  As  part  of  your  submitted  quote,  you  wiii  be  removing  the  current  wooden  door  and  debris? 

2.  As  part  of  your  submitted  quote,  you  are  providing  piastic  sheet  covers  to  cover  floor  and  office  items? 

3.  Wiii  you  have  any  issues  meeting  the  requirements  of  the  COi  that  is  required  by  the  buiiding  owner,  or 
the  insurance  required  for  this  job? 

4.  is  the  speciaity  construction  cost  ($1061)  the  stenciiing,  or  is  this  detaiied  somewhere  eise  in  your 
quote? 

5.  What  type  of  contingency  pians  wouid  be  needed  for  pocket  door,  HVAC/piumbing,  and  eiectricai? 

6.  Looking  at  the  quote,  it  seems  that  no  sprinkier  work  is  being  done  and  the  oniy  items  possibiy  being 
moved  are  the  iights  and  fire  strobe;  is  this  correct? 

7.  in  your  submitted  quote,  there  is  a  iine  item  -  Fire  protection  cost  -  iisted  at  $1836.  is  this  just  to  move 
the  strobe  iight? 

8.  What  exactiy  is  the  speciaities  cost  iisted  at  $1224?  is  this  the  cost  for  the  conference  room  stencii 
work? 


Thank  you! 

Sara  R.  Bonnette 


iAF-18-0224-A-000779 


Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  27,  2017  at  1:29  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Co:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Thanks- 1  will  discuss  this  with  our  COO. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  27,  2017  at  1:36  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Sara-  the  last  question  was  for  you.  Wanted  to  confirm  that  the  project  was  listed  on  FBO  and  this  was  the 
only  proposal  received. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Sep  27,  2017  at  1:38  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Shayla, 


Sorry,  yes!  It  was  posted  on  FBO  and  this  was  the  only  proposal  received.  We  called  all  the  vendors  we 
identified  multiple  times,  sent  the  solicitation  to  them  directly  and  even  reminded  them  about  the  site 
visit  and  deadline. 


Sara 


IAF-18-0224-A-000780 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  September  27,  2017  1:37  PM 

To:  Sara  R.  Bonnette  <Sara.Bonnette@fiscal.treasury.gov> 

Cc:  Brandon  D.  Burnworth  <Brandon.Burnworth@fiscal.treasury.gov> 
Subject:  Re:  FW:  Questions  and  Clarification  on  Solicitation 

[Quoted  text  hidden] 


[Quoted  text  hidden] 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD000.jpg 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Sep  27,  2017  at  1:43  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Okay,  so  placing  it  on  FBO  notified  the  previous  vendors  as  well  as  any  new  vendors  that  might  be 
interested? 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000781 


©1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Sep  27,  2017  at  2:07  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Shayla, 


FBO  is  an  open  market  place.  So,  anyone  could  access  the  posting,  new  or  old.  However,  through  some 
additional  market  research,  I  had  identified  some  contractors,  as  well  as  those  that  we  used  in  market 
research  as  direct  recipients  of  the  solicitation.  So,  anyone  had  access  via  FBO. 


Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  September  27,  2017  1:44  PM 


[Quoted  text  hidden] 
[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Sep  29,  2017  at  12:02  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Co:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Sara, 

My  COO  has  approved  the  proposal  so  we  are  good  to  go  with  this  company. 

Also,  they  will  need  to  update  their  proposal  form  #7  to  include  the  stencil  design  work  that  will  be  done.  Right 
now  it  states  that  the  proposal  does  not  include  any  design  work. 


Thanks, 

Shayla 

[Quoted  text  hidden] 
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©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Mon,  Oct  2,  2017  at  11:03  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Shayla, 


I  touched  base  with  Jonathan  this  morning.  The  line  #7  refers  to  design  in  terms  of  floor  plans/blue  prints 
-  NOT  the  stenciling.  #10  has  the  information  included  about  stenciling. 


We  are  moving  forward  toward  award  on  this  one.  When  speaking  with  Jonathan,  he  thinks  that  CCG  will 
be  able  to  come  in  and  start  the  project  in  about  2  weeks,  and  that  the  process  should  take  about  5  weeks 
total,  due  to  glass  delivery/stenciling.  He  believes  that  the  framing  will  take  about  1  week  total  and  then 
the  waiting  game  will  begin  based  on  their  installation. 


Let  me  know  if  you  have  any  questions, 
Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  September  29,  2017  12:03  PM 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Oct  2,  2017  at  11:21  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Sara, 

Thanks  for  clarifying.  It  is  preferred  that  they  go  ahead  and  order  everything  before  the  work  is  to  start  in  order 
to  minimize  this  time.  The  CEO  will  not  be  able  to  be  out  of  her  space  for  that  amount  of  time. 

Once  a  definite  start  date  is  identified  please  let  me  know  so  that  I  can  relay  this  to  the  CEO  and  we  can  work 
as  much  as  possible  around  her  schedule. 


Best, 

Shayla 

[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Oct  2,  2017  at  12:09  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 

Sara, 

We  will  also  need  their  completed  copy  of  the  COI  form  filled  out  exactly  as  listed  on  the  sample  that  was 
provided  along  with  their  proposal.  This  will  be  submitted  to  our  management  office  for  approval.  Once  it  is 
approved  by  their  office  we  can  schedule  a  date  with  the  office  for  the  company  to  come  on  tot  the  property  to 
deliver  supplies,  etc. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Mon,  Oct  2,  2017  at  1:45  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Shayla, 


Do  you  need  this  COI  as  a  part  of  the  proposal?  Because  we  never  stated  that.  Or,  is  this  due  by  closing? 


Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  October  2,  2017  12:10  PM 


[Quoted  text  hidden] 
[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Oct  3,  2017  at  9:22  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  "Brandon  D.  Burnworth"  <Brandon. Burnworth@fiscal.treasury.gov> 


Sara, 

This  is  due  as  soon  as  possible  now  that  we  have  agreed  on  the  proposal.  I  have 
management  office  before  they  will  approve  a  start  date. 


-Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000785 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Fwd:  National  Business  Furniture  Quote  #  QM432280 

1  message 


Kara  Rogers  <krogers@iaf.gov>  Tue,  Mar  6,  2018  at  12:26  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

FYI 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


- Forwarded  message - 

From:  Karen  Vargas  <kvargas@iaf.gov> 

Date:  Thu,  Feb  1,  2018  at  12:31  PM 

Subject:  Fwd:  National  Business  Furniture  Quote  #  QM432280 
To:  Kara  Rogers  <krogers@iaf.gov> 


Over  to  you. 

- Forwarded  message - 

From:  CAMK@nbf.com  <CAMK@nbf.com> 

Date:  Thu,  Feb  1,  2018  at  12:31  PM 

Subject:  National  Business  Furniture  Quote  #  QM432280 

To:  KVARGAS@iaf.gov 


Thank  you  for  your  interest  in  our  products.  I  am  following  up  on  the  recent  quotation 
I  sent  you.  We  realize  this  is  an  important  purchase  for  you  so  we  want  to  be  there  for 
you  every  step  of  the  way.  Did  the  quote  address  all  your  needs? 

What  else  can  we  do  to  help  you  move  forward  and  place  the  order? 

I  can  be  reached  directly  at  (800)  558-1010  ext.  x3588. 

Why  buy  from  National  Business  Furniture,  LLC? 

1 .  Amazing  selection  -  Qver  44,000  items! 

2.  Free  Lifetime  Guarantee 

3.  Fast  shipping  -  Most  items  are  in-stock  and  arrive  in  1-2  weeks. 

Select  items  ship  same  day.  Call  for  details! 

4.  If  you  receive  a  better  quote  on  identical  or  similar  items,  call  us! 


Thank  you. 

Cam  Kulick 

National  Business  Furniture 
770  South  70th  Street 

Milwaukee,  Wl  53214  IAF-18-0224-A-000786 


Phone:  (800)  558-1010  x3588 

Fax:  (800)  329-9349 

Email:  CAMK@nbf.com 

Toll  Free  Sales:  (800)  558-1010 

Toll  Free  Customer  Service:  (800)  626-6060 

www.nationalbusinessfurniture.com 


This  e-mail  and  any  files  transmitted  with  it  are  confidential  and  intended  solely  for  the  use  of  the  individual  or 
company  to  whom  they  are  addressed.  If  you  have  received  this  e-mail  in  error,  please  notify  the  sender 
immediately  and  delete  this  e-mail  including  all  attachments  from  your  system.  Thank  you. 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 
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IAF-18-0224-A-000787 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Fwd:  Standing  Desk  option  /  Ergo  Assessment 

5  messages 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jun  7,  2017  at  10:19  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov> 

Good  morning,  Shayla. 

I  forwarded  the  picture  to  Paloma  of  the  standing  desk  I  found,  and  she  asks  that  we  make  the  purchase  (see 
communication  below).  Shayla,  I  just  want  to  put  this  on  your  radar.  Let  me  know  if  there  is  a  need  for  a 
formal  purchase  request  to  move  forward  or  if  operations  just  take  it  from  here? 

Best, 

Karen 


- Forwarded  message - 

From:  Paloma  Adams-Allen  <padamsallen@iaf.gov> 
Date:  Tue,  Jun  6,  2017  at  6:45  PM 
Subject:  Re:  Standing  Desk  option  /  Ergo  Assessment 
To:  Karen  Vargas  <kvargas@iaf.gov> 


This  looks  perfect!  Let's  do  it  pis.  Grs,  P 


Paloma  Adams-Allen 

President  and  CEO 
Inter-American  Foundation 
202.524.8869  www.iaf.gov 
Helping  communities  thrive 


On  Jun  6,  2017,  at  9:42  AM,  Karen  Vargas  <kvargas@iaf.gov>  wrote: 


Hi  Paloma, 


Some  time  ago,  the  lAF  commissioned  an  ergonomics  specialist! _ 

I  got  a  copy  of  his  assessment  from  Shayla  at 
the  beginning  of  May,  and  as  I  was  reviewing  it  now,  I  believe  I  found  a  good  standing  desk 
option  for  you,  http://www.ergotron.com/en-us/products/product-details/33-349#/?color=black. 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


IAF-18-0224-A-000788 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jun  7,  2017  at  10:38  AM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Interesting,  thanks  Karen.  I  believe  this  was  one  of  the  options  I  previously  showed  her.  Were  we  able  to  get 
any  information  from  the  previous  agency  regarding  the  desk  she  had  there? 

I  will  go  ahead  and  request  an  estimate  from  the  company. 

-Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  Jun  7,  2017  at  10:59  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Paloma  inquired  and  the  only  info  she  had  was  the  name  of  the  company  -  which  I  believe  is  Ergotron.  Totally 
can  wait  and  discuss  /  confirm  with  her  in  person  on  Friday. 

Karen 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Tue,  Jun  13,  2017  at  4:46  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Alien  <padamsallen@iaf.gov> 

Hi  Shayla, 

I  went  over  the  Ergotron  WorkFit-S,  Dual  Monitor  with  Worksurface+  (black)  product  information  with  Paloma 
and  she  would  like  to  move  forward  with  the  order.  For  your  reference,  I'm  including  again  the  link  to  the 
product:  http://www.ergotron.com/en-us/products/product-details/33-349#/?color=black. 

Please  let  me  know  if  you  have  any  questions  and  if  you  require  anything  further  from  our  office. 

Best, 

karen 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jun  14,  2017  at  4:33  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Alien  <padamsallen@iaf.gov> 

Thanks  Karen-  the  desk  was  ordered  today.  I  will  let  you  know  when  it  arrives  so  we  can  schedule  a  time  for 
me  to  set  it  up. 

-Shayla 

[Quoted  text  hidden] 

IAF-18-0224-A-000789 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  -  EDD  Proposal  for  Glass  Wall  Office 

19  messages 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Oct  31, 2017  at  11:24  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com> 


Shayla, 


Attached  is  our  proposal  for  your  review.  This  proposal  includes  architectural  and  engineering  services  to 
provide  sketches  for  the  addition  of  the  new  private  office  adjacent  to  existing  Huddle  Room  1230.  The 
sketches  will  show  updates  necessary  per  code,  however  the  drawings  will  not  be  something  to  use  to  apply 
for  a  permit.  If  we  were  to  go  for  permit,  the  city  would  need  more  documentation  from  both  architectural  and 
MER  We  have  also  excluded  construction  administration  services. 


If  you  have  any  questions  please  let  me  know. 


I  will  await  approval  before  starting  any  work. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 

Falls  Church,  VA  22043 

www.edd.biz 


IAF_Ntl  Place  12th  Flr_proposal_10.31.17.pdf 

^  126K 


IAF-18-0224-A-000790 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Oct  31, 2017  at  11:34  AM 

To:  Janet  Stein  <jstein@quad1.com>,  Steve  Foote  <sfoote@quad1.com> 

Co:  Lesley  Duncan  <lduncan@iaf.gov> 

Good  morning  Janet, 

Do  you  have  some  time  today  to  discuss  the  proposal  provided  by  EDD?  I  would  also  like  to  confirm  with  you 
the  actual  requirements  for  this  project. 

Best, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Oct  31, 2017  at  12:15  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com> 

Lisa, 

Thank  you  for  the  information  and  providing  the  proposal.  We  will  review/discuss  the  proposal  and  get  back 
with  you. 

Best, 

Shayla 

On  Tue,  Oct  31, 2017  at  11:24  AM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Janet  Stein  <jstein@quad1  .com>  Thu,  Nov  2,  2017  at  5:06  PM 

To:  Lisa  Layman  <Lisa@eighthday.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Steve  Foote  <sfoote@quad1.com> 


Hi  Lisa  - 


I  am  in  a  meeting  with  Shayla.  As  you  are  aware,  the  GC  has  purchased  all  components  required  for  this  job 
and  funding  based  upon  the  contractor’s  bid  has  been  secured.  Thus,  would  it  be  possible  to  have  Blue 
Moon  arrive  on  site  as  quickly  as  possible  to  perform  a  quick  visual  of  the  area  to 

would  be  to  identify  any  costly  modifications  that  may  be  required.  Or  hopefully,  confirm  tnafalf  is  w^l  with  the 


mechanical  as  is,  with  no  modification.  Given  that  a  substantial  mechanical  mod  may  cause  a  job  delay,  this 
would  be  welcome  info  for  the  Agency  to  know  sooner  rather  than  later. 


If  you  would  kindly  reach  out  to  Donna  or  Viv  to  see  if  they  can  send  someone  down,  that  would  be  most 
appreciated.  Thanks  so  much  and  please  feel  to  “reply  to  all”.  Thank  you. 

Janet  Stein 

Assistant  Vice  President 

QDC  Property  Management,  Inc 

Direct  Dial:  202.662.1205 

Main:  202.662.1200 

Fax:  202.662.1212 

E-Mail:  jstein@quadl.com 


From:  Lisa  Layman  [mailto:Lisa@eighthday.com] 

Sent:  Tuesday,  October  31,  2017  11:24  AM 

To:  Shayla  Summerhill 

Cc:  Steve  Foote;  Janet  Stein 

Subject:  lAF  -  EDD  Proposal  for  Glass  Wall  Office 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Thu,  Nov  2,  2017  at  5:37  PM 

To:  Donna  Delo  <ddelo@bluemoonmep.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Cc:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill 
<ssummerhill@iaf.gov> 


Hi  Donna  and/or  Vivian  -  Please  see  below  request  from  Janet  and  advise  of  your  first  available  time  to  make 
a  site  visit. 


Janet  -  I  actually  wasn’t  aware  that  the  job  was  that  far  along. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


IAF-18-0224-A-000792 

703/712-8313 /Direct 


703/403-8730  /Mobile 


703/562-3637  /Fax 


www.edd.biz 


Falls  Church,  VA  22043 


From:  Janet  Stein 
[mailto:jstein@quad1  .com] 

Sent:  Thursday,  November  02,  2017 
5:06  PM 

To:  Lisa  Layman 
<Lisa@eighthday.com>;  Shayla 
Summerhill  <ssummerhill@iaf.gov> 
Cc:  Steve  Foote 


<sfoote@quad1  .com> 

Subject:  RE:  lAF  -  EDD  Proposal  for  Glass  Wall  Office 


[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1.com> 


Thu,  Nov  2,  2017  at  5:50  PM 


To:  Lisa  Layman  <Lisa@eighthday.com>,  Donna  Dele  <ddelo@bluemoonmep.com>, 
"vredler@bluemoonmep.com"  <vredler@bluemoonmep.com> 

Cc:  Steve  Foote  <sfoote@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Yes  indeed.  Shayla  shared  this  information  with  me  today,  thus  I  do  understand  their  need  for  urgency. 
Thanks  so  much  for  your  support  Lisa. 


Janet  Stein 

Assistant  Vice  President 

QDC  Property  Management,  Inc 

Direct  Dial:  202.662.1205 

Main:  202.662.1200 

Fax:  202.662.1212 

E-Mail:  jstein@quadl.com 


From:  Lisa  Layman  [mailto:Lisa@eighthday.com] 
Sent:  Thursday,  November  02,  2017  5:37  PM 
To:  Donna  Delo;  vredler@bluemoonmep.com 
Cc:  Steve  Foote;  Janet  Stein;  Shayla  Summerhill 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Donna  Delo  <ddelo@bluemoonmep.com>  Thu,  Nov  2,  2017  at  6:04  PM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Lisa  Layman  <Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve 
Foote  <sfoote@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Janet  -  We  can  swing  by  the  site  on  Tuesday  morning  if  that  works  for  lAF.  <Donna> 


IAF-18-0224-A-000793 


bluemoon  engineering 

Donna  H.  Delo,  P.E.,  LEED  AP 
Principal 

703.533.1122  Ext.  101  (office) 
703.980.4962  (cell) 
ddelo@bluemoonmep.com 
[Quoted  text  hidden] 


Janet  Stein  <jstein(gquad1  .com>  Thu,  Nov  2,  2017  at  9:29  PM 

To:  Donna  Delo  <ddelo(gbluemoonmep.com> 

Co:  Lisa  Layman  <Lisa(geighthday.com>,  "vredler(gbluemoonmep.com"  <vredler(gbluemoonmep.com>,  Steve 
Foote  <sfoote(gquad1.com>,  Shayla  Summerhill  <ssummerhill(giaf.gov> 

Hi  Shalya 

Kindly  let  us  know  if  this  works  for  your  team.  Many  thanks. 

Sent  from  my  iPhone 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill(giaf.gov>  Fri,  Nov  3,  2017  at  8:35  AM 

To:  Janet  Stein  <jstein(gquad1.com> 

Co:  Donna  Delo  <ddelo(gbluemoonmep.com>,  Lisa  Layman  <Lisa(geighthday.com>, 
"vredler(gbluemoonmep.com"  <vredler(gbluemoonmep.com>,  Steve  Foote  <sfoote(gquad1.com> 

Good  morning  all, 

Tuesday  morning  will  be  fine. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill(giaf.gov>  Fri,  Nov  3,  2017  at  8:48  AM 

To:  Lesley  Duncan  <lduncan(giaf.gov> 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill(giaf.gov>  Fri,  Nov  3,  2017  at  8:48  AM 

To:  Lesley  Duncan  <lduncan(giaf.gov> 


- Forwarded  message - 

From:  Lisa  Layman  <Lisa(geighthday.com> 

Date:  Tue,  Oct  31 , 201 7  at  1 1 :24  AM 

Subject:  lAF  -  EDD  Proposal  for  Glass  Wall  Office 
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IAF-18-0224-A-000794 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF_Ntl  Place  12th  Flr_proposal_10.31.17.pdf 
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Janet  Stein  <jstein@quad1  .com>  Fri,  Nov  3,  2017  at  9:27  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Donna  Delo  <ddelo@bluemoonmep.com>,  Lisa  Layman  <Lisa@eighthday.com>, 
"vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote  <sfoote@quad1.com>,  Dai  Do 
<ddo@quad1.com> 

Hi  Shayla 

I  will  be  in  a  mtg  with  GSA  beginning  at  9  until  approx  10.  When  they  arrive  will  you  please  call  the 
management  office  as  I  think  it  would  be  helpful  if  our  lead  engineer  could  join  in  the  walk-through.  Gloria  can 
touch  base  with  him  to  come  to  your  sweet.  Should  they  arrive  in  an  hour  outside  of  my  meeting  I  will  attend 
as  well.  Thanks  so  much. 

Sent  from  my  iPhone 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Nov  3,  2017  at  9:32  AM 

To:  Janet  Stein  <jstein@quad1.com>,  Lesley  Duncan  <lduncan@iaf.gov> 

Cc:  Donna  Delo  <ddelo@bluemoonmep.com>,  Lisa  Layman  <Lisa@eighthday.com>, 
"vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote  <sfoote@quad1.com>,  Dai  Do 
<ddo@quad1  .com> 

Hi  Janet, 

I  think  it  would  be  beneficial  for  them  to  join  as  well.  I  will  inform  the  office  once  everyone  has  arrived. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Janet  Stein  <jstein@quad1.com>  Fri,  Nov  3,  2017  at  11:05  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  Lisa  Layman 
<Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote 
<sfoote@quad1.com>,  Dai  Do  <ddo@quad1.com> 

Thank  you.  Dai,  would  you  pis  mark  your  calendar  to  join  the  mtg  with  Blue  Moon  and  lAF?  Thank  you. 

Sent  from  my  iPhone 

[Quoted  text  hidden] 


Donna  Delo  <ddelo@bluemoonmep.com>  AM 

To:  Janet  Stein  <jstein@quad1.com> 


Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov>,  Lisa  Layman 
<Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote 
<sfoote@quad1.com>,  Dai  Do  <ddo@quad1.com> 

Janet  -  Sounds  good.  Vivian  will  meet  everyone  in  the  lAF  space  at  10am  on  Tuesday  the  7th.  The  survey 
should  not  take  more  than  about  1/2  hour.  <Donna> 

bluemoon  engineering 

Donna  H.  Delo,  P.E.,  LEED  AP 
Principal 

703.533.1122  Ext.  101  (office) 

703.980.4962  (cell) 
ddelo@bluemoonmep.com 
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Janet  Stein  <jstein@quad1.com>  Fri,  Nov  3,  2017  at  11:16  AM 

To:  Donna  Delo  <ddelo@bluemoonmep.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov>,  Lisa  Layman 
<Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote 
<sfoote@quad1.com>,  Dai  Do  <ddo@quad1.com> 

Thanks  Donna.  Fingers  crossed  that  no  additions  are  required. 

Sent  from  my  iPhone 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Nov  3,  2017  at  11:21  AM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Donna  Delo  <ddelo@bluemoonmep.com>,  Lesley  Duncan  <lduncan@iaf.gov>,  Lisa  Layman 
<Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote 
<sfoote@quad1.com>,  Dai  Do  <ddo@quad1.com> 

Great- 1  will  see  you  all  then. 

-Shayla 

[Quoted  text  hidden] 


Dai  Do  <ddo@quad1.com>  Fri,  Nov  3,  2017  at  11:30  AM 

To:  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  Lisa  Layman 
<Lisa@eighthday.com>,  "vredler@bluemoonmep.com"  <vredler@bluemoonmep.com>,  Steve  Foote 
<sfoote@quad1  .com> 


Will  do 


Thanks, 


Dai  Do 


IAF-18-0224-A-000796 


From:  Janet  Stein 

Sent:  Friday,  November  03,  2017  11:05  AM 
To:  Shayla  Summerhill 

Cc:  Lesley  Duncan;  Donna  Delo;  Lisa  Layman;  vredler@bluemoonmep.com;  Steve  Foote;  Dai  Do 
Subject:  Re:  lAF  -  FDD  Proposal  for  Glass  Wall  Office 

[Quoted  text  hidden] 


Vivian  Redier  <vredler@bluemoonmep.com>  Fri,  Nov  3,  2017  at  11:54  AM 

To:  Dai  Do  <ddo@quad1.com> 

Cc:  Janet  Stein  <jstein@quad1.com>,  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan 
<lduncan@iaf.gov>,  Donna  Delo  <ddelo@bluemoonmep.com>,  Lisa  Layman  <Lisa@eighthday.com>,  Steve 
Foote  <sfoote@quad1.com> 

Confirmed  10am  Tuesday  11/7/17 

biuemoon  ENGINEERING 
Vivian  Gray  Redier 
Principal 

5307  Lee  Highway 
Arlington,  VA  22207 
703.533.1122  (office) 

703.980.7531  (cell) 
vredler@bluemoonmep.com 

[Quoted  text  hidden] 


IAF-18-0224-A-000797 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  -  EDD  Revised  Proposal 

1  message 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Nov  28,  2017  at  3:28  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

The  attached  revised  proposal  is  for  your  review  for  the  architectural  portion  of  the  project.  Vivian  will  send  a 
separate  email  to  you  with  her  proposal. 

Thank  you, 

LisaLoyman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax 

www.edd.biz 

IAF_Ntl  Place  12th  Flr_proposal_11.28.17  R2.pdf 

126K 


IAF-18-0224-A-000798 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  floor  plan  request 

9  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Oct  24,  2017  at  4:35  PM 

To:  lisa@edd.biz 

Hi  Lisa, 

Piease  find  attached  the  floor  pian  with  the  markings  of  where  we  wouid  iike  the  waii  to  be  piaced.  if  at  aii 
possibie  we  wouid  iike  the  new  giass  waii/door  to  meet  with  the  huddie  room  space  but  if  not  based  on 
restrictions  this  is  the  option  we  wouid  iike  to  go  with. 

i  wiii  send  another  emaii  confirming  the  conference  caii  with  the  contractor  for  either  Wednesday  or  Thursday 
morning. 

Thanks, 

Shayia 


©Shayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Floor  Plan-  revlsed.pdf 

172K 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Oct  24,  2017  at  4:52  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com> 


Thanks  for  the  marked-up  plan  Shayla.  See  attached  for  two  questions  which  we  can  review  on  the  call.  I 
know  you  mentioned  that  you  want  the  new  room  to  be  “soundproof  and  so  I  have  circled  the  location  where 
the  glass  will  meet  the  perimeter  wall.  Usually  we  have  walls  meet  the  perimeter  at  a  window  mullion  in  order 
to  achieve  a  good  intersection.  We  can’t  guarantee  that  any  room  is  “soundproof.  We  can  design  the  new 
wall  to  be  the  same  construction  as  the  existing  office.  Please  confirm  if  the  acoustics  in  the  existing  office 
meet  your  requirements  for  being  “soundproof. 


I  will  look  for  your  follow  up  email  on  when  we  can  talk. 


Thank  you. 


IAF-18-0224-A-000799 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043 


www.edd.biz 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  October  24,  2017  4:36 
PM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Subject:  lAF  floor  plan  request 


[Quoted  text  hidden] 


Floor  Plan-  revised  -  EDD  Comments.pdf 

180K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Oct  25,  2017  at  7:36  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Co:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com> 

Hi  Lisa, 

Yes  the  existing  conference  space  meets  those  requirements.  Yes,  that  portion  of  the  glass  wall  will  remain. 
There  is  a  glass  wall  and  sliding  wooden  door  there  currently.  Well  the  current  glass  conference  space  may 
not  be  'soundproof  but  you  cannot  here  the  conversations  out  side  of  the  glass.  We  will  be  using  the  very 
similar  materials. 

Will  11am  today  work  for  you  for  the  call? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Wed,  Oct  25,  2017  at  9:14  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Steve  Foote  <sfoote@quad1.com>,  Janet  Stein  <jstein@quad1.com> 


Hi  Shayla, 


Yes.  1 1 :00am  is  fine  for  a  call.  Just  let  me  know  if  there  is  a  call  in  number. 


Thank  you, 


IAF-18-0224-A-000800 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax  www.edd.biz 

<jstein@quad1  .com> 

Subject:  Re:  lAF  floor  plan  request 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  October  25,  2017 
7:37  AM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Steve  Foote 

<sfoote@quad1  .com>;  Janet  Stein 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Nov  16,  2017  at  5:28  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Hi  lisa, 

Jonathan  will  be  out  of  town  starting  tomorrow.  Ive  requested  the  information  you  are  looking  for  but  may  not 
receive  it  until  next  week.  I  will  be  out  of  the  office  starting  next  Wednesday.  Would  you  like  to  reschedule  the 
site  visit  until  Monday  or  Tuesday  of  next  week? 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Thu,  Nov  16,  2017  at  5:42  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Shayla, 


Sure.  How  about  I  come  to  your  space  next  Monday,  11/20,  at  10:30am  or  after? 


Thanks, 


LisaLayman,  iiDA,LEED®APiD+c 


Principal 


Eighth  Day  Design  (EDD) 


IAF-18-0224-A-000801 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043 


www.edd.biz 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Thursday,  November  16,  2017 
5:28  PM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Subject:  RE:  lAF  floor  plan  request 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Nov  17,  2017  at  9:34  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Lisa, 

Sounds  good.  Let's  go  for  11:15  am  as  I  have  a  meeting  that  should  be  wrapping  up  around  that  time. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Fri,  Nov  17,  2017  at  9:41  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Sounds  good.  See  you  at  11:15  on  Monday. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043 


www.edd.biz 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  November  17,  2017  9:34 
AM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Nov  17,  2017  at  9:44  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 


Great,  see  you  then.  Have  a  great  weekend. 


IAF-18-0224-A-000802 


-Shayla 

[Quoted  text  hidden] 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000803 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  Glass  Door 

11  messages 

Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Mon,  Jul  3,  2017  at  11:55  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

Here  are  some  answers  back  from  the  vendor: 

1 .  The  price  includes  a  sliding  door  specified  in  the  submittals  sent  to  you. 

2.  Brief  schedule: 

•  1 -day  demolition 

•  1  Va  day  to  remove  ACT  and  build  drywall  bulkhead 

•  3  days  to  install  the  glass  wall  system  and  same  time  investigating  existing  sliding  door 
problem. 

•  Owner  should  have  a  material  contingency  for  the  existing  sliding  door. 

3.  Owner  will  remove  all  furniture  and  apply  a  protective  sheet  over  the  existing  floors. 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jul  3,  2017  at  1:27  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Hi  Sara, 

Please  find  attached  the  stencil  photos. 


Thanks, 


IAF-18-0224-A-000804 


Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


4  attachments 


20170703_121550.jpg 

3244K 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov> 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


Wed,  Jul  5,  2017  at  6:08  AM 


IAF-18-0224-A-000805 


Do  you  happen  to  have  a  file  that  you  might  add  to  a  document  with  this  logo?  Like,  a  PDF  or  something 
to  make  the  document  look  more  official?  That  might  be  more  of  what  they  are  looking  for. 


Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  July  3,  2017  1:27  PM 

To:  Sara  R.  Bonnette  <Sara.Bonnette@fiscal.treasury.gov> 
Subject:  Re:  lAF  Glass  Door 


Hi  Sara, 

Please  find  attached  the  stencil  photos. 

Thanks, 

Shayla 

On  Mon,  Jul  3,  2017  at  11:55  AM,  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  wrote: 

Shayla, 

Here  are  some  answers  back  from  the  vendor: 

1.  The  price  includes  a  sliding  door  specified  in  the  submittals  sent  to  you. 

2.  Brief  schedule: 

•  1 -day  demolition 

•  1  14  day  to  remove  ACT  and  build  drywall  bulkhead 

•  3  days  to  install  the  glass  wall  system  and  same  time  investigating  existing  sliding 
door  problem. 

•  Owner  should  have  a  material  contingency  for  the  existing  sliding  door. 

3.  Owner  will  remove  all  furniture  and  apply  a  protective  sheet  over  the  existing  floors. 


IAF-18-0224-A-000806 


Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-8251 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD000.jpg 

IK 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Sara  -  I've  attached  another  logo  example. 

Thanks,  Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 


[Quoted  text  hidden] 


^  Agency  logo.docx 

101K 


Wed,  Jul  5,  2017  at  9:08  AM 


Wed,  Jul  5,  2017  at  9:08  AM 


IAF-18-0224-A-000807 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jul  5,  2017  at  9:14  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

and  another 

[Quoted  text  hidden] 


logo_blackwhite_transparent.jpg 

99K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jul  10,  2017  at  12:44  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Hi  Sara, 

Just  checking  in  with  you  to  see  where  we  are  in  this  process. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Mon,  Jul  10,  2017  at  1:17  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


I  had  sent  over  those  questions  from  our  conversation  and  sent  a  follow-up  this  morning.  This  was  the 
only  response  that  1  had  gotten  thus  far:  "My  understanding  is  that  the  furniture  will  be  removed  by  lAF. 
CCG  will  be  protecting  floors  and  equipment  around  the  work  area.” 


I  will  let  you  know  as  soon  as  I  hear  more. 


Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  July  10,  2017  12:44  PM 


[Quoted  text  hidden] 


IAF-18-0224-A-000808 


[Quoted  text  hidden] 


~WRD000.jpg 

1K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jul  10,  2017  at  1:21  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Interesting-  we  never  said  anything  about  removing  the  furniture.  And  honestly  it  shouldn't  need  to  be 
removed  given  the  area  where  they  will  be  working.  Not  sure  how  long  we  want  to  give  them  to  respond  but  it 
would  be  great  if  we  didn't  have  to  wait  weeks  to  get  through  this  process. 

Thanks  for  the  update. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Tue,  Jul  11, 2017  at  11:02  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


Just  want  to  let  you  know,  I  did  follow-up  again  today,  and  included  Brandon  on  my  email.  So,  we  should 
be  able  to  get  some  answers  and  get  this  wrapped  up  this  week  -  hopefully. 


Thanks! 

Sara 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  July  10,  2017  1:21  PM 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


■WRD000.jpg 


IAF-18-0224-A-000809 


1K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jul  11, 2017  at  12:32  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Good  to  know,  thanks  Sara.  It  will  be  good  to  move  this  along. 

-Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000810 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  Office  Glass  Wall  System 

12  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Nov  28,  2017  at  3:41  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Please  see  the  attached  file. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  -proruise. . .  We  deitver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


ManualSlidingDoorHardware_6-21-17.pdf 

^  1603K 


Lisa  Layman  <Lisa@eighthday.com>  Tue,  Nov  28,  2017  at  4:10  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Thanks  Jonathan. 


I  have  attached  the  shop  drawing  from  the  existing  glass  wall  system  for  your  info.  From  our  call,  it  sounds 
like  you  already  checked  in  to  the  availability  of  this  system  and  it  is  no  longer  avail^fe!*^'9^ff‘f)i^'5§e§With 


using  the  Dorma  that  you  have  provided  since  lAF  is  ok  with  the  systems  not  matching. 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 
[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  Tuesday,  November  28,  2017 
3:42  PM 

To:  Lisa  Layman 

703/562-3637  /Fax 

www.edd.biz 

<Lisa@eighthday.com> 

Cc:  'Shayla  Summerhill' 

<ssummerhill@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 
Subject:  lAF  Office  Glass  Wall  System 


[Quoted  text  hidden] 


08400-03-01  Modernus  Glass  Shop  Drawings  Revised  2  10  12.pdf 

^  991 K 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Nov  28,  2017  at  4:20  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Thank  you,  Lisa. 


I  will  review  this  drawings. 


From:  Lisa  Layman  [mailto:Lisa@eighthday.com] 

Sent:  Tuesday,  November  28,  2017  4:11  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  'Shayla  Summerhill'  <ssummerhill@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 
Subject:  RE:  lAF  Office  Glass  Wall  System 


[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Fri,  Dec  1 , 2017  at  4:43  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-vl^E:6lrfl^24-A-000812 


Hi  Jonathan, 


We  will  include  the  specification  for  the  attached  Dorma  glass  wall  system  on  our  drawings.  I  have  spoken  to 
our  Dorma  rep  and  they  confirmed  that  this  system  does  not  include  a  pull  handle  for  the  sliding  door.  I  want 
to  get  a  pull  that  will  closely  match  the  adjacent  sliding  door  pull,  but  that  pull  was  part  of  the  Modernus 
system.  Had  you  already  found  a  close  match?  Please  let  me  know  so  I  can  include  it  on  our  drawings. 


Thank  you. 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 
[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  Tuesday,  November  28,  2017 
4:20  PM 

To:  Lisa  Layman 

703/562-3637  /Fax 

www.edd.biz 

<Lisa@eighthday.com> 

Cc:  'Shayla  Summerhill' 

<ssummerhill@iaf.gov>;  'Reginald  Herndon'  <rherndon@ccg-wdc.com> 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


ManualSlidingDoorHardware_6-21-17.pdf 

1603K 


Lisa  Layman  <Lisa@eighthday.com>  Mon,  Dec  4,  2017  at  6:30  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Hi  Jonathan, 


I  think  I  found  the  matching  door  pull  for  the  new  glass  doors.  See  attached.  My  sales  rep  dug  this  up.  It  is 
FR  International  #1800-238-9711.  I  will  include  this  specification  on  our  drawings  which  we  will  have  ready 
this  week  -  hopefully  by  Wed.  I  wanted  to  send  you  this  update  so  that  you  can  check  on  availability  of  this 
pull. 


Thank  you. 


IAF-18-0224-A-000813 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Lisa  Layman 

Sent:  Friday,  December  01, 2017  4:43 

703/403-8730  /Mobile 

PM 

[Quoted  text  hidden] 

703/562-3637  /Fax 

www.edd.biz 

[Quoted  text  hidden] 

lAF  Slider  Handle.pdf 

64K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Dec  6,  2017  at  1:31  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 

Hi  Lisa, 

Thanks  for  the  updated  information.  Would  like  to  confirm  if  the  plans  will  be  available  this  week  from  HDD  or 
Blue  Moon. 

Best, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Lisa  Layman  <Lisa@eighthday.com>  Wed,  Dec  6,  2017  at  2:24  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Reginald  Herndon  <rherndon@ccg-wdc.com>,  Janet  Stein 
<jstein@quad1.com>,  "Vivian  Redler-  Blue  Moon  Engineering  (vredler@bluemoonmep.com)" 
<vredler@bluemoonmep.com>,  Donna  Delo  <ddelo@bluemoonmep.com> 


Shayla, 


Attached  are  the  Architectural  drawings  with  all  updates  “clouded”.  This  is  for  your  use  to  coordinate  with 
your  contractor.  Blue  Moon  will  send  their  drawings  separately  later  today.  If  you  h^Ve-'tSi^^^^Qi’W^tf^ease 
let  me  know. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Falls  Church,  VA  22043 


www.edd.biz 


Subject:  Re:  lAF  Office  Glass  Wall  System 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  December  06, 
2017  1:31  PM 
To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Jonathan  Perez  <jperez@ccg- 
wdc.com>;  Reginald  Herndon 
<rherndon@ccg-wdc.com> 


[Quoted  text  hidden] 


^  lAF  Pricing  Set  12-06-17.pdf 

^  1360K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Dec  7,  2017  at  10:07  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Reginald  Herndon  <rherndon@ccg-wdc.com>,  Janet  Stein 
<jstein@quad1.com>,  "Vivian  Redler-  Blue  Moon  Engineering  (vredler@bluemoonmep.com)" 
<vredler@bluemoonmep.com>,  Donna  Delo  <ddelo@bluemoonmep.com> 

Lisa, 

Thank  you  for  the  update  and  getting  this  done  so  quickly.  We  really  appreciate  everyone's  assistance  with 
this  project. 

Best, 

Shayla 

[Quoted  text  hidden] 


Vivian  Redler  <vredler@bluemoonmep.com>  Thu,  Dec  7,  2017  at  3:32  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lisa  Layman  <Lisa@eighthday.com>,  Jonathan  Perez  <jperez@ccg-wdc.com>,  Reginald  Herndon 
<rherndon@ccg-wdc.com>,  Janet  Stein  <jstein@quad1.com>,  Donna  Delo  <ddelo@bluemoonmep.com> 


Shayla  and  team,  attached  are  the  electrical  and  mechanical  plans. 

Please  call  or  email  if  you  have  any  questions 

Regards 


IAF-18-0224-A-000815 


Vivian 

[Quoted  text  hidden] 

bluemoon  engineering 

Vivian  Gray  Redier 
Principai 

5307  Lee  Highway 
Ariington,  VA  22207 
703.533.1122  (office) 

703.980.7531  (ceii) 
vredler@biuemoonmep.com 


2  attachments 

E001  ELECTRICAL  COVER  SHEET  AND  PLAN-30x42.pdf 

^  953K 

M001  MECHANICAL  COVER  SHEET  AND  PLAN.pdf 

^  1134K 


Shayla  Summerhill  <ssummerhill(giaf.gov>  Thu,  Dec  7,  2017  at  3:35  PM 

To:  Vivian  Redier  <vredler(gbluemoonmep.com> 

Thank  you  Vivian. 

Best, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez(gccg-wdc.com>  Fri,  Dec  8,  2017  at  11:46  AM 

To:  Lisa  Layman  <Lisa(geighthday.com> 

Cc:  Shayla  Summerhill  <ssummerhill(giaf.gov>,  Edward  Brooks  <ebrooks(gccg-wdc.com> 


Good  afternoon  Lisa, 


I  will  you  send  you  an  RFI  Monday  December  1 1 , 201 7  after  our  site  visit. 

Have  a  good  weekend. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  prontCse. . .  We  deLLver! 


IAF-18-0224-A-000816 


3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Lisa  Layman  [mailto:Lisa@eighthday.com] 

Sent:  Wednesday,  December  06,  2017  2:25  PM 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com>;  Reginald  Herndon  <rherndon@ccg-wdc.com>;  Janet  Stein 
<jstein@quad1.com>;  Vivian  Redler-  Blue  Moon  Engineering  (vredler@bluemoonmep.com) 
<vredler@bluemoonmep.com>;  Donna  Delo  <ddelo@bluemoonmep.com> 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Fri,  Dec  8,  2017  at  11:52  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Edward  Brooks  <ebrooks@ccg-wdc.com> 


OK.  I  was  out  sick  yesterday.  If  you  want  to  talk  by  phone  before  your  site  visit  just  let  me  know. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 

[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  FridajAE>d6e9@B4fA>8p2017 

11:47  AM 

703/562-3637  /Fax 


www.edd.biz 


To:  Lisa  Layman 
<Lisa@eighthday.com> 
Cc:  'Shayla  Summerhill' 


<ssummerhill@iaf.gov>;  'Edward  Brooks'  <ebrooks@ccg-wdc.com> 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


AMERiCAN 

PVERSIGHT 


IAF-18-0224-A-000818 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


lAF  Project  -  RFI  01 

6  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Dec  12,  2017  at  4:12  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  ebrooks@ccg-wdc.com 


Good  afternoon  Shayla  &  Lisa, 


I  know  I  mention  early  today  that  I  would  send  you  a  revised  price,  but  I  need  until  tomorrow.  I  have  several 
question  I  need  answer  before  submitting  a  revised  price. 


Dorma  frame  have  a  2  week  guarantee  lead  time.  Are  you  available  Thursday  afternoon  between  1  P.M.  and 
3  P.M.?  Glass  company  and  I  will  be  onsite  to  get  an  accurate  measurement  and  order  the  Dorma  equipment. 

Dorma  Glass  have  also  a  2  week  lead 


Please  allow  us  with  a  clear  access  to  get  an  accurate  measurement. 


Please  call  me  if  you  have  any  questions. 


Lisa:  Please  see  the  attached  RFI  file. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deiiver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000819 


CCG  RFI01.pdf 

59K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Dec  12,  2017  at  4:52  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Hi  Jonathan, 

Tomorrow  is  fine  and  i  am  avaiiabie  on  Thursday  between  those  times.  As  for  the  door  frame  and  giass  wouid 
that  be  two  weeks  each  or  two  weeks  totai  and  they  come  in  at  the  same  time? 

Aiso,  i  am  adding  another  POC  my  coiieague  Kara  Rogers,  her  direct  number  is  202.683.7182  and  her  emaii 
is  krogers@iaf.gov.  As  i  wiii  be  out  on  ieave  starting  Thursday,  December,  21-  January  1.  She  wiii  be 
avaiiabie  to  iet  you  aii  in  the  office  space  starting  around  7:30am.  However,  i  wiii  stiii  be  avaiiabie  by  emaii  if 
there  are  any  issues  or  questions. 

-Shayia 

[Quoted  text  hidden] 


Shayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayia  Summerhill  <ssummerhill@iaf.gov>  Fri,  Dec  15,  2017  at  9:44  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan, 

Were  we  supposed  to  meet  yesterday?  Or  did  you  mean  next  Thursday?  Also  any  news  on  the  updated 
proposal  plan  and  amounts? 

Thanks, 

Shayia 

[Quoted  text  hidden] 


Lisa  Layman  <Lisa@eighthday.com>  Fri,  Dec  15,  2017  at  5:55  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>,  Shayia  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "ebrooks@ccg-wdc.com"  <ebrooks@ccg-wdc.com> 


Jonathan, 


See  attached  response  to  RFI  #1 .  If  you  want  to  schedule  a  call  to  review  this  plea&«Fte|tffi(!)@J4M?»AOO(J^SO 
schedule  on  Monday  is  very  open.  The  transition  of  the  wall  to  the  glass  is  difficult  to  convey  on  paper,  but 


you  are  correct  that  our  intent  is  for  there  to  be  a  “pilaster”  which  is  the  same  width  as  the  bulkhead  above.  It 
will  be  floor  to  ceiling  and  then  the  drywall  will  follow  the  angled  contour  of  the  window  header. 


Hope  this  helps. 


Thank  you, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Jonathan  Perez 
[mailto:jperez@ccg-wdc.com] 

703/403-8730  /Mobile 

Sent:  Tuesday,  December  12,  2017 
4:12  PM 

To:  'Shayla  Summerhill' 

703/562-3637  /Fax 

Cc:  ebrooks@ccg-wdc.com 
Subject:  lAF  Project  -  RFI  01 

www.edd.biz 

<ssummerhill@iaf.gov>;  Lisa  Layman 
<Lisa@eighthday.com> 

[Quoted  text  hidden] 

CCG  RFI  01  -  EDD  Response  12.15.17  with  sketches.pdf 

140K 

Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Dec  20,  2017  at  9:25  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Jonathan, 

I  was  thinking,  if  the  guy  needs  to  come  i  tomorrow  to  do  the  work  instead  of  next  week  that  is  fine.  My 
supervisor  will  be  here  all  day. 

-Shayla 

On  Tue,  Dec  12,  2017  at  4:12  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000821 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


We  will  be  there  tomorrow  at  7:30  A.M. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  December  20,  2017  9:25  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  lAF  Project  -  RFI  01 


[Quoted  text  hidden] 


Wed,  Dec  20,  2017  at  9:38  AM 


IAF-18-0224-A-000822 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Inter-American  Foundation  -  Glass  Wall  Project  -  Invoice 

7  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Nov  14,  2017  at  8:58  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


Please  see  the  attached  October  invoice  file.  Also,  I’ll  be  mailing  out  the  official  bond  document  through 
FedEx.  Please  see  the  tracking  number  below: 


TRK#  7707  3392  6056 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  -pronALse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


I’ll  be  out  of  town  from  11/17/17  to  11/21/17. 


710233-1  PAYAPP.PDF 

^  542K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Nov  14,  2017  at  9:19  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com>  IAF-18-0224-A-000823 

Co:  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Hi  Jonathan, 


Thanks  for  sending  these  over  and  for  the  update.  We  wiii  review  the  information  and  get  back  with  you. 

Thanks, 

Shayia 

[Quoted  text  hidden] 


Shayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayia  Summerhiii  <ssummerhill@iaf.gov>  Tue,  Nov  14,  2017  at  2:35  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Hi  Sara, 

We  received  the  beiow  invoice  from  the  construction  group.  What  is  the  best  process  for  getting  this  paid  out? 

Thanks, 

Shayia 

[Quoted  text  hidden] 


Shayia  Summerhiii 

Management  Anaiyst,  inter-American  Foundation 
1331  Pennsyivania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


710233-1  PAYAPP.PDF 

542K 


Jacob  W.  Jackson  <Jacob. Jackson@fiscai.treasury.gov>  Wed,  Nov  15,  2017  at  10:38  AM 

To:  "jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Co:  Shayia  Summerhiii  <ssummerhiii@iaf.gov>,  "rherndon@ccg-wdc.com"  <rherndon@ccg-wdc.com> 


Good  morning, 


Per  the  terms  and  conditions  of  this  award  (1052.232-7003),  aii  invoices  must  be  submitted  through  the 
invoice  Processing  Piatform  (iPP).  Once  the  invoices  are  submitted  into  the  system,  the  COR  wiii  be  abie  to 
approve  them,  if  there  are  any  other  questions,  piease  iet  me  know. 


PAYMENT  AND  INVOICE  QUESTIONS  (IPP) 

For  payment  and  invoice  questions,  go  to  https://arc.publicdebt.treas.gov/ipp/fsippqrg.htm  or  contact  Accounts 
Payable  at  (304)  480-8000  option  7  or  via  email  at  AccountsPayable@fiscal.treasury.^^T^®‘^^^‘^’^‘^^^^^^ 


Thank  you. 


Jacob  W.  Jackson,  MBA 

Contract  Specialist 

Contract  Administration  Branch 

Division  of  Procurement  Services 

Bureau  of  the  Fiscal  Service 

Office:  304-480-7844 

jacob.jackson@fiscal.treasury.gov 


- Forwarded  message - 

From:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Date:  Tue,  Nov  14,  2017  at  8:58  AM 

Subject:  Inter-American  Foundation  -  Glass  Wall  Project  -  Invoice 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Reginald  Herndon  <rherndon@ccg-wdc.com> 

Good  morning  Shayla, 


Please  see  the  attached  October  invoice  file.  Also,  I’ll  be  mailing  out  the  official  bond  document  through 
FedEx.  Please  see  the  tracking  number  below: 


TRK#  7707  3392  6056 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deiiver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


IAF-18-0224-A-000825 


Fax:  202.526.3421 
http://www.ccg-wdc.conn 


I’ll  be  out  of  town  from  11/17/17  to  11/21/17. 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


2  attachments 


~WRD000.jpg 

1K 


710233-1  PAYAPP.PDF 

^  542K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Nov  16,  2017  at  10:04  AM 

To:  "Jacob  W.  Jackson"  <Jacob. Jackson@fiscal.treasury.gov> 

Cc:  "jperez@ccg-wdc.com"  <jperez@ccg-wdc.com>,  "rherndon@ccg-wdc.com"  <rherndon@ccg-wdc.com> 

Hi  Jacob, 

Just  want  to  confirm  the  contract  number.  Is  it  required  to  submit  invoices  through  IPP? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jacob  W.  Jackson  <Jacob.Jackson@fiscal.treasury.gov> 


IAF-18-0224-A-000826 
Thu,  Nov  16,  2017  at  10:12  AM 


To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  "jperez@ccg-wdc.com"  <jperez@ccg-wdc.com>,  "rherndon@ccg-wdc.com"  <rherndon@ccg-wdc.com> 


Hi  Shayla, 


That  is  correct.  The  order  number  is  20343118P00001. 


Thank  you. 


Jacob  W.  Jackson,  MBA 

Contract  Specialist 

Contract  Administration  Branch 

Division  of  Procurement  Services 

Bureau  of  the  Fiscal  Service 

Office:  304-480-7844 

jacob.jackson@fiscal.treasury.gov 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Thursday,  November  16,  2017  10:05  AM 

To:  Jacob  W.  Jackson  <Jacob.Jackson@fiscal.treasury.gov> 

Cc:  jperez@ccg-wdc.com;  rherndon@ccg-wdc.com 

Subject:  Re:  FW:  Inter-American  Foundation  -  Glass  Wall  Project  -  Invoice 

[Quoted  text  hidden] 


~WRD000.jpg 

1K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Nov  16,  2017  at  10:15  AM 

To:  "Jacob  W.  Jackson"  <Jacob. Jackson@fiscal.treasury.gov> 

Cc:  "jperez@ccg-wdc.com"  <jperez@ccg-wdc.com>,  "rherndon@ccg-wdc.com"  <rherndon@ccg-wdc.com> 

Great,  thanks  for  confirming. 

-Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000827 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-000828 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Inter-American  Foundation  -  Office  Glass  Wall  Proposal 

5  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Thu,  Jun  22,  2017  at  10:15  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  morning  Shayla, 


Please  see  the  attached  revised  proposal.  I  included  the  additional  work  and  attached  the  glass  wall  system 
specification. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  -proruLse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


2  attachments 

^  ManualSlidingDoorHardware_6-21-17.pdf 

^  1603K 

CCG  -  lAF  Proposal  02.pdf 

698K 


Mon,  Jun  26,  2017  at  10:13  AM 
IAF-18-0224-A-000829 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Good  morning  Jonathan, 

I  have  reviewed  the  proposed  estimate  and  do  have  a  couple  of  questions. 

Please  let  me  know  if  you  have  some  time  today  to  discuss. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


jperez  <jperez@ccg-wdc.com>  Mon,  Jun  26,  2017  at  10:17  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  afternoon  I'm  available  to  talk  now 


Thank  you, 

Jonathan  Perez 
Assistant  Project  Manager 
CAPITAL  Construction  Group,  LLC 
Office:  202.526.3420 
Cell:  202.407.3692 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jun  26,  2017  at  1:51  PM 

To:  jperez  <jperez@ccg-wdc.com> 

Hi-  sorry  I  had  two  more  questions  from  my  notes: 

1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 

So  a  quote  for  that  would  be  great. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Will  this 
insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jun  26,  2017  at  4:27  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

FYI 

-Shayla 


- Forwarded  message - 

From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


IAF-18-0224-A-000830 


Date:  Mon,  Jun  26,  2017  at  1:51  PM 

Subject:  Re:  Inter-American  Foundation  -  Office  Glass  Wall  Proposal 

[Quoted  text  hidden] 
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IAF-18-0224-A-000831 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Paloma's  standing  desk 

10  messages 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  May  10,  2017  at  2:26  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lucas  Rivera  <lrivera@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Allen  <padamsallen@iaf.gov> 

Hi  Shayla, 

Thanks  so  much  for  your  efforts  with  Paloma's  standing  desk.  Unfortunately,  she  finds  that  the  desk  in  not 
suitable  for  comfortable  work  while  sitting  down.  So  regrettably  we  have  to  think  through  some  next  steps.  I'm 
kicking  us  off  with  some  suggestions  below: 

Next  steps, 

1)  dismantle  and  return  the  current  standing  desk 

2)  Paloma  is  reaching  out  to  her  last  office  to  find  out  which  model  she  used  before...  but  - 

-  in  the  meantime  maybe  we  can  come  up  with  a  few  suggestions,  too 

I'm  happy  to  look  at  the  catalog  with  you  and  offer  my  opinions. 

-  Karen 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


Lesley  Duncan  <lduncan@iaf.gov>  Wed,  May  10,  2017  at  2:56  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thanks  for  working  with  Paloma  &  Karen  on  this. 

PS  -  David  mentioned  to  me  he  was  going  to  request  a  standing  desk,  so  it  might  be  easy  just 
to  shift  it  (if  her's  will  fit  in  his  cube). 

L. 

Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 

1331  Pennsylvania  Ave.,  NW,  Suite  1200  North,  Washington  DC  20004 


202-688-3047,  lduncan@iaf.gov 


IAF-18-0224-A-000832 


WWW.IAF.GOV 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  May  10,  2017  at  3:06  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Will  do.  Several  people  were  eyeing  it  the  other  day  as  I  was  setting  it  up.  I've  received  a  request  from  Jose 
for  one  as  well  (Marcy  copied). 

-Shayla 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  May  10,  2017  at  3:28  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Karen- 

Thanks  for  letting  me  know.  Let  me  know  when  she  has  some  time  for  me  to  stop  by  and  take  it  down.  That 
would  be  great  if  we  could  get  the  model  information  of  the  last  one  and  I  can  look  into  purchasing  that. 

There  isn't  a  catalog  for  them,  I  just  research  the  different  options  online.  I  can  forward  you  with  the  links  for 
the  companies  that  I  previously  provided  and  you  can  take  a  look  at  them. 

-Shayla 

On  Wed,  May  10,  2017  at  2:26  PM,  Karen  Vargas  <kvargas@iaf.gov>  wrote: 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas  <kvargas@iaf.gov>  Wed,  May  10,  2017  at  3:29  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Sounds  good,  Shayla,  please  do  share  those  links  with  me. 


IAF-18-0224-A-000833 


Karen 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  May  10,  2017  at  4:00  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Links  below- 

http://www.thehumansolution.conn/standing-desk-converters.html 

https://www.varidesk.com/home 

https://www.ergodesktop.com/product-types/dual-monitor-solutions 

http://www.ergotron.com/en-us/products 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  May  11, 2017  at  12:40  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Karen, 

Did  she  have  some  time  today  or  tomorrow  for  me  to  remove  the  desk  or  was  there  a  preference? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Thu,  May  11, 2017  at  12:45  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla,  I  will  check  in  with  her  when  she  returns  from  lunch.  There  is  a  nice  window  from  1:45pm  -  3:15  pm 
today.  Do  you  think  that  gives  you  sufficient  time? 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Thu,  May  11 , 2017  at  1 :52  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Confirmed,  pis  stop  by  to  dismantle.  I  unlocked  her  laptop  =  pis  just  set  that  to  the  side  so  she  can  get  online 
if  needed. 

K 

[Quoted  text  hidden] 


Karen  Vargas  <kvargas@iaf.gov>  Thu,  May  11, 2017  at  3:30  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla!! 

Thank  you  so  much  for  the  seamless  transition  from  standing  desk  to  normal  desk.  Paloma  is  so  happy  about 
it. 


-K 

[Quoted  text  hidden] 


IAF-18-0224-A-000834 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Photos  attached 

18  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  8:48  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


4  attachments 


20180126_084546.jpg 

4172K 


20180126_084614.jpg 

3182K 


20180126_084615.jpg 

321 5K 


20180126_084617.jpg 

321 3K 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Jan  26,  2018  at  9:10  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Thank  you 


IAF-18-0224-A-000835 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  8:48  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Photos  attached 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  9:11  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Did  the  other  guy  go  with  you  to  the  store?  About  how  long  will  you  all  be  out  there? 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Jan  26,  2018  at  9:17  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Yes,  he  is  on  his  way  back  now.  I  will  be  returning  at  little  after  noon  today.  Need  to  contact  the  window  blind 
company  and  vinyl  base  company. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruLse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000836 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  9:11  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  Photos  attached 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  9:23  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Have  they  delivered  the  rest  of  the  glass  wall/door?  was  everything  correct?  Did  he  provide  a  time  when  they 
would  be  available  to  come  out  to  install? 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Jan  26,  2018  at  10:29  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


Just  got  confirmation  that  the  framing  material  are  the  correct  size.  They  went  ahead  and  ordered  the  glass. 
Usually  they  install  the  frame  first  then  size  up  the  glass  and  order. 


They  will  like  to  schedule  a  one  day  installation  next  Saturday  January  3,  2018.  Please  confirm  if  this  day  will 
work.  Saturday  will  allow  the  installation  crew  more  space  to  work. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  -proruLse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000837 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  9:23  AM 

[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  11:00  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan-  the  date  listed  in  January  3rd  which  I  know  is  incorrect.  What  is  the  actual  date  you  are  interested 
in  coming  so  that  I  can  confirm  with  a  few  people  if  that  works  for  them. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Jan  26,  2018  at  11:06  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla  -  I  meant  February  3,  2018 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  11:00  AM 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhil@iaf.gov>  Fri,  Jan  26,  2018  at  11:17  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Kara  Rogers  <krogers@iaf.gov> 

Okay.  Well  how  much  more  space  would  they  need?  I  ask  because  Paloma  will  be  out  of  the  office  starting 
the  4th  and  no  one  will  be  using  her  conference  room.  Therefore,  if  they  could  come  in  that  Monday  that 
space  would  be  clear. 

As  I  am  going  to  be  traveling  starting  Monday,  my  colleague  Kara  Rogers,  copied,  will  need  to  confirm  her 
availability  for  that  day  as  well.  She  will  be  back  in  the  office  on  Monday  but  I  think  that  day  will  work. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Fri,  Jan  26,  2018  at  1:19  PM 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhil@iaf.gov> 
Co:  Kara  Rogers  <krogers@iaf.gov> 


IAF-18-0224-A-000838 


Shayla,  I  reschedule  the  them  install  the  system  Monday  February  5,  2018. 


Please  notify  the  parking  garage  police  we  will  be  unloading  material  Monday  morning. 

Also,  let  the  tenants  know  below  lAF  that  we  will  be  hammer  drilling  6  holes. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deitver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


CAfilAl 
Gi  oup 


Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  11:18  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov> 

Subject:  Re:  Photos  attached 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  1 :28  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Kara  Rogers  <krogers@iaf.gov> 

Jonathan, 

I  will  inform  all  necessary  parties.  If  anything  changes  please  let  us  know. 


Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000839 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  26,  2018  at  5:24  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Kara, 

The  guys  finished  installing  the  pocket  door  and  seal.  They  will  be  back  on  Monday,  January  29th  to  clean  up 
and  remove  the  old  wooden  door. 

Also,  for  the  work  being  done  on  Monday,  February  5th  they  will  be  in  about  8am-  5pm. 

Thanks, 

Shayla 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Jan  29,  2018  at  10:38  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Hi  Jonathan, 

Please  confirm  when  you  expect  to  pick  up  the  old  door  today.  It  is  still  in  the  conference  room  and  will  need 
to  be  removed  today. 

Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


[Quoted  text  hidden] 


Mon,  Jan  29,  2018  at  10:41  AM 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Kara  Rogers  <krogers@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


IAF-18-0224-A-000840 


Good  morning  Kara, 


Yes,  we  are  still  picking  up  the  door  today.  Just  wrapping  up  several  meetings  I  had  schedule  this  morning. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  -proruLse. . .  We  deLLver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Monday,  January  29,  2018  10:38  AM 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 
Subject:  Re:  Photos  attached 


[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Jan  29,  2018  at  10:43  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Please  give  us  a  rough  estimate  of  time,  our  President/CEO  would  appreciate  it  so  she  can  schedule  her 
meetings  accordingly. 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


IAF-18-0224-A-000841 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  29,  2018  at  1:15  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Kara, 

Was  the  door  ever  picked  up?  I  told  him  he  needed  to  be  there  early  to  do  that,  he  mentioned  nothing  about 
having  meetings  today.  Unfortunately  he  is  starting  to  become  a  problem  and  unreliable. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Jan  29,  2018  at  1 :34  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Yes!  They  picked  it  up. 

On  Jan  29,  2018,  at  1:15  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


Kara, 

Was  the  door  ever  picked  up?  I  told  him  he  needed  to  be  there  early  to  do  that,  he  mentioned 
nothing  about  having  meetings  today.  Unfortunately  he  is  starting  to  become  a  problem  and 
unreliable. 


Thanks, 

Shayla 


On  Jan  29,  2018  5:44  PM,  "Kara  Rogers"  <krogers@iaf.gov>  wrote: 

Please  give  us  a  rough  estimate  of  time,  our  President/CEO  would  appreciate  it  so  she  can 
schedule  her  meetings  accordingly. 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


On  Mon,  Jan  29,  2018  at  10:41  AM,  Jonathan  Perez  <jperez@ccg- 


wdc.com>  wrote: 


Good  morning  Kara, 


Yes,  we  are  still  picking  up  the  door  today.  Just  wrapping  up  several  meetings  I  had 
schedule  this  morning. 


Thank  you. 


IAF-18-0224-A-000842 


Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deitver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

<innage001.jpg>  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 
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Assistant  Project  Manager 

Our  ori'Ly  -prorutse. . .  We  deliver ! 
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IAF-18-0224-A-000843 


[Quoted  text  hidden] 
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Assistant  Project  Manager 


Our  onLy  -pronALse. . .  We  deliver  1 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 
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From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  26,  2018  9:23  AM 


To:  Jonathan  Perez  <jperez@ccg-wdc.com> 
Subject:  Re:  Photos  attached 


Have  they  delivered  the  rest  of  the  glass  wall/door?  was  everything  correct?  Did 
he  provide  a  time  when  they  would  be  available  to  come  out  to  install? 


On  Fri,  Jan  26,  2018  at  9:17  AM,  Jonathan  Perez  <jperez@ccg-wdc.com> 
wrote: 

Yes,  he  is  on  his  way  back  now.  I  will  be  returning  at  little  after  noon  today. 
Need  to  contact  the  window  blind  company  and  vinyl  base  company. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


IAF-18-0224-A-000844 


Our  onLy  -proruLse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

<innage001.jpg> 

Fax:  202.626.3421 
http://www.ccg-wdc.com 

<image002.png>  <image003.png> 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  29,  2018  at  1 :35  PM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Good!  Thanks. 

[Quoted  text  hidden] 


IAF-18-0224-A-000845 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Pictures  of  the  office  door 

12  messages 

Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jun  12,  2017  at  9:55  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  afternoon  Jonathan, 

Please  find  attached  photos  for  the  door  that  we  would  like  repaired  as  well. 

Also,  my  schedule  is  pretty  open  next  week  for  a  visit  if  needed. 

Thanks, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


8  attachments 


20170612_092441.jpg 
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20170612_092452.jpg 

3044K 


IAF-18-0224-A-000846 


20170612_092501.jpg 

2853K 


20170612_092530.jpg 

960K 


20170612_092539.jpg 

1046K 


20170612_092613.jpg 

2008K 


20170612_092635.jpg 

2267K 


IAF-18-0224-A-000847 


jperez  <jperez@ccg-wdc.com>  Mon,  Jun  12,  2017  at  3:03  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  afternoon  Shayla, 

Are  you  available  Wednesday  June  21  at  12  pm? 

I  will  be  bringing  the  glass  wall  company  and  a  carpenter  to  review  the  damaged  door. 

Thank  you, 

Jonathan  Perez 


Sent  from  my  Verizon,  Samsung  Galaxy  smartphone 
[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jun  12,  2017  at  3:06  PM 

To:  jperez  <jperez@ccg-wdc.com> 

Good  afternoon  Jonathan, 

I  am  out  working  remotely  on  Wednesday  but  am  available  Thursday  and  Friday. 

-Shayla 

[Quoted  text  hidden] 


jperez  <jperez@ccg-wdc.com>  Mon,  Jun  12,  2017  at  3:10  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thursday  what  time? 


Sent  from  my  Verizon,  Samsung  Galaxy  smartphone 

- Original  message - 

From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  jperez  <jperez@ccg-wdc.com> 


Anytime  before  11am  or  after  2pm. 

[Quoted  text  hidden] 


jperez  <jperez@ccg-wdc.com>  Mon,  Jun  12,  2017  at  3:45  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Okay  2  pm  Thursday  June  22. 

Thank  you, 

Jonathan  Perez 


Sent  from  my  Verizon,  Samsung  Galaxy  smartphone 

- Original  message - 

From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jun  12,  2017  at  3:46  PM 

To:  jperez  <jperez@ccg-wdc.com> 

ok 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jun  13,  2017  at  9:15  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Good  morning  Shayla, 

Just  got  confirmation  that  the  glass  wall  system  sub  are  available  Friday 
June  16  at  9  am.  Please  let  me  know  if  that  works  for  you. 

Thank  you, 

Jonathan  Perez 
Assistant  Project  Manager 
CAPITAL  Construction  Group,  LLC 
Office:  202.526.3420 
Cell:  202.407.3692 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jun  13,  2017  at  9:18  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan-  yes  I  am  available  that  day  and  time. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000849 


©1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jun  13,  2017  at  9:23  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thank  you,  see  you  next  Friday. 

CCG  -  Jonathan  Perez 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jun  13,  2017  at  9:30  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan-  If  they  still  have  availability  for  tomorrow  I  will  be  wiling  to  come  in.  It  would  be  great  if  we  can  get 
them  in  this  week. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jun  13,  2017  at  2:26  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  afternoon  Shayla, 


Just  heard  back  from  glass  wall  system  sub  that  they  are  booked  for  the  rest  of  the  week  and  earliest  they 
can  make  it  is  Monday  June  19  at  3  PM.  Please  confirm  if  that  date  works. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


IAF-18-0224-A-000850 


Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.conn 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  June  13,  2017  9:18  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


IAF-18-0224-A-000851 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


President's  Office  Construction  and  Invoices  --  FOR  PAYPAL  PAYMENT 

2  messages 


Chris  Wood  <cwood@iaf.gov>  Mon,  Jan  29,  2018  at  11:42  AM 

To:  Kara  Rogers  <krogers@iaf.gov> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Kara, 

When  you  get  a  chance,  can  you  process  payment  for  the  attached  invoice  thru  PayPal?  Email  address 
carol@edd.biz.  See  below.  Shayla  has  already  given  concurrence.  The  accounting,  should  you  need  it,  is: 

FY:  2018 

Fund:  IAF3100DA1819XX 
Internal  Org:  IAF2500000000 
BOC:  320202 

Let  me  know  if  you  need  anything  further  to  process. 

Best, 


Chris  Wood 

Senior  Finance/Budget  Officer 

202.803.6098 

www.iafgov 


- Forwarded  message - 

From:  Lisa  Layman  <Lisa@eighthday.com> 

Date:  Fri,  Jan  26,  2018  at  12:14  PM 

Subject:  RE:  President's  Office  Construction  and  Invoices 

To:  Chris  Wood  <cwood@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Carol  Muszynski  <carol@eighthday.com> 


Chris, 


Attached  is  EDO’s  invoice.  My  accounting  has  actually  advised  that  we  will  need  this  to  come  through 
PayPal.  We  will  take  a  loss  on  the  PayPal  fee.  Attached  is  the  invoice  in  the  amount  of  $3,494.00. 


Please  use  the  email  address  carol@edd.biz  to  pay  through  PayPal. 


Thank  you. 


IAF-18-0224-A-000852 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/403-8730  /Mobile 


703/712-8313 /Direct 


703/562-3637  /Fax 


www.edd.biz 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Thursday,  January  25,  2018 
5:21  PM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Chris  Wood  <cwood@iaf.gov> 


Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


Once  the  invoice  is  update  with  the  total  cost  please  send  to  my  colleague  Chris  Wood,  copied  on  this  email 
so  that  he  can  work  on  processing  the  payment. 


Chris,  this  work  has  been  completed  and  I  approve  the  amount  on  the  invoice  of  $3494.00. 


Thanks, 


Shayla 


On  Wed,  Jan  24,  2018  at  11:14  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


Lisa, 


I  have  received  the  invoice.  We  will  be  approving  the  payment  via  electronic  transfer.  Can  you  please 
resubmit  the  invoice  without  the  paypal  total  as  we  will  not  be  using  that  payment  method. 


Thanks, 


Shayla 


IAF-18-0224-A-000853 


On  Tue,  Jan  23,  2018  at  3:15  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 


Shayla, 


Attached  is  our  draft  invoice  for  your  review.  I  checked  about  PayPal  and  we  can  accept  payment  that 
way,  but  it  adds  3%  to  the  bill.  See  attached.  Let  me  know  if  you  want  to  have  a  call  to  review  this. 


Thanks, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Lisa  Layman 

Sent:  Friday,  January  19,  2018 
11:43  AM 

703/403-8730  /Mobile 

To:  'Shayla  Summerhill' 
<ssummerhill@iaf.gov>;  Vivian 
Redler 

703/562-3637  /Fox 

www.edd.biz 

<vredler@bluemoonmep.com> 
Cc:  Lesley  Duncan 

<lduncan@iaf.gov> 

Subject:  RE:  President's  Office  Construction  and  Invoices 


Thank  you,  Shayla.  We  are  registered  in  SAM  and  I  know  we  can  accept  electronic  bank  transfers. 
What  do  we  need  to  do  to  pursue  that  option? 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 
Construction  and  Invoices 


7653  Leesburg  Pike 
Falls  Church,  VA  22043 

www.edd.biz 


From:  Shayla  Summerhill 

[mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  January  19,  2018 

10:47  AM 

To:  Lisa  Layman 

<Lisa@eighthday.com>;  Vivian 

Redler 

<vredler@bluemoonmep.com> 
Cc:  Lesley  Duncan 
<lduncan@iaf.gov> 


I 


Hi  Lisa, 


iVe  iooked  into  our  check  process  and  unfortunateiy,  that  wiii  not  be  an  option  as  it  has  a  iower  doiiar 
amount  than  using  the  credit  card,  if  paying  by  credit  card  is  not  an  option  the  oniy  other  option  we 
wouid  have  is  PayPai  or  to  request  that  the  company  register  as  a  government  vendor,  inciuding  SAM 
registration,  and  we  can  do  an  eiectronic  bank  transfer. 


i  inciuded  Vivian  from  Biue  Moon  on  this  emaii  as  weii  to  confirm  there  payment  method  for  their 
services. 


Best, 

Shayia 


On  Wed,  Jan  17,  2018  at  8:53  AM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

We  usuaiiy  are  paid  by  the  owner  and  not  the  government  directiy.  Perhaps  you  couid  pay  Janet 
Stein  and  then  they  couid  pay  our  invoice?  i  knew  you  had  the  spending  iimit,  but  i  was  not  aware 
you  intended  to  pay  with  credit  card. 


LisaLayman,  hda,  leed®apid+c 


Principal 

703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 

Falls  Church,  VA  22043 

www.edd.biz 


From:  Shayia  Summerhill 
[mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January 
17,  2018  8:04  AM 


To:  Lisa  Layman 
<Lisa@eighthday.com> 
Subject:  Re:  President's 
Office  Construction  and 
Invoices 


Hi  Lisa, 


I  will  check  with  my  supervisor.  We  were  planning  to  pay  with  a  credit  card  which  is  why  we  asked 
both  companies  to  submit  separate  invoices  and  to  keep  the  cost  under  $3500  each.  We  don't  usually 
use  checks  as  it  is  an  additional  cost  to  our  agency. 


IAF-18-0224-A-000855 


Is  there  another  form  of  payment  that  has  been  used  by  other  government  agencies  within  the 
building? 

Thanks, 

Shayla 

On  Tue,  Jan  16,  2018  at  7:12  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

Hi  Shayla, 


We  are  not  set  up  to  take  credit  cards.  Can  you  cut  a  check?  The  invoice  from  Blue  Moon  will 
come  to  you  separately.  I  will  get  HDD’s  invoice  together  and  send  it  to  you  soon  with  the 
information  that  you  have  noted. 


Thank  you. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD)  From:  Shayla  Summerhill 


7653  Leesburg  Pike 


703/712-8313 /Direct 


Falls  Church,  VA  22043 


703/403-8730  /Mobile 


703/562-3637  /Fax 


www.edd.biz 


[mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  January  16,  2018  2:29  PM 
To:  Lisa  Layman  <Lisa@eighthday.com> 

Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


No  we  have  not  completed  with  this  project.  You  can  go  ahead  and  email  the  invoice  to  me.  We  do 

not  have  a  PO  for  this  job  since  we  are  paying  with  a  credit  card.  If  there  is  a  specific  form  used  for 

that  method  of  payment  please  send  that  over  as  well.  As  for  the  invoice,  we  just  need  a  summary 

of  the  work  completed,  price  breakdown,  total  amount,  etc.  nn  a 

lAF-l  o-0zz'4-A-000o5b 


j 


I  have  attached  the  signed  proposal  as  well.  Also,  I  have  not  received  anything  from  Blue  Moon 
(proposal,  estimate,  invoice,  etc.).  Is  that  still  coming  separately? 

Thanks, 

Shayla 

On  Mon,  Jan  15,  2018  at  4:44  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

Hi  Shayla, 


I  wanted  to  touch  base  and  see  if  the  construction  project  is  complete.  We  are  currently  in  our 
billing  cycle  and  since  our  scope  was  to  provide  the  drawings,  I  think  we  have  completed  all  of 
our  tasks.  I  am  ready  to  send  over  our  invoice  and  I  was  going  to  send  it  by  email  to  your 
attention.  I  never  received  a  Purchase  Order  so  I’m  not  sure  if  there  is  a  PO  number  to 
reference  on  the  invoice.  Please  let  me  know  what  needs  to  be  included  on  the  invoice  so  it  can 
be  processed.  Also,  can  you  send  a  copy  of  the  signed  contract  for  our  files.  I  don’t  see  that  I 
ever  received  our  proposal  signed. 


Thank  you. 


LisaLayman,  iida,leed®apid+c 
Principal 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 


703/71 2-831 3  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax  www.edd.biz 


IAF-18-0224-A-000857 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Inter-American  F_17053_lnter-American  Fo_2017366_01-26-2018.pdf 

50K 


Kara  Rogers  <krogers@iaf.gov>  Mon,  Jan  29,  2018  at  11:53  AM 

To:  Chris  Wood  <cwood@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Will  do!  Since  it  will  be  processed  on  my  purchase  card.  I'll  have  LD  sign  off  on  the  purchase  card  form 
tomorrow. 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.683.7182 


hidden] 


IAF-18-0224-A-000858 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


President's  Office  Construction  and  Invoices  --  PLEASE  REMOVE  PP  FROM 
EDO  INVOICE 

2  messages 


Chris  Wood  <cwood@iaf.gov>  Wed,  Jan  24,  2018  at  10:55  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Thanks  Shayla.  Couple  quick  follow  ups. 

(1)  On  the  attached  HDD  invoice,  please  have  them  resubmit  without  the  PayPal  service  fee  as  we  are  not 
using  PP. 

(2  When  you  send  me  the  HDD  invoice,  please  confirm  that  the  work  is  complete  and  that  you  approve  the 
amount  of  the  invoice.  I'll  then  prepare  the  invoice  approval  form  and  send  it  back  to  you  (with  your  signature) 
for  approval,  before  sending  to  BPS  to  request  payment.  Will  that  work? 

(3)  Is  there  a  2nd  invoice?  Or  just  the  EDD  one? 

Reach  out  with  questions.  Will  be  offline  most  of  the  day  (recovering  from  a  rough  day  yesterday),  but  back 
online  tonight  to  check  things. 

Best, 

Chris 


Chris  Wood 

Senior  Finance/Budget  Officer 

202.803.6098 

www.iafgov 


- Forwarded  message - 

From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Date:  Tue,  Jan  23,  2018  at  3:23  PM 

Subject:  Fwd:  President's  Office  Construction  and  Invoices 

To:  Chris  Wood  <cwood@iaf.gov> 


Hey  Chris, 

Per  Lesley's  message  what  do  we  need  to  do  to  make  this  company  a  vendor  so  they  can  be  paid  through 
electronic  transfer? 

Thanks, 

Shayla 


- Forwarded  message - 

From:  Lisa  Layman  <Lisa@eighthday.com> 

Date:  Tue,  Jan  23,  2018  at  3:15  PM 

Subject:  RE:  President's  Office  Construction  and  Invoices  IAF-18-0224-A-000859 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Cc;  Lesley  Duncan  <lduncan@iaf.gov> 


Shayla, 


Attached  is  our  draft  invoice  for  your  review.  I  checked  about  PayPal  and  we  can  accept  payment  that  way, 
but  it  adds  3%  to  the  bill.  See  attached.  Let  me  know  if  you  want  to  have  a  call  to  review  this. 


Thanks, 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Lisa  Layman 

Sent:  Friday,  January  19,  2018  11:43 

703/403-8730  /Mobile 

AM 

To:  'Shayla  Summerhill' 
<ssummerhill@iaf.gov>;  Vivian  Redler 

703/562-3637  /Fax 

www.edd.biz 

<vredler@bluemoonmep.com> 

Cc:  Lesley  Duncan 

<lduncan@iaf.gov> 

Subject:  RE:  President's  Office  Construction  and  Invoices 


Thank  you,  Shayla.  We  are  registered  in  SAM  and  I  know  we  can  accept  electronic  bank  transfers.  What  do 
we  need  to  do  to  pursue  that  option? 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


703/712-8313 /Direct 

703/403-8730  /Mobile 


7653  Leesburg  Pike 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  January  19,  2018  10:47 
AM 

To:  Lisa  Layman 

<Lisa@eigHt'kileld^4i224^i/ViiMJ986l9edler 

<vredler@bluemoonmep.com> 


703/562-3637  /Fax 


www.edd.biz 


Cc:  Lesley  Duncan 
<lduncan@iaf.gov> 

Subject:  Re;  President's  Office 


Construction  and  Invoices 


Hi  Lisa, 


I've  looked  into  our  check  process  and  unfortunately,  that  will  not  be  an  option  as  it  has  a  lower  dollar  amount 
than  using  the  credit  card.  If  paying  by  credit  card  is  not  an  option  the  only  other  option  we  would  have  is 
PayPal  or  to  request  that  the  company  register  as  a  government  vendor,  including  SAM  registration,  and  we 
can  do  an  electronic  bank  transfer. 


I  included  Vivian  from  Blue  Moon  on  this  email  as  well  to  confirm  there  payment  method  for  their  services. 


Best, 

Shayla 


On  Wed,  Jan  17,  2018  at  8:53  AM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

We  usually  are  paid  by  the  owner  and  not  the  government  directly.  Perhaps  you  could  pay  Janet  Stein  and 
then  they  could  pay  our  invoice?  I  knew  you  had  the  spending  limit,  but  I  was  not  aware  you  intended  to 
pay  with  credit  card. 


LisoLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


703/712-8313 /Direct 


7653  Leesburg  Pike 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January  17, 
2018  8:04  AM 


703/403-8730  /Mobile 

703/562-3637  /Fax 


www.edd.biz 


To:  Lisa  Layman 
<Lisa@eighthday.com> 
Subject:  Re;  President's  Office 
Construction  and  Invoices 


Hi  Lisa, 


IAF-18-0224-A-000861 


I  will  check  with  my  supervisor.  We  were  planning  to  pay  with  a  credit  card  which  is  why  we  asked  both 
companies  to  submit  separate  invoices  and  to  keep  the  cost  under  $3500  each.  We  don't  usually  use 
checks  as  it  is  an  additional  cost  to  our  agency. 


Is  there  another  form  of  payment  that  has  been  used  by  other  government  agencies  within  the  building? 


Thanks, 

Shayla 


On  Tue,  Jan  16,  2018  at  7:12  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 
Hi  Shayla, 


We  are  not  set  up  to  take  credit  cards.  Can  you  cut  a  check?  The  invoice  from  Blue  Moon  will  come  to 
you  separately.  I  will  get  EDO’s  invoice  together  and  send  it  to  you  soon  with  the  information  that  you 
have  noted. 


Thank  you. 


LisaLayman,  iida,leed®apid+c 


Principal 


703/712-8313 /Direct 

703/403-8730  /Mobile 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


Falls  Church,  VA  22043 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  January  16, 
2018  2:29  PM 
To:  Lisa  Layman 
<Lisa@eighthday.com> 
Subject:  Re:  President's  Office 
Construction  and  Invoices 


703/562-3637  /Fax 


www.edd.biz 


Hi  Lisa, 


No  we  have  not  completed  with  this  project.  You  can  go  ahead  and  email  the  invoice  to  me.  We  do  not 
have  a  PO  for  this  job  since  we  are  paying  with  a  credit  card.  If  there  is  a  specific  form  used  for  that 
method  of  payment  please  send  that  over  as  well.  As  for  the  invoice,  we  just  need  a  summary  of  the 
work  completed,  price  breakdown,  total  amount,  etc. 


1  have  attached  the  signed  proposal  as  well.  Also,  I  have  not  received  anythin^0t6-Ba^-M<fl£l®862 
(proposal,  estimate,  invoice,  etc.).  Is  that  still  coming  seperately? 


Thanks, 

Shayla 


On  Mon,  Jan  15,  2018  at  4:44  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

Hi  Shayla, 

I  wanted  to  touch  base  and  see  if  the  construction  project  is  complete.  We  are  currently  in  our  billing 
cycle  and  since  our  scope  was  to  provide  the  drawings,  I  think  we  have  completed  all  of  our  tasks.  I 
am  ready  to  send  over  our  invoice  and  I  was  going  to  send  it  by  email  to  your  attention.  I  never 
received  a  Purchase  Order  so  I’m  not  sure  if  there  is  a  PO  number  to  reference  on  the  invoice. 
Please  let  me  know  what  needs  to  be  included  on  the  invoice  so  it  can  be  processed.  Also,  can  you 
send  a  copy  of  the  signed  contract  for  our  files.  I  don’t  see  that  I  ever  received  our  proposal  signed. 

Thank  you, 

LisaLayman,  hda,  leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax 

www.edd.biz 

Shayla  Summerhill 

K  Management  Analyst,  Inter-American  Foundation 
ja  1331  Pennsylvania  Ave  NW,  Suite  1200  North 
»  Washington  DC  20004 
^  202.688.3050 


IAF-18-0224-A-000863 


lnter-American_17053_lnter-American_  Approved  _01-23-2018.pdf 

58K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  11:12  AM 

To:  Chris  Wood  <cwood@iaf.gov> 

Hey  Chris- 

On  Wed,  Jan  24,  2018  at  10:55  AM,  Chris  Wood  <cwood@iaf.gov>  wrote: 

Thanks  Shayla.  Couple  quick  follow  ups. 

(1)  On  the  attached  EDD  invoice,  please  have  them  resubmit  without  the  PayPal  service  fee  as  we  are  not 
using  PP.  Ill  submit  the  request  for  them  to  remove  that  information. 

(2  When  you  send  me  the  EDD  invoice,  please  confirm  that  the  work  is  complete  and  that  you  approve  the 
amount  of  the  invoice.  I'll  then  prepare  the  invoice  approval  form  and  send  it  back  to  you  (with  your 
signature)  for  approval,  before  sending  to  BPS  to  request  payment.  Will  that  work? 

(3)  Is  there  a  2nd  invoice?  Or  just  the  EDD  one?  I  am  expecting  an  invoice  from  another  company  that  they 
work  with  but  have  yet  to  hear  back  from  them  or  receive  anything. 

[Quoted  text  hidden] 

[Quoted  text  hidden] 

[Quoted  text  hidden] 


IAF-18-0224-A-000864 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


President's  Office  Construction  and  Invoices 

2  messages 


Chris  Wood  <cwood@iaf.gov>  Fri,  Feb  2,  2018  at  1:32  PM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Carol  Muszynski  <carol@eighthday.com> 

Thanks  Lisa.  Appreciate  the  email.  The  invoice  was  paid  via  PayPal  payment  on  Tuesday  as  requested.  Let 
us  know  if  you  need  anything  further. 

Happy  Friday! 

Best, 


Chris  Wood 

Senior  Finance/Budget  Officer 

202.803.6098 

www.iafgov 


On  Fri,  Jan  26,  2018  at  12:14  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 
Chris, 


Attached  is  EDO’s  invoice.  My  accounting  has  actually  advised  that  we  will  need  this  to  come  through 
PayPal.  We  will  take  a  loss  on  the  PayPal  fee.  Attached  is  the  invoice  in  the  amount  of  $3,494.00. 


Please  use  the  email  address  carol@edd.biz  to  pay  through  PayPal. 


Thank  you. 


LisoLayman,  hda,  leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


703/712-8313 /Direct 


7653  Leesburg  Pike 


Falls  Church,  VA  22043 


From: 

[mailto:ssummerhill@iaf.gov] 


703/403-8730  /Mobile 

703/562-3637  /Fax 


www.edd.biz 


Sent:  Thursday,  January  25,  2018 
5:21  PM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Chris  Wood  <cwood@iaf.gov> 


Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


Once  the  invoice  is  update  with  the  total  cost  please  send  to  my  colleague  Chris  Wood,  copied  on  this 
email  so  that  he  can  work  on  processing  the  payment. 


Chris,  this  work  has  been  completed  and  I  approve  the  amount  on  the  invoice  of  $3494.00. 


Thanks, 

Shayla 


On  Wed,  Jan  24,  2018  at  11:14  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Lisa, 


I  have  received  the  invoice.  We  will  be  approving  the  payment  via  electronic  transfer.  Can  you  please 
resubmit  the  invoice  without  the  paypal  total  as  we  will  not  be  using  that  payment  method. 


Thanks, 

Shayla 


On  Tue,  Jan  23,  2018  at  3:15  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

Shayla, 

Attached  is  our  draft  invoice  for  your  review.  I  checked  about  PayPal  and  we  can  accept  payment  that 
way,  but  it  adds  3%  to  the  bill.  See  attached.  Let  me  know  if  you  want  to  have  a  call  to  review  this. 


Thanks, 


IAF-18-0224-A-000866 


LisaLayman,  iida,leed®apid+c 


Principal 

Eighth  Day  Design  (EDD) 

7653  Leesburg  Pike 

703/712-8313 /Direct 

Falls  Church,  VA  22043 

From:  Lisa  Layman 

Sent:  Friday,  January  19, 

703/403-8730  /Mobile 

2018  11:43  AM 

To:  'Shayla  Summerhill' 
<ssummerhill@iaf.gov>; 

703/562-3637  /Fax 

www.edd.biz 

Vivian  Redler 

<vredler@bluemoonmep.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Subject:  RE:  President's  Office  Construction  and  Invoices 


Thank  you,  Shayla.  We  are  registered  in  SAM  and  I  know  we  can  accept  electronic  bank  transfers. 
What  do  we  need  to  do  to  pursue  that  option? 


LisaLayman,  iida,leed®apid+c 


Principal 

703/712-8313 /Direct 

703/403-8730  /Mobile 

703/562-3637  /Fax 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 

Falls  Church,  VA  22043 

www.edd.biz 


From:  Shayla  Summerhill 
[mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  19, 
2018  10:47  AM 
To:  Lisa  Layman 
<Lisa@eighthday.com>; 
Vivian  Redler 


<vredler@bluemoonmep.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


I've  looked  into  our  check  process  and  unfortunately,  that  will  not  be  an  option  as  it  has  a  lower  dollar 
amount  than  using  the  credit  card.  If  paying  by  credit  card  is  not  an  option  the  only  other  option  we 
would  have  is  PayPal  or  to  request  that  the  company  register  as  a  government  vendor,  including  SAM 
registration,  and  we  can  do  an  electronic  bank  transfer.  IAF-18-0224-A-000867 


I  included  Vivian  from  Blue  Moon  on  this  email  as  well  to  confirm  there  payment  method  for  their 
services. 


Best, 

Shayla 


On  Wed,  Jan  17,  2018  at  8:53  AM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 

We  usually  are  paid  by  the  owner  and  not  the  government  directly.  Perhaps  you  could  pay  Janet 
Stein  and  then  they  could  pay  our  invoice?  I  knew  you  had  the  spending  limit,  but  I  was  not  aware 
you  intended  to  pay  with  credit  card. 


LisoLayman,  iida,leed®apid+c 
Principal 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 


703/712-8313  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax  www.edd.biz 

[mailto:ssummerhill@iaf.gov] 

Sent:  Wednesday,  January  17,  2018  8:04  AM 

To:  Lisa  Layman  <Lisa@eighthday.com> 

Subject:  Re:  President's  Office  Construction  and  Invoices 


From:  Shayla  Summerhill 


Hi  Lisa, 


I  will  check  with  my  supervisor.  We  were  planning  to  pay  with  a  credit  card  which  is  why  we  asked 
both  companies  to  submit  separate  invoices  and  to  keep  the  cost  under  $3500  each.  We  don't 
usually  use  checks  as  it  is  an  additional  cost  to  our  agency. 


Is  there  another  form  of  payment  that  has  been  used  by  other  government  agencies  within  the 

IAF-18-0224-A-000868 


Thanks, 

Shayla 


On  Tue,  Jan  16,  2018  at  7:12  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 
Hi  Shayla, 


We  are  not  set  up  to  take  credit  cards.  Can  you  cut  a  check?  The  invoice  from  Blue  Moon  will 
come  to  you  separately.  I  will  get  EDO’s  invoice  together  and  send  it  to  you  soon  with  the 
information  that  you  have  noted. 


Thank  you. 


LisoLayman,  iida,leed®apid+c 


From:  Shayla 
Summerhill 

703/712-831 3  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/562-3637  /Fax 


www.edd.biz 


[mailto:ssummerhill@iaf.gov] 

Sent:  Tuesday,  January  16,  2018  2:29  PM 
To:  Lisa  Layman  <Lisa@eighthday.com> 

Subject:  Re:  President's  Office  Construction  and  Invoices 


Hi  Lisa, 


No  we  have  not  completed  with  this  project.  You  can  go  ahead  and  email  the  invoice  to  me.  We 
do  not  have  a  PO  for  this  job  since  we  are  paying  with  a  credit  card.  If  there  is  a  specific  form 
used  for  that  method  of  payment  please  send  that  over  as  well.  As  for  the  invoice,  we  just  need 
a  summary  of  the  work  completed,  price  breakdown,  total  amount,  etc. 


I  have  attached  the  signed  proposal  as  well.  Also,  I  have  not  received  anything  from  Blue  Moon 
(proposal,  estimate,  invoice,  etc.).  Is  that  still  coming  separately?  iaf-18-0224-A-000869 


Thanks, 

Shayla 


On  Mon,  Jan  15,  2018  at  4:44  PM,  Lisa  Layman  <Lisa@eighthday.com>  wrote: 
Hi  Shayla, 


I  wanted  to  touch  base  and  see  if  the  construction  project  is  complete.  We  are  currently  in  our 
billing  cycle  and  since  our  scope  was  to  provide  the  drawings,  I  think  we  have  completed  all  of 
our  tasks.  I  am  ready  to  send  over  our  invoice  and  I  was  going  to  send  it  by  email  to  your 
attention.  I  never  received  a  Purchase  Order  so  I’m  not  sure  if  there  is  a  PO  number  to 
reference  on  the  invoice.  Please  let  me  know  what  needs  to  be  included  on  the  invoice  so  it 
can  be  processed.  Also,  can  you  send  a  copy  of  the  signed  contract  for  our  files.  I  don’t  see 
that  I  ever  received  our  proposal  signed. 


Thank  you. 


LisoLayman,  iida,leed®apid+c 
Principal 


Eighth  Day  Design  (EDD) 
7653  Leesburg  Pike 


703/712-831 3  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax  www.edd.biz 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000870 


©1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Lisa  Layman  <Lisa@eighthday.com>  Fri,  Feb  2,  2018  at  1:54  PM 

To:  Chris  Wood  <cwood@iaf.gov> 

Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Carol  Muszynski  <carol@eighthday.com> 


Yes.  We  received  payment.  Thank  you  very  much. 


LisaLayman,  iida,leed®apid+c 


Principal 


Eighth  Day  Design  (EDD) 


7653  Leesburg  Pike 


703/712-8313  /Direct  Falls  Church,  VA  22043 

703/403-8730  /Mobile 

703/562-3637  /Fax  www.edd.biz 

Subject:  President's  Office  Construction  and  Invoices 


From:  Chris  Wood 
[mailto:cwood@iaf.gov] 

Sent:  Friday,  February  02,  2018  1:32 
PM 

To:  Lisa  Layman 
<Lisa@eighthday.com> 

Cc:  Shayla  Summerhill 
<ssummerhill@iaf.gov>;  Carol 
Muszynski  <carol@eighthday.com> 


[Quoted  text  hidden] 


IAF-18-0224-A-000871 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Project  Follow-Up 

10  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Dec  11 , 2017  at  3:03  PM 

To:  Janet  Stein  <jstein@quad1.com>,  Vivian  Redler  <vredler@bluemoonmep.com>,  Lisa  Layman 
<Lisa@eighthday.com> 

Good  afternoon  everyone, 

I  just  finished  a  meeting  with  the  contractor  and  his  team  to  discuss  the  finals  plans  and  additions.  They 
brought  to  my  attention  that  on  the  plan  to  relocate  the  fire  strobe  it  states  that  the  work  is  required  to  be  done 
by  the  building  management  fire  tech. 

I  would  like  to  confirm  that  the  work  can  actually  be  done  by  the  certified  tech  that  we  have  on  contract.  He 
will  then  coordinate  with  the  appropriate  individuals. 

Thank  you, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Janet  Stein  <jstein@quad1  .com>  Mon,  Dec  11 , 2017  at  7:22  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Vivian  Redler  <vredler@bluemoonmep.com>,  Lisa  Layman 
<Lisa@eighthday.com> 


We'll  need  to  have  our  building  engineer  weigh  in  on  this.  The  building  rules  and  regulations  for 
Contractors  do  require  that  any  vendor  who  is  touching  the  building's  fire  panel  be  the  building's 
authorized  vendor,  Adcock  Systems. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  December  11,  2017  3:03  PM 
To:  Janet  Stein;  Vivian  Redler;  Lisa  Layman 
Subject:  Project  Follow-Up 


Good  afternoon  everyone. 


I  just  finished  a  meeting  with  the  contractor  and  his  team  to  discuss  the  finals  plans  and  additions.  They 


brought  to  my  attention  that  on  the  plan  to  relocate  the  fire  strobe  it  states  that  the  work  is  re 
by  the  building  management  fire  tech.  lAF-IS-r* 


uired  to  be  done 
■-A-000872 


I  would  like  to  confirm  that  the  work  can  actually  be  done  by  the  certified  tech  that  we  have  on  contract.  He 
will  then  coordinate  with  the  appropriate  individuals. 


Thank  you, 
Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD000.jpg 

IK 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Dec  12,  2017  at  9:34  AM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Vivian  Redler  <vredler@bluemoonmep.com>,  Lisa  Layman  <Lisa@eighthday.com> 

Janet, 

If  that  is  the  case  will  they  be  available  next  week  as  we  are  hoping  to  get  this  project  started  as  early  as 
possible  next  week. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Janet  Stein  <jstein@quad1  .com>  Tue,  Dec  12,  2017  at  9:38  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Vivian  Redler  <vredler@bluemoonmep.com>,  Lisa  Layman  <Lisa@eighthday.com> 


We  can  provide  your  contractor  with  their  number  for  coordination  and  scheduli^ 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  December  12,  2017  9:35  AM 
To:  Janet  Stein 

Cc:  Vivian  Redler;  Lisa  Layman 
Subject:  Re:  Project  Follow-Up 

[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Dec  15,  2017  at  9:49  AM 

To:  Janet  Stein  <jstein@quad1.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Good  afternoon  Janet, 

I  spoke  with  Adcock  and  they  quoted  a  total  for  this  work  would  be  $267,  an  additional  unplanned  cost  to  our 
budget.  As  we  are  planning  to  start  the  project  next  week,  Wednesday,  December  20th  and  given  all  of  the 
information  that  was  provided  by  EDD/BM  are  there  any  other  requirements  by  the  management  office  that 
could  lead  to  additional  charges  for  this  project? 

Also,  per  my  previous  email  regarding  start  time  and  given  the  changes  to  the  loading  dock  procedures,  we 
would  like  to  get  on  the  schedule  for  the  loading  dock  starting  next  week,  Wednesday  December  20th. 

Thank  you, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Janet  Stein  <jstein@quad1.com>  Fri,  Dec  15,  2017  at  11:25  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov> 

Hi  SHAYLA 

When  Karen  Smith  initially  spoke  with  you  regarding  construction  projects  it  is  my  understanding  that  she 
provided  you  with  the  requirements  for  construction  including  the  building  rules  and  regs  and  requirements  for 
certificates  of  insurance.  Contained  within  the  documents  is  the  requirement  for  any  tenant  to  use  the 
building@s  fire  alarm  vendor  for  the  tie  in  to  the  fire  panel. 

At  this  point,  the  Landlord  does  not  anticipate  other  requirements  and  we  are  certainly  hopeful  that 
construction  proceeds  as  planned.  IAF-18-0224-A-000874 


Thank  you. 


Sent  from  my  iPhone 

[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Dec  15,  2017  at  12:09  PM 

To:  Janet  Stein  <jstein@quad1.com>,  Karen  Smith  <ksmith@quad1.com> 

Co:  Lesley  Duncan  <lduncan@iaf.gov>,  Gloria  Miller  <gmille@quad1.com> 

Hi  Janet, 

I  received  the  COI  sample  and  provided  with  how  to  complete  that  form  properly  but  do  not  have  any 
information  regarding  construction  rules  and  regulations.  It  would  be  great  to  have  a  hard  copy  of  that 
information  for  any  future  construction  projects. 

The  COI  for  our  current  project  was  submitted  on  October  5,  2017. 1  have  attached  it  again  for  your 
convenience. 

Best, 

Shayla 

[Quoted  text  hidden] 
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Karen  Smith  <ksmith@quad1.com>  Fri,  Dec  15,  2017  at  1:02  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 

Co:  Lesley  Duncan  <lduncan@iaf.gov>,  Gloria  Miller  <gmille@quad1.com> 


Greetings  Shayla, 


Please  review  the  attached  Building  Rules  and  Regulations  as  well  as  the  rules  for  contractors. 

IAF-18-0224-A-000875 


I  will  review  your  contractors  COI  again  and  follow-up  with  you  shortly. 


Sincerely, 

Karen  Smith 

Assistant  Property  Manager 
QDC  Property  Management,  Inc. 
Desk  :  202-662-1206 
Cell:  202-631-0134 
Email:Ksmith@quad1  .com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  December  15,  2017  12:10  PM 

To:  Janet  Stein;  Karen  Smith 

Cc:  Lesley  Duncan;  Gloria  Miller 

Subject:  Re:  Project  Follow-Up 

[Quoted  text  hidden] 


Building  Rules  and  Regulations.pdf 

153K 


Karen  Smith  <ksmith@quad1.com>  Fri,  Dec  15,  2017  at  1:02  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Janet  Stein  <jstein@quad1.com> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Gloria  Miller  <gmille@quad1.com> 


Sincerely, 

Karen  Smith 

Assistant  Property  Manager 
QDC  Property  Management,  Inc. 

Desk  :  202-662-1206 
Cell:  202-631-0134 
Email:Ksmith@quad1  .com 

IAF-18-0224-A-000876 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Quote  Request 

25  messages 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Good  morning  Mark, 

I  would  like  to  request  a  quote  for  the  following  furniture  items- 
Chairs  (8)-  Linq,  Sola,  Lucid  (solid  back),  or  Body  in  black  or  red. 
Table  (1 )-  Apex  or  Tune  that  seats  8  people 


Fri,Aug  25,  2017  at  4:07  PM 


Thank  you, 
Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Mark  Elledge  <mark@designproductsinc.com>  Fri,  Aug  25,  2017  at  4:36  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hey  Shayla! 

I  just  wanted  to  confirm  that  you  are  authorized  to  purchase  off  of  GSA  Schedule.  Also,  is  there  a  dealer  that 
you  usually  work  with?  We  will  need  them  to  process  the  order  and  handle  delivery  and  installation. 

Thanks, 

Mark 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


IAF-18-0224-A-000877 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Aug  25,  2017  at  4:46  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Hi  Mark, 

Yes,  it  is  actually  required  that  we  purchase  off  of  the  GSA  schedule  as  a  government  agency.  No,  not 
working  with  anyone  in  particular. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Mon,  Aug  28,  2017  at  9:19  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Ok  great!  I'll  get  a  dealer  involved,  but  for  now.  I'll  work  on  the  product  pricing  with  you.  I  have  several 
questions: 

1 . )  Linq  chair  -  knit  back  or  upholstered?  Knit  seat  or  upholstered?  If  upholstered,  what  grade  fabric? 

Polished  frame  or  powder  coated? 

2. )  Sola  -  mid  back  or  high  back?  Veneer  back  panel  or  fully  upholstered?  What  grade  fabric? 

3. )  Lucid  -  mid,  high,  or  ultra  high  back? 

4. )  Body  -  mid  back  ,  high  back,  or  high  back  with  headrest?  Inlay  arm  or  overlay  arm?  Grade  fabric? 

5. )  Conference  tables  -  was  there  a  shape  you  had  in  mind  or  are  you  open  to  suggestions?  If  I  recall 
correctly,  the  room  is  more  suited  to  a  large  square  or  circle  table  than  a  rectangular  one. 

Thanks  Shayla! 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Aug  28,  2017  at  3:17  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

IAF-18-0224-A-000878 

Hi  Mark-  please  see  my  responses  below. 


Thanks, 

Shayla 

On  Mon,  Aug  28,  2017  at  9:19  AM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Ok  great!  I’ll  get  a  dealer  involved,  but  for  now,  I’ll  work  on  the  product  pricing  with  you.  I  have  several 
questions: 

1. )  Ling  chair  -  knit  back  or  upholstered?  Knit  seat  or  upholstered?  If  upholstered,  what  grade  fabric? 
Polished  frame  or  powder  coated?  Fully  upholstered,  charcoal  color,  black  arm  cap  and  caster,  aluminum 
meal  finish 

2. )  Sola  -  mid  back  or  high  back?  High  Back  Veneer  back  panel  or  fully  upholstered?  Fully  upholstered 
What  grade  fabric?  leather  and  plastic  arm  caps 

3. )  Lucid  -  mid,  high,  or  ultra  high  back?  Mid  back,  Web  back  (black  or  crimson),  short  leather  arm  cover 

4. )  Body  -  mid  back  ,  high  back,  or  high  back  with  headrest?  Inlay  arm  or  overlay  arm?  Grade  fabric? 
Overlay  arm  option,  mid  back,  fully  upholstered,  leather,  black 

5. )  Conference  tables  -  was  there  a  shape  you  had  in  mind  or  are  you  open  to  suggestions?  If  I  recall 
correctly,  the  room  is  more  suited  to  a  large  square  or  circle  table  than  a  rectangular  one.  Yes,  a  square  or 
circle  may  work. 

[Quoted  text  hidden] 
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Mark  Elledge  <mark@designproductsinc.com>  Mon,  Aug  28,  2017  at  4:55  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla! 

Attached  is  the  GSA  net  pricing  for  each  item.  Take  a  look  and  let  me  know  what  you  think.  Once  you  make 
your  selections.  I’ll  send  this  over  to  a  dealer  and  get  a  formal  quote  with  freight,  delivery,  and  installations  for 
you. 

Thanks, 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


IAF-18-0224-A-000879 


On  Aug  28,  2017,  at  3:17  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


Hi  Mark-  please  see  my  responses  below. 

Thanks, 

Shayla 

On  Mon,  Aug  28,  2017  at  9:19  AM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Ok  great!  I’ll  get  a  dealer  involved,  but  for  now.  I'll  work  on  the  product  pricing  with  you.  I  have  several 
questions: 

1. )  Ling  chair  -  knit  back  or  upholstered?  Knit  seat  or  upholstered?  If  upholstered,  what  grade  fabric? 
Polished  frame  or  powder  coated?  Fully  upholstered,  charcoal  color,  black  arm  cap  and  caster,  aluminum 
meal  finish 

2. )  Sola  -  mid  back  or  high  back?  High  Back  Veneer  back  panel  or  fully  upholstered?  Fully  upholstered 
What  grade  fabric?  leather  and  plastic  arm  caps 

3. )  Lucid  -  mid,  high,  or  ultra  high  back?  Mid  back,  Web  back  (black  or  crimson),  short  leather  arm  cover 

4. )  Body  -  mid  back  ,  high  back,  or  high  back  with  headrest?  Inlay  arm  or  overlay  arm?  Grade  fabric? 
Overlay  arm  option,  mid  back,  fully  upholstered,  leather,  black 

5. )  Conference  tables  -  was  there  a  shape  you  had  in  mind  or  are  you  open  to  suggestions?  If  I  recall 
correctly,  the  room  is  more  suited  to  a  large  square  or  circle  table  than  a  rectangular  one.  Yes,  a  square  or 
circle  may  work. 

Thanks  Shayla! 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Aug  25,  2017,  at  4:46  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hi  Mark, 

Yes,  it  is  actually  required  that  we  purchase  off  of  the  GSA  schedule  as  a  government  agency.  No,  not 
working  with  anyone  in  particular. 

Thanks, 

Shayla 

On  Fri,  Aug  25,  2017  at  4:36  PM,  Mark  Elledge  <mark@designproductsinc.com>|)^jcc4gio224-A-000880 
Hey  Shayla! 


I  just  wanted  to  confirm  that  you  are  authorized  to  purchase  off  of  GSA  Schedule.  Also,  is  there  a  dealer 
that  you  usually  work  with?  We  will  need  them  to  process  the  order  and  handle  delivery  and  installation. 

Thanks, 

Mark 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Aiexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Aug  25,  2017,  at  4:07  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Good  morning  Mark, 

I  would  like  to  request  a  quote  for  the  following  furniture  items- 
Chairs  (8)-  Linq,  Sola,  Lucid  (solid  back),  or  Body  in  black  or  red. 

Table  (1 )-  Apex  or  Tune  that  seats  8  people 


Thank  you, 
Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000881 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Davis  options.pdf 

^  10955K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Aug  31 , 201 7  at  3:54  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Thanks  Mark.  Let's  get  a  quote  for  the  following  items 

1 . 8  Davis  Ling  chairs  as  listed 

2.1  Davis  Tune  table  oak  or  walnut  veener 

Also,  do  you  know  if  any  of  your  vendors  are  small  businesses? 

Best, 

Shayla 

[Quoted  text  hidden] 
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Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Tue,  Sep  5,  2017  at  11:25  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla! 

I  just  wanted  to  let  you  know  I’m  working  on  this.  We  do  have  some  small  business  dealers;  I’m  reaching  out 
to  one. 

Thanks, 

Mark 


Mark  Elledge 


IAF-18-0224-A-000882 


Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Dec  21, 2017  at  11:14  AM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Hello  Mark, 

I  wanted  to  follow  up  with  you  regarding  the  office  furniture  options. 

The  tables  that  are  listed  int  he  attachment,  will  they  seat  8  people  comfortably?  Are  there  any  table 
recommendations  that  would  seat  8  people  comfortably? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Thu,  Dec  21 , 201 7  at  1 :59  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Definitely!  Here’s  a  screenshot  from  the  pricelist  page.  Both  tables  were  designed  to  seat  8  people. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 


IAF-18-0224-A-000883 


675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Mark  Elledge  <mark@designproductsinc.com> 


Darran  Edgeworks  Conference 


Tue,  Jan2,  2018  at  4:48  PM 


IAF-18-0224-A-000884 


Darran  Thinking  Quietly  Conference 

MyerWells-  Rectangular,  8  person  conference  table,  square  edge 

Also-  Davis  TU-4135  square,  oak  finish,  chrome  metal 

Thank  you, 

Shayla 


[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Tue,  Jan  2,  2018  at  4:56  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sure,  I  can  provide  a  quote  for  these.  Meyer  Wells  is  not  on  GSA  Schedule  -  is  that  acceptable?  Also,  please 
select  a  leg  type:  https://www.meyerwells.com/modern-roots-collection/ 

Thanks, 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  2,  2018,  at  4:48  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Darran  Diva  Conference  <image.png> 

Darran  Edgeworks  Conference  <image.png> 


IAF-18-0224-A-000885 


Darran  Thinking  Quietly  Conference  <image.png> 

MyerWells-  Rectangular,  8  person  conference  table,  square  edge 

Also-  Davis  TU-4135  square,  oak  finish,  chrome  metal 

Thank  you, 

Shayla 

On  Thu,  Dec  21, 2017  at  1:59  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Definitely!  Here’s  a  screenshot  from  the  pricelist  page.  Both  tables  were  designed  to  seat  8  people. 


<Screen  Shot  2017-12-21  at  1.58.17  PM.png> 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  2,  2018  at  5:14  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Thank  you  so  much!  If  it  is  not  on  GSA  then  we  can  eliminate  it  as  an  option. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Thu,  Jan  4,  2018  at  5:06  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla! 

I  have  attached  the  new  quote  for  the  DarRan  tables  that  you  requested.  Note  that  all  three  of  these  options 
are  pending  approval  on  GSA  schedule  so  they  would  have  to  be  purchased  as  OPEN  MARKET.  We  can, 
however,  mirror  the  GSA  discounting  and  that  is  how  the  quote  is  prepared. 

I  have  also  attached  the  price  of  the  Davis  table.  This  is  also  GSA  net  pricing. 

Let  me  know  if  you  have  any  questions. 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314  IAF-18-0224-A-000886 

p.  919.413.5773 


mark@designproductsinc.com 

www.designproductsinc.com 


On  Jan  2,  2018,  at  5:14  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thank  you  so  much!  If  it  is  not  on  GSA  then  we  can  eliminate  it  as  an  option. 

Thanks, 

Shayla 

On  Tue,  Jan  2,  2018  at  4:56  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Sure,  I  can  provide  a  quote  for  these.  Meyer  Wells  is  not  on  GSA  Schedule  -  is  that  acceptable?  Also, 
please  select  a  leg  type:  https://www.meyerwells.com/modern-roots-collection/ 

Thanks, 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  2,  2018,  at  4:48  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Darran  Diva  Conference  <image.png> 

Darran  Edgeworks  Conference  <image.png> 

Darran  Thinking  Quietly  Conference  <image.png> 

MyerWells-  Rectangular,  8  person  conference  table,  square  edge 

Also-  Davis  TU-4135  square,  oak  finish,  chrome  metal 

Thank  you, 

Shayla 

On  Thu,  Dec  21 , 201 7  at  1 :59  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Definitely!  Here’s  a  screenshot  from  the  pricelist  page.  Both  tables  were  designed  to  seat  8  people. 


<Screen  Shot  2017-12-21  at  1.58.17  PM.png> 


IAF-18-0224-A-000887 
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Mark  Elledge  <mark@designproductsinc.com>  Wed,  Jan  24,  2018  at  4:04  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla, 

The  quote  I  gave  you  is  GSA  discounting. 

Let  me  know  if  you  need  anything  else. 

Mark 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:06  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Okay  great,  thanks.  If  we  wanted  to  make  any  changes  to  the  tables  is  the  cost  included  or  additional? 

As  we  are  looking  to  use  a  credit  card  for  purchase  we  have  a  maximum  allowance  of  $3500  or  we  have  to 
compete  this  process.  Are  there  any  conference  room  tables  that  fit  that  criteria? 

-Shayla 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Wed,  Jan  24,  2018  at  4:14  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

I  don’t  understand  what  you  mean  by  changes  to  the  table.  Any  modifications  would  come  at  an  additional 
cost. 

I’m  sure  we  could  do  a  standard  rectangular  table  for  under  the  $3500  threshold,  but  I’m  not  sure  how  well 
this  would  fit  into  your  space. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 


IAF-18-0224-A-000888 


Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 

Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:24  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

I  noticed  there  were  several  different  options  for  the  tables  and  wasnt  sure  if  they  were  standard  or  not. 

So,  the  standard  rectangle  would  be  too  large  for  the  space? 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Wed,  Jan  24,  2018  at  4:26  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

You  would  have  to  tell  me  what  size  table  you  have  in  mind.  I  just  remember  the  space  being  slightly  oddly 
shaped,  so  that’s  why  I  had  proposed  round  and  square  tables,  as  I  thought  they  would  make  better  use  of 
the  space. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:27  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Right.  Yes  it  it  oddly  shaped.  Would  the  square  or  round  seat  8  people  comfortably? 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Wed,  Jan  24,  2018  at  4:29  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Yes,  both  tables  were  designed  to  seat  8  people.  See  diagrams  below: 


IAF-18-0224-A-000889 


78  3/4  dia 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:30  PM 

To:  Mark  Elledge  <mark@designproductsinc.com> 

Okay,  now  I  remember.  Would  either  of  these  be  within  the  threshold? 

[Quoted  text  hidden] 


Mark  Elledge  <mark@designproductsinc.com>  Thu,  Jan  25,  2018  at  9:38  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Unfortunately  not.  The  GSA  net  pricing  of  each  option  is  attached.  In  addition,  if  you’re  trying  to  order  8 
chairs  to  go  with  the  table,  you  are  going  to  have  a  very  hard  time  finding  both  a  table  and  chairs  together  that 
will  fall  under  that  threshold. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 


IAF-18-0224-A-000890 


p.  919.413.5773 

mark@designproductsinc.com 

www.designproductsinc.com 


On  Jan  24,  2018,  at  4:30  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Okay,  now  I  remember.  Would  either  of  these  be  within  the  threshold? 

On  Wed,  Jan  24,  2018  at  4:29  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 
Yes,  both  tables  were  designed  to  seat  8  people.  See  diagrams  below: 

<Screen  Shot  2017-12-21  at  1.58.17  PM.png> 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  24,  2018,  at  4:27  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Right.  Yes  it  it  oddly  shaped.  Would  the  square  or  round  seat  8  people  comfortably? 

On  Wed,  Jan  24,  2018  at  4:26  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

You  would  have  to  tell  me  what  size  table  you  have  in  mind.  I  just  remember  the  space  being  slightly 
oddly  shaped,  so  that’s  why  I  had  proposed  round  and  square  tables,  as  I  thought  they  would  make 
better  use  of  the  space. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  24,  2018,  at  4:24  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

I  noticed  there  were  several  different  options  for  the  tables  and  wasnt  sure  if  they  were  standard  or  not. 
So,  the  standard  rectangle  would  be  too  large  for  the  space? 


IAF-18-0224-A-000891 

On  Wed,  Jan  24,  2018  at  4:14  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 


I  don’t  understand  what  you  mean  by  changes  to  the  table.  Any  modifications  would  come  at  an 
additional  cost. 

I’m  sure  we  could  do  a  standard  rectangular  table  for  under  the  $3500  threshold,  but  I’m  not  sure  how 
well  this  would  fit  into  your  space. 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  24,  2018,  at  4:06  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Okay  great,  thanks.  If  we  wanted  to  make  any  changes  to  the  tables  is  the  cost  included  or  additional? 

As  we  are  looking  to  use  a  credit  card  for  purchase  we  have  a  maximum  allowance  of  $3500  or  we 
have  to  compete  this  process.  Are  there  any  conference  room  tables  that  fit  that  criteria? 

-Shayla 

On  Wed,  Jan  24,  2018  at  4:04  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 

Hi  Shayla, 

The  quote  I  gave  you  is  GSA  discounting. 

Let  me  know  if  you  need  anything  else. 

Mark 

Mark  Elledge 
Principal 

Design  Products,  inc. 

675  North  Washington  Street 
Suite  450 

Aiexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  24,  2018,  at  3:59  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Hi  Mark, 


Just  to  confirm  the  to  amount  for  the  table  is  the  list  price? 


IAF-18-0224-A-000892 


Thanks, 

Shayla 


On  Thu,  Jan  4,  2018  at  5:06  PM,  Mark  Elledge  <mark@designproductsinc.conn>  wrote: 

Hi  Shayla! 

I  have  attached  the  new  quote  for  the  DarRan  tables  that  you  requested.  Note  that  all  three  of 
these  options  are  pending  approval  on  GSA  schedule  so  they  would  have  to  be  purchased  as 
OPEN  MARKET  We  can,  however,  mirror  the  GSA  discounting  and  that  is  how  the  quote  is 
prepared. 

I  have  also  attached  the  price  of  the  Davis  table.  This  is  also  GSA  net  pricing. 

Let  me  know  if  you  have  any  questions. 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  2,  2018,  at  5:14  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thank  you  so  much!  If  it  is  not  on  GSA  then  we  can  eliminate  it  as  an  option. 

Thanks, 

Shayla 

On  Tue,  Jan  2,  2018  at  4:56  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 
Sure,  I  can  provide  a  quote  for  these.  Meyer  Wells  is  not  on  GSA  Schedule  -  is  that 
acceptable?  Also,  please  select  a  leg  type:  https://www.meyerwells.com/modern-roots- 
collection/ 

Thanks, 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 


I 


IAF-18-0224-A-000893 


Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Jan  2,  2018,  at  4:48  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Darran  Diva  Conference  <image.png> 

Darran  Edgeworks  Conference  <image.png> 


Darran  Thinking  Quietly  Conference  <image.png> 

MyerWells-  Rectangular,  8  person  conference  table,  square  edge 

Also-  Davis  TU-4135  square,  oak  finish,  chrome  metal 

Thank  you, 

Shayla 

On  Thu,  Dec  21, 2017  at  1:59  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 
Definitely!  Here’s  a  screenshot  from  the  pricelist  page.  Both  tables  were  designed  to  seat  8 
people. 


<Screen  Shot  2017-12-21  at  1.58.17  PM.png> 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Dec  21, 2017,  at  11:14  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hello  Mark, 

I  wanted  to  follow  up  with  you  regarding  the  office  furniture  options. 

The  tables  that  are  listed  int  he  attachment,  will  they  seat  8  people  comfortably?  Are  there 
any  table  recommendations  that  would  seat  8  people  comfortably? 


Thanks, 

Shayla 


IAF-1 8-0224-A-000894 

On  Tue,  Sep  5,  2017  at  11:25  AM,  Mark  Elledge  <mark@designproductsinc.com>  wrote: 


Hi  Shayla! 


I  just  wanted  to  let  you  know  I’m  working  on  this.  We  do  have  some  small  business 
dealers;  I’m  reaching  out  to  one. 

Thanks, 

Mark 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Aug  31, 2017,  at  2:54  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Thanks  Mark.  Let's  get  a  quote  for  the  following  items 

1 . 8  Davis  Ling  chairs  as  listed 

2.1  Davis  Tune  table  oak  or  walnut  veener 

Also,  do  you  know  if  any  of  your  vendors  are  small  businesses? 

Best, 

Shayla 

On  Mon,  Aug  28,  2017  at  4:55  PM,  Mark  Elledge  <mark@designproductsinc.com>  wrote 
Hi  Shayla! 

Attached  is  the  GSA  net  pricing  for  each  item.  Take  a  look  and  let  me  know  what  you 
think.  Once  you  make  your  selections,  I’ll  send  this  over  to  a  dealer  and  get  a  formal 
quote  with  freight,  delivery,  and  installations  for  you. 

Thanks, 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 


IAF-18-0224-A-000895 


mark@designproductsinc.com 

www.designproductsinc.com 


On  Aug  28,  2017,  at  3:17  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hi  Mark-  please  see  my  responses  below. 

Thanks, 

Shayla 

On  Mon,  Aug  28,  2017  at  9:19  AM,  Mark  Elledge  <mark@designproductsinc.com>  wrote 
Ok  great!  I’ll  get  a  dealer  involved,  but  for  now.  I’ll  work  on  the  product  pricing  with 
you.  I  have  several  questions: 

1. )  Ling  chair  -  knit  back  or  upholstered?  Knit  seat  or  upholstered?  If  upholstered, 
what  grade  fabric?  Polished  frame  or  powder  coated?  Fully  upholstered,  charcoal 
color,  black  arm  cap  and  caster,  aluminum  meal  finish 

2. )  Sola  -  mid  back  or  high  back?  High  Back  Veneer  back  panel  or  fully  upholstered? 
Fully  upholstered  What  grade  fabric?  leather  and  plastic  arm  caps 

3. )  Lucid  -  mid,  high,  or  ultra  high  back?  Mid  back,  Web  back  (black  or  crimson),  short 
leather  arm  cover 

4. )  Body  -  mid  back  ,  high  back,  or  high  back  with  headrest?  Inlay  arm  or  overlay 
arm?  Grade  fabric?  Overlay  arm  option,  mid  back,  fully  upholstered,  leather,  black 

5. )  Conference  tables  -  was  there  a  shape  you  had  in  mind  or  are  you  open  to 
suggestions?  If  I  recall  correctly,  the  room  is  more  suited  to  a  large  square  or  circle 
table  than  a  rectangular  one.  Yes,  a  square  or  circle  may  work. 

Thanks  Shayla! 

Mark 


Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Alexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Aug  25,  2017,  at  4:46  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Hi  Mark, 

IAF-18-0224-A-000896 


Yes,  it  is  actually  required  that  we  purchase  off  of  the  GSA  schedule  as  a  government 
agency.  No,  not  working  with  anyone  in  particular. 

Thanks, 

Shayla 

On  Fri,  Aug  25,  2017  at  4:36  PM,  Mark  Elledge  <mark@designproductsinc.com> 
wrote: 

Hey  Shayla! 

I  just  wanted  to  confirm  that  you  are  authorized  to  purchase  off  of  GSA  Schedule. 
Also,  is  there  a  dealer  that  you  usually  work  with?  We  will  need  them  to  process  the 
order  and  handle  delivery  and  installation. 

Thanks, 

Mark 

Mark  Elledge 
Principal 

Design  Products,  Inc. 

675  North  Washington  Street 
Suite  450 

Aiexandria,  VA  22314 
p.  919.413.5773 
mark@designproductsinc.com 
www.designproductsinc.com 


On  Aug  25,  2017,  at  4:07  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Good  morning  Mark, 

I  would  like  to  request  a  quote  for  the  following  furniture  items- 
Chairs  (8)-  Linq,  Sola,  Lucid  (solid  back),  or  Body  in  black  or  red. 

Table  (1 )-  Apex  or  Tune  that  seats  8  people 


Thank  you, 
Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000897 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Quote  request 

21  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  May  1 , 2017  at  5:28  PM 

To:  anthonym@moderndoor.com 

Good  afternoon, 

We  are  interested  in  getting  additional  work  done  within  the  office  to  enclose  a  corner  office  space  with 
soundproof  glass  walls  and  door  and  would  like  a  quote  for  the  work. 

Please  feel  free  to  contact  me  with  any  questions. 

Thank  you, 

Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Anthony  Mannone  <anthonym@moderndoor.com>  Tue,  May  2,  2017  at  7:24  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Gary  Tippett  <gtippett@moderndoor.com> 


Shayla: 

Thanks  for  contacting  us.  Gary  is  the  DC  salesman  and  will  contact  you  shortly  to  discuss  options  for  a 
glass  sound  reducing  partition. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  May  01,  2017  5:28  PM 
To:  anthonym@moderndoor.com 
Subject:  Quote  request 


Good  afternoon. 


We  are  interested  in  getting  additional  work  done  within  the  office  to  enclose  a  corner  office  space  with 
soundproof  glass  walls  and  door  and  would  like  a  quote  for  the  work. 


IAF-18-0224-A-000898 


Please  feel  free  to  contact  me  with  any  questions. 


Thank  you, 
Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


~WRD000.jpg 
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Gary  Tippett  <gtippett@moderndoor.com>  Tue,  May  2,  2017  at  9:13  AM 

To:  ssummerhill@iaf.gov 

Shayla, 

Anthony  copied  me  on  your  email  to  assist. 

If  you  could  send  me  your  floor  plan,  RCP,  and  GC”s  name,  I  can  start  to  take  a  look. 

Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


MDE 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301.843.7194  f 


atippett@moderndoor.com 


IAF-18-0224-A-000899 


PastedGraphic-2.tiff 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  May  2,  2017  at  9:50  AM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  morning  Gary, 

Our  floor  plan  is  attached.  The  section  we  are  looking  to  enclosed  is  listed  as  the  open  area  1231  and  should 
be  connected  to  the  huddle  room  1230.  I  am  not  familiar  with  all  of  the  acronyms,  what  is  the  RCP  and  GC? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


2  attachments 


PastedGraphic-2.tiff 
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lAF  floor  plan.pdf 

^  149K 


Gary  Tippett  <gtippett@moderndoor.com>  Tue,  May  2,  2017  at  11:35  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

Sorry,  that’s  General  Contractor  (GC),  and  Reflective  Ceiling  Plan  (RCP). 

See  attached  for  my  recommendation. 

Look  to  page  10  for  Dorma  Prive',  and  page  15  for  Reveal.  You  can  see  on  page  23  that  both  of  these 
systems  have  a  “High”  Sound  Mitigation. 

They  will  mount  right  over  your  existing  carpet,  and  have  minimal  tie  in  above. 

Will  you  be  having  a  General  Contractor  involved,  or  just  us? 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 

Modern  Door 


IAF-18-0224-A-000900 


4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@.moderndoor.com 


On  May  2,  2017,  at  9:50  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

Our  floor  plan  is  attached.  The  section  we  are  looking  to  enclosed  is  listed  as  the  open  area  1231  and  should 
be  connected  to  the  huddle  room  1230.  I  am  not  familiar  with  all  of  the  acronyms,  what  is  the  RCP  and  GO? 

Thanks, 

Shayla 

On  Tue,  May  2,  2017  at  9:13  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 

Shayla, 

Anthony  copied  me  on  your  email  to  assist. 

If  you  could  send  me  your  floor  plan,  RCP,  and  GC”s  name,  I  can  start  to  take  a  look. 

Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 


Begin  forwarded  message: 

From:  Anthony  Mannone  <anthonym@moderndoor.com> 

Subject:  RE:  Quote  request 

Date:  May  2,  2017  at  7:24:12  AM  EDT 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Gary  Tippett  <gtippett@moderndoor.com> 


IAF-18-0224-A-000901 


Shayla: 

Thanks  for  contacting  us.  Gary  is  the  DC  salesman  and  will  contact  you  shortly  to  discuss  options  for  a 
glass  sound  reducing  partition. 

From:  Shayla  Summerhill  [mailto:ssummerhill@.iaf.aov] 

Sent:  Monday,  May  01,  2017  5:28  PM 
To:  anthonvm@.moderndoor.com 
Subject:  Quote  request 

Good  afternoon, 


We  are  interested  in  getting  additional  work  done  within  the  office  to  enclose  a  comer  office  space  with  soundproof  glass 
walls  and  door  and  would  like  a  quote  for  the  work. 

Please  feel  free  to  contact  me  with  any  questions. 

Thank  you, 

Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  May  2,  2017  at  4:10  PM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Gary, 

Thanks  for  the  information  I  will  take  a  look  and  get  back  with  you.  We  do  not  have  a  general  contractor, 
unless  one  is  needed  it  will  just  be  you  all.  As  for  the  RCP,  I  have  attached  what  I  found  but  not  sure  if  it  is 
exactly  what  you  are  looking  for. 

Thanks, 

Shayla 


[Quoted  text  hidden] 

[Quoted  text  hidden] 

Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 


On  May  2,  2017,  at  9:50  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

Our  floor  plan  is  attached.  The  section  we  are  looking  to  enclosed  is  listed  as  the  open  area  1231  and 
should  be  connected  to  the  huddle  room  1230. 1  am  not  familiar  with  all  of  the  actWiyfltfeP83lfeAi^?KI@(RCP 
and  GO? 


Thanks, 

Shayla 

On  Tue,  May  2,  2017  at  9:13  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 
Shayla, 

Anthony  copied  me  on  your  email  to  assist. 

If  you  could  send  me  your  floor  plan,  RCP,  and  GC”s  name,  I  can  start  to  take  a  look. 
Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 


Begin  forwarded  message: 

From:  Anthony  Mannone  <anthonym@moderndoor.com> 

Subject:  RE:  Quote  request 

Date:  May  2,  2017  at  7:24:12  AM  EDT 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Gary  Tippett  <gtippett@moderndoor.com> 

Shayla: 

Thanks  for  contacting  us.  Gary  is  the  DC  salesman  and  will  contact  you  shortly  to  discuss  options  for  a 
glass  sound  reducing  partition. 

From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.aov1 
Sent:  Monday,  May  01,  2017  5:28  PM 
To:  anthonvm@moderndoor.com 
Subject:  Quote  request 


Good  afternoon, 


We  are  interested  in  getting  additional  work  done  within  the  office  to  enclose  a  comer  office  space  with  soundproof 
glass  walls  and  door  and  would  like  a  quote  for  the  work. 

IAF-18-0224-A-000904 

:  Please  feel  free  to  contact  me  with  any  questions. 


Thank  you, 
Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  May  3,  2017  at  10:43  AM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  morning  Gary, 

I  think  the  Framed  Dorma  Reveal  doors  would  work  for  this  space.  Will  you  all  be  sending  someone  out  to 
take  a  look  at  the  space? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Gary  Tippett  <gtippett@moderndoor.com>  Thu,  May  4,  2017  at  5:50  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 


IAF-18-0224-A-000905 


I  just  need  your  finished  ceiling  height,  and  then  I  can  put  a  quote  together  for  you. 
Once  we  get  closer  to  award,  I  can  have  a  crew  stop  by  to  do  final  survey. 

If  you  can  provide  your  finished  ceiling  height,  I  can  put  something  together  for  you. 
Thanks  Shayla. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
qtippett@moderndoor.com 


On  May  3,  2017,  at  10:43  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

I  think  the  Framed  Dorma  Reveal  doors  would  work  for  this  space.  Will  you  all  be  sending  someone  out  to 
take  a  look  at  the  space? 

Thanks, 

Shayla 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  May  5,  2017  at  7:36  AM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Gary, 


IAF-18-0224-A-000906 


I  am  working  remotely  today  and  will  search  for  that  information  and  send  it  to  you  on  Monday. 
-Shayla 


[Quoted  text  hidden] 
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Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 


On  May  3,  2017,  at  10:43  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

I  think  the  Framed  Dorma  Reveal  doors  would  work  for  this  space.  Will  you  all  be  sending  someone  out  to 
take  a  look  at  the  space? 

Thanks, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Gary  Tippett  <gtippett@moderndoor.com>  Fri,  May  5,  2017  at  9:22  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

That’s  fine  Shayla. 

It’s  a  great  day  to  be  working  remotely . really  bad  driving  in  today. 

Have  a  great  weekend  and  we’ll  touch  base  the  beginning  of  next  week. 

Sincerely, 

Gary  Tippett 


Product  Consultant 
AIA  Corporate  Affiliate 


IAF-18-0224-A-000907 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  May  9,  2017  at  1:19  PM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  afternoon  Gary, 

I  have  looked  through  the  information  I  have  for  any  ceiling  measurements  and  did  not  find  the  information 
requested. 

Thanks, 

Shayla 

[Quoted  text  hidden] 
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Gary  Tippett  <gtippett@moderndoor.com>  Tue,  May  9,  2017  at  1 :43  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

No  worries  Shayla. 

Most  ceilings  in  DC  are  8’6”,  maybe  9’. 


I  wil  put  a  number  together  so  we’ll  have  a  ballpark. 
Sincerely, 


IAF-18-0224-A-000908 


Gary  Tippett 


Product  Consultant 
AIA  Corporate  Affiliate 


MDE 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  May  9,  2017  at  1:46  PM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  to  know-  thanks. 

-Shayla 

[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  May  15,  2017  at  11:19  AM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  morning  Gary, 

I  hope  you  had  a  good  weekend.  Wanted  to  follow  up  with  you  regarding  the  quote  and  confirm  if  we  can  get 
that  this  week. 


IAF-18-0224-A-000909 


Thanks, 

Shayla 
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Gary  Tippett  <gtippett@moderndoor.com>  Mon,  May  15,  2017  at  11:40  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

DORMA  does  their  own  pricing  for  the  Reveal  system,  but  it  has  been  requested. 

I  should  receive  it  later  today  or  tomorrow  and  get  that  over  to  you. 

Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


MDE 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
qtippett@moderndoor.com 
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IAF-18-0224-A-000910 


Shayla  Summerhill  <ssummerhill@iaf.gov> 
To:  Gary  Tippett  <gtippett@moderndoor.com> 


Mon,  May  15,  2017  at  3:45  PM 


That  would  be  great.  Thank  you. 
-Shayla 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  May  19,  2017  at  8:54  AM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Good  morning  Gary, 

Any  update  on  that  proposal?  Will  that  be  sent  over  today? 

Thanks, 

Shayla 

[Quoted  text  hidden] 
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Gary  Tippett  <gtippett@moderndoor.com>  Fri,  May  19,  2017  at  9:36  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

Should  be. 

They  sent  over  my  pricing  this  morning,  but  retracted  it.  Seems  they  are  having  a  team  discussion  on  this 
line’s  pricing  this  morning;  maybe  they  will  make  it  a  little  lower  for  us. 

But  they  did  promise  today. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


IAF-18-0224-A-000911 


IMDi 
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White  Plains,  Maryland  20695 
301.843.5255  p 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  May  25,  2017  at  3:05  PM 

To:  Gary  Tippett  <gtippett@moderndoor.com> 

Hello  Gary, 

Any  update  on  this  quote  or  information? 

Thanks, 

Shayla 
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Gary  Tippett  <gtippett@moderndoor.com>  Fri,  May  26,  2017  at  8:17  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Shayla, 

I  apologize,  as  I  though  I  had  already  finished  this  one  for  you. 

See  attached  for  your  DORMA  Reveal  quote. 

As  discussed,  these  are  full  build  panels,  with  two  panes  of  glass  each  on  the  build|^i:3i%Pi?fe!‘^§9P^’'2 
acoustical  properties. 


They  are  more  expensive  than  our  standard  single  panel  rail  systems.  But  they  are  really  nice. 
Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@.moderndoor.com 


On  May  25,  2017,  at  3:05  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hello  Gary, 

Any  update  on  this  quote  or  information? 

Thanks, 

Shayla 

On  Fri,  May  19,  2017  at  9:36  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 

Shayla, 

Should  be. 

They  sent  over  my  pricing  this  morning,  but  retracted  it.  Seems  they  are  having  a  team  discussion  on  this 
line’s  pricing  this  morning;  maybe  they  will  make  it  a  little  lower  for  us. 

But  they  did  promise  today. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@.moderndoor.com 


IAF-18-0224-A-000913 


On  May  19,  2017,  at  8:54  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

Any  update  on  that  proposal?  Will  that  be  sent  over  today? 

Thanks, 

Shayla 

On  Mon,  May  15,  2017  at  3:45  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
That  would  be  great.  Thank  you. 

-Shayla 

On  Mon,  May  15,  2017  at  11:40  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 
Shayla, 

DORMA  does  their  own  pricing  for  the  Reveal  system,  but  it  has  been  requested. 

I  should  receive  it  later  today  or  tomorrow  and  get  that  over  to  you. 

Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@.moderndoor.com 


On  May  15,  2017,  at  11:19  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

I  hope  you  had  a  good  weekend.  Wanted  to  follow  up  with  you  regarding  the  quote  and  confirm  if  we 
can  get  that  this  week. 

Thanks, 

Shayla 

IAF-18-0224-A-000914 

On  Tue,  May  9,  2017  at  1:46  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


Good  to  know-  thanks. 


-Shayla 

On  Tue,  May  9,  201 7  at  1 :43  PM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 
No  worries  Shayla. 

Most  ceilings  in  DC  are  8’6”,  maybe  9’. 

I  wil  put  a  number  together  so  we’ll  have  a  ballpark. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 
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4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301.843.7194  f 
qtippett@.moderndoor.com 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Jun  29,  2017  at  10:11  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

- Forwarded  message - 

From:  "Gary  Tippett"  <gtippett@moderndoor.com> 

Date:  May  26,  2017  7:17  AM 

Subject:  Re:  Quote  request 

To:  "Shayla  Summerhill"  <ssummerhill@iaf.gov> 

Co: 


[Quoted  text  hidden] 
Modern  Door 


IAF-18-0224-A-000915 


4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@.moderndoor.com 


On  May  25,  2017,  at  3:05  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hello  Gary, 

Any  update  on  this  quote  or  information? 

Thanks, 

Shayla 

On  Fri,  May  19,  2017  at  9:36  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 

Shayla, 

Should  be. 

They  sent  over  my  pricing  this  morning,  but  retracted  it.  Seems  they  are  having  a  team  discussion  on  this 
line’s  pricing  this  morning;  maybe  they  will  make  it  a  little  lower  for  us. 

But  they  did  promise  today. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301 .843.71 94  f 
atippett@moderndoor.com 


On  May  19,  2017,  at  8:54  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 
Good  morning  Gary, 

Any  update  on  that  proposal?  Will  that  be  sent  over  today? 


Thanks, 

Shayla 


IAF-18-0224-A-000916 


On  Mon,  May  15,  2017  at  3:45  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote; 
That  would  be  great.  Thank  you. 

-Shayla 

On  Mon,  May  15,  2017  at  11:40  AM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 
Shayla, 

DORMA  does  their  own  pricing  for  the  Reveal  system,  but  it  has  been  requested. 

I  should  receive  it  later  today  or  tomorrow  and  get  that  over  to  you. 

Thanks. 

Sincerely, 

Gary  Tippett 

Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
301.843.7194  f 
atippett@.moderndoor.com 


On  May  15,  2017,  at  11:19  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Gary, 

I  hope  you  had  a  good  weekend.  Wanted  to  follow  up  with  you  regarding  the  quote  and  confirm  if  we 
can  get  that  this  week. 

Thanks, 

Shayla 

On  Tue,  May  9,  2017  at  1:46  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  to  know-  thanks. 

-Shayla 

On  Tue,  May  9,  201 7  at  1 :43  PM,  Gary  Tippett  <gtippett@moderndoor.com>  wrote: 

No  worries  Shayla. 

Most  ceilings  in  DC  are  8’6”,  maybe  9’. 


I  wil  put  a  number  together  so  we’ll  have  a  ballpark. 
Sincerely, 


IAF-18-0224-A-000917 


Gary  Tippett 


Product  Consultant 
AIA  Corporate  Affiliate 


Modern  Door 

4301  Charles  Crossing  Drive 
White  Plains,  Maryland  20695 
301.843.5255  p 
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atippett@.moderndoor.com 
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IAF-18-0224-A-000918 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Quote  request 

16  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  May  1 , 2017  at  5:28  PM 

To:  "Reginald  Herndon  (CCG)"  <rherndon@ccg-wdc.com>,  amcgant@ccg-wdc.com 

Good  afternoon, 

We  are  interested  in  getting  additional  work  done  within  the  office  to  enclose  a  corner  office  space  with 
soundproof  glass  walls  and  door  and  would  like  a  quote  for  the  work. 

Please  feel  free  to  contact  me  with  any  questions. 

Thank  you, 

Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Andre  McGant  <amcgant@ccg-wdc.com>  Mon,  May  1, 2017  at  10:12  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hey  Reggie  let's  meet  thurs.  or  Friday,  will  call  you  tomorrow. 

What  bldg,  is  this  quote  needed  for? 

Sent  from  my  iPhone 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  May  2,  2017  at  9:59  AM 

To:  Andre  McGant  <amcgant@ccg-wdc.com> 

Hello-  not  sure  if  this  was  meant  for  me. 

-Shayla 

[Quoted  text  hidden] 


Reginald  Herndon  <rherndon@ccg-wdc.com>  Fri,  May  5,  2017  at  9:04  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Hello  Ms.  Summerhill, 


IAF-18-0224-A-000919 


Thank  you  for  coordinating  this  effort  with  Jonathan  Perez  from  our  office.  You  can  drop  Mr.  McGant  from 
the  emails. 


Be  careful  in  the  wet  weather. 


Reginald  Herndon 

General  Manager/  Co-Founder 


Our  only  -proruLse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Mobile:  202.409.8602 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Monday,  May  01,  2017  5:28  PM 

To:  Reginald  Herndon  (CCG)  <rherndon@ccg-wdc.com>;  amcgant@ccg-wdc.com 
Subject:  Quote  request 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  May  5,  2017  at  2:34  PM 

To:  Reginald  Herndon  <rherndon@ccg-wdc.com> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  afternoon  Reggie, 

Yes,  I  have  been  coordinating  a  meeting  with  Johnathan  for  next  week.  Apologies,  wasn't  aware  Mr.  McGant 
was  still  receiving  emails. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Reginald  Herndon  <rherndon@ccg-wdc.com> 
To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Mon,  May  8,  2017  at  6:32  AM 
IAF-18-0224-A-000920 


Thanks  Ms.  Summerhill. 


No  issues  just  want  to  make  sure  we  have  the  latest  email  distribution.  Hope  to  work  with  you  this  time 
around. 


Have  an  awesome  weeki 


Reginald  Herndon 

General  Manager/  Co-Founder 


Our  only  -proniLse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Mobile:  202.409.8602 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 

Sent:  Friday,  May  05,  2017  2:34  PM 

To:  Reginald  Herndon  <rherndon@ccg-wdc.com> 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  Quote  request 

[Quoted  text  hidden] 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


IAF-18-0224-A-000921 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


OShayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  May  8,  2017  at  7:40  AM 

Cc:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan, 

What  time  tomorrow  works  for  you  to  stop  by?  The  CEO  will  be  away  from  her  desk  which  gives  us  some  time 
to  do  the  measurements. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


OShayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Mon,  May  8,  2017  at  8:42  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Cc:  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Good  morning  Shayla, 


I  can  stop  by  tomorrow  afternoon  at  3:00  pm.  Please  send  me  the  address  and  time  confirmation. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


IAF-18-0224-A-000922 


Our  only  -prorutse. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  May  08,  2017  7:40  AM 

[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Reginald  Herndon  <rherndon@ccg-wdc.com> 

3pm  tomorrow  is  fine.  My  address  is  below- 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 

[Quoted  text  hidden] 

Mon,  May  8,  2017  at  9:39  AM 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan- 1  may  be  away  from  my  desk  if  you  call.  Feel  free  to  email  me. 

Shayla 

[Quoted  text  hidden] 

Tue,  May  9,  2017  at  2:18  PM 

Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  May  15,  2017  at  11:19  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Good  morning  Johnathan, 

I  hope  you  had  a  good  weekend.  Wanted  to  follow  up  with  you  regarding  the  quote  and  confirm  if  we  can  get 
that  this  week. 


Thanks, 

Shayla 


IAF-18-0224-A-000923 


[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  May  19,  2017  at  8:27  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  morning  Shayla, 


Please  see  the  attached  proposal.  If  you  have  any  questions  please  call  or  email  me. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  only  j^roruise. . .  We  deUver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  May  15,  2017  11:19  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  Quote  request 


[Quoted  text  hidden] 


lAF  -  Proposal.pdf 

^  657K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  May  19,  2017  at  9:03  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Good  morning  Jonathan, 


IAF-18-0224-A-000924 


Thank  you  for  sending  over  the  quote.  I  do  have  a  couple  of  questions  for  you  if  you  have  some  time  to  day  to 
chat. 

Also,  I've  attached  a  sample  COI  that  is  required  by  our  building  management  office.  If  we  were  to  move 
forward  with  this  proposal  is  this  something  that  your  agency  would  be  able  to  confirm.  The  building 
management  requires  hat  this  form  is  completed  exactly  as  it  is  listed. 

Best, 

Shayla 

[Quoted  text  hidden] 


2016  -  Sample  COI  -  Service  and  Structural  -  National  Place  Offices.pdf 

387K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  May  25,  2017  at  3:04  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Hi  Jonathan, 

Just  following  up  on  any  updates  regarding  the  information  I  requested. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Thu,  May  25,  2017  at  10:48  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  evening. 


I  apologize  for  the  late  message.  I’ve  been  finishing  up  task  I  had  this  week.  Unfortunately,  I  won’t  have  a 
response  about  the  frame  until  next  week. 


Again,  I  apologize.  Please  let  me  know  what  day  and  time  is  best  to  have  a  phone  conference  next  week. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deiiverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


IAF-18-0224-A-000925 


Fax:  202.526.3421 
http://www.ccg-wdc.conn 


*lmportant  Notice:  I  will  be  off  May  26,  2017.* 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Thursday,  May  25,  2017  3:05  PM 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  May  26,  2017  at  9:01  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Next  Wednesday  at  10am  would  be  good.  So  if  I  can  have  the  information  before  then  that  would  be  great. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000926 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Re:  Construction  of  the  exec  suite  wall 

4  messages 


Karen  Vargas  <kvargas@iaf.gov>  Mon,  Dec  11, 2017  at  3:18  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Allen 
<padamsallen@iaf.gov> 

Hi  Shayla, 

Thanks  for  checking  in  with  me  regarding  Paloma's  schedule  next  week.  I've  discussed  with  Paloma  and  we'll 
be  setting  up  Atitlan  as  our  homebase  for  the  start  of  the  week.  Please  confirm  the  specific  schedule  and 
safety  restrictions  when  you  get  a  chance.  To  help,  Paloma  and  I  prepare  please  let  us  know  the  following: 

Will  we  be  able  to  access  the  work  site  at  all  or  is  it  only  closed  while  they  are  actively  working??  What  is  the 
anticipated  completion  of  the  project? 

Best, 

Karen 


Karen  Vargas 

Executive  Assistant 
Inter- American  Foundation 
202.524.8869  www.iaf.gov 

Helping  communities  thrive 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Dec  12,  2017  at  10:02  AM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Co:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Allen  <padamsallen@iaf.gov> 

Hi  Karen, 

Sure,  once  I  have  a  more  definite  time  frame  I  will  share  it  with  everyone.  I  would  say  that  the  work  site  would 
be  closed  while  they  are  actively  working  on  it,  so  that  no  one  gets  hurt  by  anything  in  the  area.  Also,  we  are 
hoping  to  have  it  completed  within  a  week  but  I  will  provide  a  more  definitive  answer  once  I  speak  with  them 
again  this  week. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Karen  Vargas  <kvargas@iaf.gov>  TJ^FDffl>012^‘CA1CI0§®aD:14  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Allen  <padamsallen@iaf.gov> 


Thanks! 

Karen 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Dec  18,  2017  at  3:31  PM 

To:  Karen  Vargas  <kvargas@iaf.gov> 

Cc:  Lesley  Duncan  <lduncan@iaf.gov>,  Paloma  Adams-Allen  <padamsallen@iaf.gov> 

Hi  Karen, 

Brief  update  and  tentative  schedule  for  the  construction  project- 

*  Thursday  and  Friday,  December  21  &22:  Start  and  finish  HVAC  and  Mechanical  Engineer  work 

*  Week  of  Tuesday,  December  26:  Dry  wall  work  to  repair  sliding  wooden  door 

*  Week  of  Tuesday,  January  2  (approx.):  Prep  work  for  the  glass  wall,  frame  install  and  then  glass  install 
(glass  and  frame  takes  approx,  two  weeks  from  the  order  date  to  arrive). 

*  Week  of  Monday,  January  8:  Finish  glass  wall  installation,  clean  up 

After  the  week  of  December  26th,  the  space  will  be  available  but  may  be  noisy.  I  will  provide  updates  as  I 
receive  them.  Let  me  know  if  there  are  any  questions. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000928 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


RE:  lAF  Glass  Door  Quote 

7  messages 


Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Jun  28,  2017  at  9:55  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  morning  Sara, 


Please  see  the  attached  proposal.  Also,  review  the  response  message  below. 


1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great.  Included  in  proposal  #03. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Yes,  we 
carry  GLI  and  it’s  based  on  the  volume  of  work  we  perform  so  a  portion  is  assigned  as  a  percentage  to  each 
project.  Our  accountant  tracks  it  separately  so  that  when  it  comes  time  to  renew  our  policy  we  have  a  clear 
cost  tally.  We  can  roll  the  GLI  into  our  General  Conditions  if  you  would  like  it  formatted  that  way. 

3.  Will  this  insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 
Typically,  our  coverage  does  meet  most  project  requirements.  We  need  the  Site  Regulations  and/or  landlord 
specific  requirements  for  insurance  to  confirm. 

4.  In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  since  it  was  over  their 
budget.  We  tighten  up  the  number  on  the  proposed  door  option. 


What  time  are  you  available  to  speak  today? 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deitver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000929 


From:  Sara  R.  Bonnette  [mailto:Sara.Bonnette@fiscal.treasury.gov] 
Sent:  Wednesday,  June  28,  2017  7:14  AM 
To:  jperez@ccg-wdc.com 
Subject:  lAF  Glass  Door  Quote 


Jonathan, 


Procurement  process  dictates  that  you  and  I  will  be  working  together  on  this  quote  and  negotiations  for  lAF.  I 
will  be  a  go-between  of  sorts  to  make  this  process  smooth  for  all  parties. 


My  understanding  is  that  Shayla  had  asked  the  following  questions  most  recently: 

1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Will  this 
insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 


In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  since  it  was  over  their 
budget. 

Please  let  me  know  if  you  have  any  questions! 

Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


^  CCG  -  lAF  Proposal  03.pdf 


IAF-18-0224-A-000930 


696K 


Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov>  Wed,  Jun  28,  2017  at  10:33  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


Take  a  look  at  the  update  and  responses  and  let  me  know  what  you  think  © 


I  am  happy  to  help  you  make  any  changes  possible  on  this  © 


Sara 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Wednesday,  June  28,  2017  9:56  AM 

To:  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  'Shayla  Summerhill'  <ssummerhill@iaf.gov> 

Subject:  RE:  lAF  Glass  Door  Quote 


Good  morning  Sara, 


Please  see  the  attached  proposal.  Also,  review  the  response  message  below. 


1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great.  Included  in  proposal  #03. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Yes,  we 
carry  GLI  and  it’s  based  on  the  volume  of  work  we  perform  so  a  portion  is  assigned  as  a  percentage  to  each 
project.  Our  accountant  tracks  it  separately  so  that  when  it  comes  time  to  renew  our  policy  we  have  a  clear 
cost  tally.  We  can  roll  the  GLI  into  our  General  Conditions  if  you  would  like  it  formatted  that  way. 

3.  Will  this  insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 
Typically,  our  coverage  does  meet  most  project  requirements.  We  need  the  Site  Regulations  and/or  landlord 
specific  requirements  for  insurance  to  confirm. 

4.  In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  since  it  was  over  their 
budget.  We  tighten  up  the  number  on  the  proposed  door  option. 


What  time  are  you  available  to  speak  today? 


IAF-18-0224-A-000931 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
orig  in  =  http://www.ccg-wdc.com 


From:  Sara  R.  Bonnette  [mailto:Sara.Bonnette@fiscal.treasury.gov] 
Sent:  Wednesday,  June  28,  2017  7:14  AM 
To:  jperez@ccg-wdc.com 
Subject:  lAF  Glass  Door  Quote 


Jonathan, 


Procurement  process  dictates  that  you  and  I  will  be  working  together  on  this  quote  and  negotiations  for  lAF.  I 
will  be  a  go-between  of  sorts  to  make  this  process  smooth  for  all  parties. 


My  understanding  is  that  Shayla  had  asked  the  following  questions  most  recently: 

1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Will  this 
insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 


In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  i^ipc^iicfg^AMroctoS^ 
budget. 


Please  let  me  know  if  you  have  any  questions! 

Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


^  CCG  -  lAF  Proposal  03.pdf 

696K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jun  28,  2017  at  11:14  PM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Hi  Sara, 

This  should  be  fine-  it  includes  all  of  the  work  we  would  like  done.  Just  confirming  that  the  new  quote  is  for  the 
door  style  previously  provided. 

As  for  the  insurance  everything  that  is  required  in  listed  on  the  COI,  and  it  should  be  worded  exactly  as  shown 
on  the  sample.  The  building  management  is  flexible  on  the  amounts  of  coverage  but  everything  listed  on  the 
COI  must  be  accounted  for  by  the  contractor. 

As  this  installation  will  for  the  presidents  space  we  would  like  to  have  as  little  lag  time  as  possible.  If  they  can 
go  ahead  and  order  all  of  the  materials  and  then  once  they  have  everything  we  can  schedule  a  time  with  the 
building  management  team  to  have  them  delivered  and  for  them  to  do  the  work.  I  will  also  need  to  schedule  a 
time  with  the  president's  EA. 

Thanks  for  your  help  with  this. 

Best, 

Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Jun  29,  2017  at  11:49  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Hi  Lesley, 

We  have  received  the  updated  proposal  (attached)  from  the  glass  door  company  and  they  were  able  to 
reduce  the  cost  down  to  ~$41  k.  This  work  will  include  the  installation  for  the  glass  \4'M/di§d?,2^p4tiO0P85§ 
wooden  door,  and  agency  stencil  for  both  the  CEO  conference  space  and  the  Atitlan  conference  space. 


Wanted  to  confirm  if  we  are  okay  to  proceed  with  this  company  or  if  we  want  to  reach  out  to  another  company 
for  a  quote. 

Thanks, 

Shayla 


[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


CCG  -  lAF  Proposal  03.pdf 

^  696K 


Lesley  Duncan  <lduncan@iaf.gov>  Fri,  Jun  30,  2017  at  8:35  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Hi  Shayla  -  What  do  you  recommend?  With  a  quick  read  I  question  their  "fee"  of  $2900,  and 
the  fact  that  quote  does  not  include  design  or  material  removal  work  (??).  We  do  want  the 
contractor  to  handle  all  that,  right?  I'd  also  be  curious  to  know  what  is  the  cost  of  each  glass 
wall,  etc....$33K  still  seems  high. 

It  also  requires  work  only  during  business  hours  -  I  think  we  can  give  them  one  Thurs/Friday, 
but  depending  on  how  long  actual  construction  will  take,  they  will  need  to  work  on  weekend  to 
do  heavy  stuff. 

I  don't  have  a  sense  whether  this  quote  is  reasonable,  but  if  you  think  it  is,  and  can  address 
these  concerns  with  them,  ok  to  proceed.  Will  BFS  let  us  reach  out  to  another  for  a  quote  while 
we  negotiate  with  them? 


Lesley  Duncan 

Chief  Operating  Officer,  Inter-American  Foundation 


On  Thu,  Jun  29,  2017  at  11:49  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Hi  Lesley, 

We  have  received  the  updated  proposal  (attached)  from  the  glass  door  company  and  they  were  able  to 
reduce  the  cost  down  to  ~$41  k.  This  work  will  include  the  installation  for  the  glass  wall/door,  repair  of  the 
wooden  door,  and  agency  stencil  for  both  the  CEO  conference  space  and  the  Atitlan  conference  space. 

Wanted  to  confirm  if  we  are  okay  to  proceed  with  this  company  or  if  we  want  to  reach  out  to  another 
company  for  a  quote. 


Thanks, 

Shayla 


IAF-18-0224-A-000934 


Jonathan  Perez  <jperez@ccg-wdc.com>  Mon,  Jul  3,  2017  at  11:52  AM 

To:  "Sara  R.  Bonnette"  <Sara. Bonnette@fiscal.treasury.gov> 

Co:  Shayla  Summerhill  <ssummerhill@iaf.gov>,  Reginald  Herndon  <rherndon@ccg-wdc.com> 


Good  morning  Sara, 


Please  see  the  answers  below: 


1 .  Confirming  that  this  is  a  firm-fixed-price  estimate. 

2.  The  price  includes  a  sliding  door  specified  in  the  submittals  sent  to  you. 

3.  Brief  schedule: 

•  1-day  demolition 

•  1  V2  day  to  remove  ACT  and  build  drywall  bulkhead 

•  3  days  to  install  the  glass  wall  system  and  same  time  investigating  existing  sliding  door 
problem. 

•  Owner  should  have  a  material  contingency  for  the  existing  sliding  door. 

4.  Owner  will  remove  all  furniture  and  apply  a  protective  sheet  over  the  existing  floors. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deliver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000935 


From:  Sara  R.  Bonnette  [mailto:Sara.Bonnette@fiscal.treasury.gov] 
Sent:  Thursday,  June  29,  2017  6:42  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  RE:  lAF  Glass  Door  Quote 


Good  morning  Jonathan! 


This  should  be  fine-  it  includes  all  of  the  work  we  would  like  done.  Just  confirming  that  the  new  quote  is  for  the 
door  style  previously  provided. 


As  for  the  insurance  everything  that  is  required  in  listed  on  the  COI,  and  it  should  be  worded  exactly  as  shown 
on  the  sample.  The  building  management  is  flexible  on  the  amounts  of  coverage  but  everything  listed  on  the 
COI  must  be  accounted  for. 


As  this  installation  will  be  for  the  president’s  space,  we  would  like  to  have  as  little  lag  time  as  possible.  If  they 
can  go  ahead  and  order  all  of  the  materials  and  then  once  they  have  everything  we  can  schedule  a  time  with 
the  building  management  team  to  have  them  delivered  and  for  them  to  do  the  work.  I  will  also  need  to 
schedule  a  time  with  the  president's  EA. 


Let  me  know  how  you’d  like  the  proceed  with  this  © 


Sara 


From:  Jonathan  Perez  [mailto:jperez@ccg-wdc.com] 

Sent:  Wednesday,  June  28,  2017  9:56  AM 

To:  Sara  R.  Bonnette  <Sara. Bonnette@fiscal.treasury.gov> 

Cc:  'Shayla  Summerhill'  <ssummerhill@iaf.gov> 

Subject:  RE:  lAF  Glass  Door  Quote 


Good  morning  Sara, 


Please  see  the  attached  proposal.  Also,  review  the  response  message  below. 


1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great.  Included  in  proposal  #03. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Yes,  we 
carry  GLI  and  it’s  based  on  the  volume  of  work  we  perform  so  a  portion  is  assigned  as  a  percentage  to  each 
project.  Qur  accountant  tracks  it  separately  so  that  when  it  comes  time  to  renew  our  policy  we  have  a  clear 
cost  tally.  We  can  roll  the  GLI  into  our  General  Conditions  if  you  would  like  it  formatj^iftJJfi^^^.A-OOOQSS 


3.  Will  this  insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 
Typically,  our  coverage  does  meet  most  project  requirements.  We  need  the  Site  Regulations  and/or  landlord 
specific  requirements  for  insurance  to  confirm. 

4.  In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  since  it  was  over  their 
budget.  We  tighten  up  the  number  on  the  proposed  door  option. 


What  time  are  you  available  to  speak  today? 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deitver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 

https://hyperlink.services.treasury.gov/? 
orig  in  =  http://www.ccg-wdc.com 


From:  Sara  R.  Bonnette  [mailto:Sara.Bonnette@fiscal.treasury.gov] 
Sent:  Wednesday,  June  28,  2017  7:14  AM 
To:  jperez@ccg-wdc.com 
Subject:  lAF  Glass  Door  Quote 


Jonathan, 


Procurement  process  dictates  that  you  and  I  will  be  working  together  on  this  quote  and  negotiations  for  lAF.  I 
will  be  a  go-between  of  sorts  to  make  this  process  smooth  for  all  parties. 


IAF-18-0224-A-000937 


My  understanding  is  that  Shayla  had  asked  the  following  questions  most  recently: 

1 .  We  actually  want  the  stencil  work  done  on  an  additional  glass  wall  as  well  (total  of  2  conference  spaces). 
So  a  quote  for  that  would  be  great. 

2.  And,  the  general  liability  insurance  line  item,  is  that  not  something  the  company  already  carries?  Will  this 
insurance  ensure  that  all  insurance  coverage  requirements,  from  the  COI  provided,  are  fulfilled? 


In  addition,  she  also  requested  another  door  option  to  the  one  that  was  suggested,  since  it  was  over  their 
budget. 

Please  let  me  know  if  you  have  any  questions! 

Sara  R.  Bonnette 

Contract  Specialist 

US  Department  of  the  Treasury  |  Bureau  of  the  Fiscal  Service 

sara.bonnette@fiscal.treasury.gov 

304-480-825 1 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jul  5,  2017  at  3:58  PM 

To:  Lesley  Duncan  <lduncan@iaf.gov> 

Hi  Lesley- 

Thanks  for  the  comments.  I'm  still  working  with  the  contract  officer  on  the  questions  you  presented  as  well  as 
some  additional  comments  that  I  had.  The  contracting  officer  has  shared  the  information  with  the  vendor  and 
we  are  waiting  to  hear  back  from  them. 

As  they  are  an  8a  we  are  unable  to  work  with  another  company  while  in  the  process  with  this  vendor.  I  will 
keep  you  posted. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


IAF-18-0224-A-000938 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Request  for  assistance 

4  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  4:32  PM 

To:  hga@comcast.net 

Good  afternoon, 

I  am  looking  for  assistance  with  a  request  for  a  conference  room  table.  We  would  need  something  that  could 
seat  8  people  comfortably.  We  would  like  something  that  can  be  paid  for  with  a  government  credit  card. 

Therefor,  we  would  like  something  within  the  $3500  threshold. 

Thanks  for  any  assistance. 

Best, 

Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Holly  Graves  <hga@comcast.net>  Wed,  Jan  24,  2018  at  7:57  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Hi  Shayla 

I  would  be  happy  to  help  you  select  a  table  from  Spec.  I  am  sure  we  can  stay  under  the  3500  threshold 

Were  you  looking  for  laminate?  What  about  the  shape?  Rectangle,  boat  shape? 

Please  take  a  look  at  the  board  games  tables  http://wvvw.specfurniture.com/tables/boardgames  to  get 
some  ideas 

I  would  say  you  want  a  48  x  96"  table? 


I  look  forward  to  hearing  back  from  you. 


Thank  you! 


IAF-18-0224-A-000939 


Holly  Graves 


HGA  Associates,  Inc. 

Manufacturer's  Representatives 
Phone  301-655-6307 
Email:  hga@comcast.net 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January  24,  2018  4:33  PM 
To:  hga@comcast.net 
Subject:  Request  for  assistance 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Jan  25,  2018  at  1:57  PM 

To:  Holly  Graves  <hga@comcast.net> 

Hi  Holly, 

Great- 1  would  think  maybe  something  like  the  ones  shown  below.  We  would  need  something  that  could  seat 
8  people,  table  only  we  would  not  need  any  chairs.  Preferably  a  light  wood  or  black  color.  It  will  be  in  an  odd 
shape  conference  room  that  is  used  only  by  our  agency  President. 


IAF-18-0224-A-000940 


Thanks, 

Shayla 

[Quoted  text  hidden] 


Holly  Graves  <hga@comcast.net>  Thu,  Jan  25,  2018  at  2:01  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Ok  great.  This  is  very  helpful.  I  will  work  on  a  quote  for  you. 

Thank  you! 

Holly  Graves  Walther 
HGA  Inc 

Manufactures  Representatives 
301-655-6307 


On  Jan  25,  2018,  at  1:57  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 


Hi  Holly, 

Great- 1  would  think  maybe  something  like  the  ones  shown  below.  We  would  need  something 
that  could  seat  8  people,  table  only  we  would  not  need  any  chairs.  Preferably  a  light  wood  or 
black  color.  It  will  be  in  an  odd  shape  conference  room  that  is  used  only  by  our  agency 
President. 

<image.png> 

<image.png> 

Thanks, 

Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000941 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Status  Update 

22  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  2,  2018  at  11:02  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan  and  happy  new  year! 

I  am  back  in  the  office  and  wanted  to  check  i  with  you  to  get  a  status  update.  Checked  on  what  has  been 
done  and  so  far  everything  looks  good. 

Has  the  glass  wall  and  door  been  ordered?  Did  they  provide  an  estimated  time  on  delivery?  Also  when  will 
the  work  start  on  the  wooden  sliding  door? 

Thanks, 

Shayla 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  2,  2018  at  12:49  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan, 

Attached  are  some  documents  I  found  regarding  the  pocket  door.  Not  sure  if  they  are  useful. 

Let  me  know. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


2  attachments 

Conf  Room  1230.pdf 

58K 

Door  Information  (2). pdf 

269K 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  2,  2018  at  2:13  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 


Jonathan, 


IAF-18-0224-A-000942 


I  also  noticed  that  the  CEO's  desk  is  out  of  place-  in  front  of  the  heater  and  away  from  the  wall  near  the 
window.  Is  there  a  plan  in  place  to  adjust  the  wall  so  that  her  desk  will  fit? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jan  2,  2018  at  2:25  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Shayla, 


I  will  be  there  this  Thursday  at  10:30  A.M. 


Also,  I  will  place  an  order  on  the  door  today.  The  allowance  we  have  in  our  budget  covers  only  the  door. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  -prorALse. . .  We  deLLverl 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  January  02,  2018  2:14  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  Status  Update 


Jonathan, 


IAF-18-0224-A-000943 


I  also  noticed  that  the  CEO's  desk  is  out  of  place-  in  front  of  the  heater  and  away  from  the  wall  near  the 
window.  Is  there  a  plan  in  place  to  adjust  the  wall  so  that  her  desk  will  fit? 

Thanks, 

Shayla 

On  Tue,  Jan  2,  2018  at  12:49  PM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Jonathan, 

Attached  are  some  documents  I  found  regarding  the  pocket  door.  Not  sure  if  they  are  useful. 

Let  me  know. 

Thanks, 

Shayla 

On  Tue,  Jan  2,  2018  at  11:02  AM,  Shayla  Summerhill  <ssummerhill@iaf.gov>  wrote: 

Good  morning  Jonathan  and  happy  new  year! 

I  am  back  in  the  office  and  wanted  to  check  I  with  you  to  get  a  status  update.  Checked  on  what  has  been 
done  and  so  far  everything  looks  good. 


Has  the  glass  wall  and  door  been  ordered?  Did  they  provide  an  estimated  time  on  delivery?  Also  when 
will  the  work  start  on  the  wooden  sliding  door? 

Thanks, 

Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


IAF-18-0224-A-000944 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 


1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  2,  2018  at  2:29  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Okay,  thanks.  I  will  be  here.  We  can  discuss  the  rest  of  the  budget  costs  then  as  well. 

-Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 

202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  3,  2018  at  10:34  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan, 

Due  to  the  weather  predictions  for  the  next  couple  of  days  we  will  most  likely  be  working  remotely.  Do  you 
have  some  time  today  to  drop  by  the  office?  If  not,  I  will  keep  an  eye  on  the  weather  predictions  and  try  to 
come  in. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com> 


if  ^  :28  PM 


To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  afternoon  Shayla, 


Sorry  didn’t  reply  sooner,  I’ve  been  slammed  with  meetings. 


Please  call  and  send  me  an  email  tomorrow  morning  at  8:00  A.M.  to  confirm  our  meeting  at  10:30  A.M.  I  have 
the  glass  company  coming  out  to  check  on  the  bulkhead  and  column  already  done  tomorrow. 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  0iA,Ly  -prorutse. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January  03,  2018  10:35  AM 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  3,  2018  at  4:43  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Jonathan, 

I  will  keep  an  eye  on  the  weather  and  will  let  you  know  what  our  status  will  be. 


Thanks, 


IAF-18-0224-A-000946 


Shayla 

[Quoted  text  hidden] 

Jperez@ccg-wdc.com  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Okay,  thank  you. 

Have  a  good  evening. 

[Quoted  text  hidden] 

Wed,  Jan  3,  2018  at  4:50  PM 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Good  morning  Jonathan, 

Ant  new  update  on  the  pocket  door  and  the  galls  wall/door? 

Thanks, 

Shayla 

[Quoted  text  hidden] 

Thu,  Jan  11, 2018  at  10:59  AM 

Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  "Jperez@ccg-wdc.com"  <jperez@ccg-wdc.com> 

Wed,  Jan  17,  2018  at  8:11  AM 

Hi  Jonathan-  any  news  on  the  pocket  door  and  the  wall  system?  Thanks  for  keeping  me  updated. 

Shayla 

[Quoted  text  hidden] 

Jonathan  Perez  <jperez@ccg-wdc.com>  Wed,  Jan  17,  2018  at  9:35  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  morning  Shayla, 


Just  got  confirmation  yesterday  the  door  is  ready  to  pick  up.  I’ll  be  picking  up  the  door  this  afternoon.  I  will  be 
dropping  off  the  door  and  Emseal  material  tomorrow  or  today. 


Will  you  be  onsite  tomorrow? 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -prorAtse. . .  We  deliver! 


IAF-18-0224-A-000947 


3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January  17,  2018  8:12  AM 
To:  jperez@ccg-wdc.com 
Subject:  Re:  Status  Update 


Hi  Jonathan-  any  news  on  the  pocket  door  and  the  wall  system?  Thanks  for  keeping  me  updated. 


Shayla 


On  Thu,  Jan  11, 2018  at  10:59  AM,  Shayla  Summerhill  <ssummerhil@iaf.gov>  wrote: 
Good  morning  Jonathan, 

Ant  new  update  on  the  pocket  door  and  the  galls  wall/door? 

Thanks, 

Shayla 

On  Wed,  Jan  3,  2018  at  4:50  PM,  Jperez@ccg-wdc.com  <jperez@ccg-wdc.com>  wrote: 
Okay,  thank  you. 

Have  a  good  evening. 


On  Jan  3,  2018  4:43  PM,  Shayla  Summerhill  <ssummerhil@iaf.gov>  wrote: 


IAF-18-0224-A-000948 


Jonathan, 


I  will  keep  an  eye  on  the  weather  and  will  let  you  know  what  our  status  will  be. 

Thanks, 

Shayla 

On  Wed,  Jan  3,  2018  at  1:28  PM,  Jonathan  Perez  <jperez@ccg-wdc.com>  wrote: 

Good  afternoon  Shayla, 

Sorry  didn’t  reply  sooner.  I’ve  been  slammed  with  meetings. 

Please  call  and  send  me  an  email  tomorrow  morning  at  8:00  A.M.  to  confirm  our  meeting  at  10:30 
A.M.  I  have  the  glass  company  coming  out  to  check  on  the  bulkhead  and  column  already  done 
tomorrow. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 

Our  ori'Ly  promise. . .  We  deliver ! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  rmailto:ssummerhill@iaf.qov1 
Sent:  Wednesday,  January  03,  2018  10:35  AM 


IAF-18-0224-A-000949 


To:  Jonathan  Perez  <iDerez@cca-wdc.com> 
Subject:  Re:  Status  Update 


Good  morning  Jonathan, 

Due  to  the  weather  predictions  for  the  next  couple  of  days  we  will  most  likely  be  working  remotely. 
Do  you  have  some  time  today  to  drop  by  the  office?  If  not,  I  will  keep  an  eye  on  the  weather 
predictions  and  try  to  come  in. 

Thanks, 

Shayla 

On  Tue,  Jan  2,  2018  at  2:29  PM,  Shayla  Summerhill  <ssummerhill@iaf.aov>  wrote: 

Okay,  thanks.  I  will  be  here.  We  can  discuss  the  rest  of  the  budget  costs  then  as  well. 

-Shayla 

On  Tue,  Jan  2,  2018  at  2:25  PM,  Jonathan  Perez  <iperez@cca-wdc.com>  wrote: 

Shayla, 

I  will  be  there  this  Thursday  at  10:30  A.M. 

Also,  I  will  place  an  order  on  the  door  today.  The  allowance  we  have  in  our  budget  covers 
only  the  door. 

Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 

Our  ori'Ly  promise. . .  We  deliver ! 

3321  12th  Street,  NE  I  Suite  3 

Washington.  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


IAF-18-0224-A-000950 


Fax:  202.526.3421 
http://www.ccq-wdc.conn 


From:  Shayla  Summerhill  rmailto:ssummerhill@iaf.qov1 

[Quoted  text  hidden] 

[Quoted  text  hidden] 
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[Quoted  text  hidden] 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  17,  2018  at  10:18  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Great,  yes  I  will  be  at  the  office  tomorrow.  And  where  are  we  on  the  wall  system? 

-Shayla 

[Quoted  text  hidden] 


©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  17,  2018  at  11:06  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Also,  did  you  ever  receive  any  information  about  a  rush  order  on  the  glass  wall  system? 

[Quoted  text  hidden] 


Wed,  Jan  17,  2018  at  2:01  PM 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 


IAF-18-0224-A-000951 


Good  afternoon  Shayla, 


The  glass  wall  system  has  been  ordered  but  still  waiting  on  expedite  cost  from  the  supplier. 


Also,  regarding  the  existing  blinds.  I  send  an  email  out  to  Levolor  requesting  a  SKU  #  to  match  the  existing 
blinds.  The  link  below  is  a  customize  page  where  the  order  can  be  placed.  I  will  send  you  exact  sizes  and 
SKU  #  after  we  install  the  Emseal  product. 


https;//www.levolor.com/customrivmetal.html 


Thank  you, 

Jonathan  Perez 

Assistant  Project  Manager 


Our  onLy  prontCse. . .  We  deLLver! 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Wednesday,  January  17,  2018  11:06  AM 


[Quoted  text  hidden] 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  19,  2018  at  9:03  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Co:  Brett  Creek  <bcreek@ccg-wdc.com> 


Hi  Jonathan, 


IAF-18-0224-A-000952 


Were  you  coming  by  yesterday  or  today  to  drop  of  the  pocket  door  and  materials  as  I  assumed  it  was 
yesterday? 


Thanks, 

Shayla 

[Quoted  text  hidden] 

©Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Fri,  Jan  19,  2018  at  1:27  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Brett  Creek  <bcreek@ccg-wdc.com> 


Good  afternoon  Shayla, 


I  had  to  returned  the  pocket  door  because  they  order  the  wrong  size.  I  should  be  expecting  the  correct  door 
Monday  evening. 


Emseal  product  is  here  with  me  in  my  office. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


anvtf ur  f 


Our  onLy  prontCse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 


Cell:  202.407.3692 


Fax:  202.526.3421 
http://www.ccg-wdc.com 


IAF-18-0224-A-000953 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Friday,  January  19,  2018  9:03  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 

Subject:  Re:  Status  Update 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Fri,  Jan  19,  2018  at  3:48  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 

Hi  Jonathan, 

What  is  the  plan  to  install  the  pocket  door,  dates,  timeframe,  etc.?  Have  we  still  not  received  any  information 
on  the  glass  wall  system? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  22,  2018  at  9:37  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 

Good  morning  Jonathan, 

Given  the  current  government  status  I  will  be  offline  until  we  are  approved  to  come  back  to  the  office.  Please 
continue  working  on  the  glass  wall  system  and  pocket  door  however,  we  will  not  be  able  to  accept  any 
invoices  during  this  time. 

If  there  are  any  issues/concerns  that  come  up  please  email  me  at  my  personal  email  address 


Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  22,  2018  at  10:14  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 

Hi  Jonathan, 

Please  disregard  my  previous  email. 

Thank  you, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Jan  22,  2018  at  10:27  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Cc:  Brett  Creek  <bcreek@ccg-wdc.com> 

Hello, 


IAF-18-0224-A-000954 


Per  the  notice  already  provided  to  you  by  your  Contracting  Officer  at  the  Bureau  of  Fiscal  Services,  the  U.S. 
government,  including  the  Inter-American  Foundation  (lAF),  has  temporarily  shut  down  its  operations  effective 
as  of  January  19,  2018.  Please  note  that  no  work  can  or  should  be  conducted  under  your  contract  with  the 
lAF  during  the  shutdown  period,  as  the  agency  will  not  be  able  to  pay  for  work  conducted,  or  services  or 
materials  provided  during  the  shutdown  period,  unless  you  have  received  prior  notice  that  such  services  are 
considered  essential.  In  addition,  no  lAF  staff  will  be  working  until  the  shutdown  period  has  ended.  The  lAF 
will  notify  you  once  the  shutdown  ends  and  the  agency  is  able  to  resume  full  operation. 

Best, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Mon,  Jan  22,  2018  at  10:36  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Co:  Brett  Creek  <bcreek@ccg-wdc.com> 


Good  morning  Shayla, 


Thank  you  for  the  heads.  Please  email  or  call  me  when  you  get  back  to  the  office. 


Sincerely, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  onLy  prontCse. . .  We  deLLverl 

3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


^lin 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Monday,  January  22,  2018  10:27  AM 


[Quoted  text  hidden] 
[Quoted  text  hidden] 


IAF-18-0224-A-000955 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Status 

7  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  23,  2018  at  9:01  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Good  morning  Jonathan, 

We  are  back  in  the  office  today.  Please  resume  work  on  the  glass  wall  system  and  pocket  door. 

Are  you  all  planning  to  come  in  this  week  to  install  the  pocket  door?  Any  word  from  the  glass  company  about 
delivery  timeframe? 

Also,  can  you  send  me  the  contact  name  and  information  for  the  glass  company  you  all  are  using  today? 

Thank  you, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jan  23,  2018  at  4:19  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  afternoon  Shayla, 


I  sent  an  email  out  to  all  my  sub’s  this  morning,  informing  to  resume  work  for  lAF  project.  Once  I  hear  back 
from  my  sub’s  regarding  the  email  I  sent  this  morning,  I  will  send  you  schedule  dates  for  pocket  door/glass 
wall  system  installation. 


Pocket  door  will  arrive  Thursday  morning. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -proruise. . .  We  deliver! 


IAF-18-0224-A-000956 


3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  January  23,  2018  9:02  AM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Status 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  23,  2018  at  4:24  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

The  pocket  door  will  arrive  at  our  agency  on  Thursday?  Around  what  time? 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Jonathan  Perez  <jperez@ccg-wdc.com>  Tue,  Jan  23,  2018  at  4:30  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


The  pocket  door  will  arrive  at  the  suppliers  warehouse.  I’ll  be  there  Thursday  morning  verifying  the  exact  size. 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  January  23,  2018  4:25  PM 
To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Subject:  Re:  Status 


[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Jan  23,  2018  at  4:32  PM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

And  what  is  the  contact  information  for  the  glass  company  you  all  are  using?  and  the  rep's  name? 


-Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000957 


Jonathan  Perez  <jperez@ccg-wdc.com> 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Tue,  Jan  23,  2018  at  4:56  PM 


I  cc  you  in  a  email  I  sent  to  Global  Glass  &  Film  regarding  the  glass  wall  system. 


Thank  you, 
Jonathan  Perez 


Assistant  Project  Manager 


Our  only  -prorutse. . .  We  deliver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


mi" 


From:  Shayla  Summerhill  [mailto:ssummerhill@iaf.gov] 
Sent:  Tuesday,  January  23,  2018  4:33  PM 


[Quoted  text  hidden] 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Jan  24,  2018  at  9:12  AM 

To:  Jonathan  Perez  <jperez@ccg-wdc.com> 

Yes,  I  received  the  email.  Is  there  a  contact  number  for  them  as  well?  I  am  assuming  you  have  not  received 
anything  from  him.  As  I  have  requested  that  this  project  be  completed  within  this  week  and  we  are  no  closer 
to  finishing  I  find  it  very  unprofessional  that  they  have  not  communicated  any  information  to  you  all. 

-Shayla 

[Quoted  text  hidden] 


IAF-18-0224-A-000958 


Thank  you, 
Jonathan  Perez 


Project  Manager 


Our  only  -proruise. . .  We  deitver! 
3321  12th  Street,  NE  |  Suite  3 
Washington,  DC  20017-4008 
Office:  202.526.3420 

Cell:  202.407.3692 

Fax:  202.526.3421 
http://www.ccg-wdc.com 


From:  Kara  Rogers  [mailto:krogers@iaf.gov] 
Sent:  Sunday,  March  04,  2018  11:37  AM 
To:  jperez@ccg-wdc.com 
Cc:  Shayla  Summerhill  <ssummerhill@iaf.gov> 
Subject:  Re:  Fwd;  Operating  Status  Update 


Hi  Jonathan,  -  Please  give  us  a  few  options  to  reschedule  the  crew  this  week  to  finalize  this  project. 


Thanks, 

Kara 


Kara  Rogers 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 


202.683.7182 


IAF-18-0224-A-000959 


Shayla  Summerhill  <ssummerhill@iaf.gov> 


Window  etching  work  for  lAF 

10  messages 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Mar  7,  2018  at  3:40  PM 

To:  warmstrong@armstrongcustomsigns.com 

Hello  Mr.  Armstrong, 

This  is  my  email  address  to  send  the  artwork  sample.  I  will  forward  the  approval  for  the  artwork  to  Mr. 

Jonathan  Perez  with  CCG. 

Thanks, 

Shayla 


O  Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Willie  Armstrong  <warmstrong@armstrongcustomsigns.com>  Wed,  Mar  7,  2018  at  4:01  PM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Please  Confirm 
Thanks 


Willie  Armstrong 
Armstrong  Custom  Signs,  LLC 
202.563.5087  (w) 

202-746.0599  (Cell) 

202.562.1138  (fax) 

warmstrong@armstrongcustomsigns.com 

www.armstrongcustom-signs.com 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Wednesday,  March  07,  2018  3:40  PM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Subject:  Window  etching  work  for  lAF 


Hello  Mr.  Armstrong, 


IAF-18-0224-A-000960 


This  is  my  email  address  to  send  the  artwork  sample.  I  will  forward  the  approval  for  the  artwork  to  Mr. 
Jonathan  Perez  with  CCG. 


Thanks, 

Shayla 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 

1331  Pennsylvania  Ave  NW,  Suite  1200  North 

Washington  DC  20004 

202.688.3050 


2  attachments 
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Shayla  Summerhill  <ssummerhill@iaf.gov>  Wed,  Mar  7,  2018  at  4:05  PM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Can  you  confirm  if  the  stencil  is  in  the  frosted  sparkle  for  the  logo  and  the  strip  for  both  rooms.  Not  sure  if  the 
etchmark  vinyl  is  different  from  the  frosted  sparkle  as  they  should  be  the  same  material. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Fri,  Mar  9,  2018  at  1:32  PM 
IAF-18-0224-A-000961 


Shayla  Summerhill  <ssummerhill@iaf.gov> 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 


Mr.  Armstrong, 

The  CEO  will  still  be  out  of  the  office  on  Wednesday  if  you  need  to  come  in  that  day. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  8:38  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Good  morning  Mr.  Armstrong, 

Please  confirm  what  day  and  time  you  will  be  coming  by  to  apply  the  stencil  to  the  2  rooms. 

Thank  you, 

Shayla 

[Quoted  text  hidden] 


Willie  Armstrong  <warmstrong@armstrongcustomsigns.com>  Mon,  Mar  12,  2018  at  8:52  AM 

To:  Shayla  Summerhill  <ssummerhill@iaf.gov> 


Good  Morning  Shayla, 


I  plan  to  be  their  Tuesday  3-13  (tomorrow)  between  9:30  &  10am. 


Thanks 


Willie  Armstrong 
Armstrong  Custom  Signs,  LLC 
202.563.5087  (w) 

202-746.0599  (Cell) 

202.562.1138  (fax) 

warmstrong@armstrongcustomsigns.com 

www.armstrongcustom-signs.com 


From:  Shayla  Summerhill  <ssummerhill@iaf.gov> 

Sent:  Monday,  March  12,  2018  8:39  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 
Subject:  Re:  Window  etching  work  for  lAF 


[Quoted  text  hidden] 
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IAF-18-0224-A-000962 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  12,  2018  at  8:53  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Great,  thank  you.  I  will  see  you  then. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill 

Management  Analyst,  Inter-American  Foundation 
1331  Pennsylvania  Ave  NW,  Suite  1200  North 
Washington  DC  20004 
202.688.3050 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Thu,  Mar  15,  2018  at  11:10  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Mr.  Armstrong, 

Tuesday  will  work  to  come  back  out  to  finish  the  stencil.  I  will  be  available  at  7am  to  ensure  that  the  work  can 
be  done  by  9:30am  on  that  day  at  the  latest. 

Please  let  me  know  if  that  works  for  you  and  I  will  add  it  to  the  schedule. 

-Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Mon,  Mar  19,  2018  at  8:51  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Good  morning  Mr.  Armstrong-  confirming  with  you  that  you  will  be  here  tomorrow,  Tuesday,  March  20th  at 
7am  to  finish  the  stencil  for  both  conference  rooms. 

Thanks, 

Shayla 

[Quoted  text  hidden] 


Shayla  Summerhill  <ssummerhill@iaf.gov>  Tue,  Mar  20,  2018  at  9:04  AM 

To:  Willie  Armstrong  <warmstrong@armstrongcustomsigns.com> 

Mr.  Armstrong- 1  am  assuming  that  the  product  did  not  arrive  in  time  yesterday  for  you  to  come  in  today.  To 
confirm  are  you  coming  in  Wednesday,  March  21  at  7am  to  complete  the  stencil  work. 

Please  confirm  today  by  email  or  phone. 


Thanks, 

Shayla 


IAF-18-0224-A-000963 


ACORD 


CERTIFICATE  OF  LIABILITY  INSURANCE 


DATE  (MM/DD/YYY) 
Month/Date/Y  ear 


THIS  CERTIFICATE  IS  ISSUED  AS  A  MATTER  OF  INFORMATION  ONLY  AND  CONFERS  NO  RIGHTS  UPON  THE  CERTIFICATE  HOLDER.  THIS 
CERTIFICATE  DOES  NOT  AFFIRMATIVELY  OR  NEGATIVELY  AMEND,  EXTEND  OR  ALTER  THE  COVERAGE  AFFORDED  BY  THE  POLICIES 
BELOW.  THIS  CERTIFICATE  OF  INSURANCE  DOES  NOT  CONSTITUTE  A  CONTRACT  BETWEEN  THE  ISSUING  INSURER{S),  AUTHORIZED 
REPRESENTATIVE  OR  PRODUCER,  AND  THE  CERTIFICATE  HOLDER. 


IMPORTANT:  If  the  certificate  holder  Is  an  ADDITIONAL  INSURED,  the  pollcy(les)  must  be  endorsed.  If  SUBROGATION  IS  WAIVED,  subject  to  the 
terms  and  conditions  of  the  policy,  certain  policies  may  require  an  endorsement.  A  statement  on  this  certificate  does  not  confer  rights  to  the  certificate 
holder  in  lieu  of  such  endorsement(s). 


PRODUCER 

Insurance  Agent/Broker  Name 

Insurance  Agent/Broker  Street  Address  or  P.O.  Box 

CONTACT 

NAME: 

PHONE 
(A/C,  No.  Ext): 

FAX 

(A/C,  No): 

Insurance  Agent/Broker  City,  State  and  Zip 

Contact  &  Phone  Number 

E-MAIL 

ADDRESS: 

INSURER(S)  AFFORDING  COVERAGE 

NAIC# 

INSURED 

INSURER  A  :  Name  of  Insurance  Company 

Enter  NAIC# 

Vender  Name 

INSURER  B  :  Name  of  Insurance  Company  (if  applicable) 

Enter  NAIC# 

Vender 

INSURER  C  !  Name  of  Insurance  Company  (if  applicable) 

Enter  NAIC# 

City,  State  ZIP 

INSURER  D  : 

INSURER  E  : 

INSURER  F: 

COVERAGES 


THIS  IS  TO  CERTIFY  THAT  THE  POLICIES  OF  INSURANCE  LISTED  BELOW  HAVE  BEEN  ISSUED  TO  THE  INSURED  NAMED  ABOVE  FOR  THE  POLICY 
PERIOD  INDICATED.  NOTWITHSTANDING  ANY  REQUIREMENT,  TERM  OR  CONDITION  OF  ANY  CONTRACT  OR  OTHER  DOCUMENT  WITH  RESPECT  TO 
WHICH  THIS  CERTIFICATE  MAY  BE  ISSUED  OR  MAY  PERTAIN.  THE  INSURANCE  AFFORDED  BY  THE  POLICIES  DESCRIBED  HEREIN  IS  SUBJECT  TO 
ALL  THE  TERMS,  EXCLUSIONS  AND  CONDITIONS  OF  SUCH  POLICIES.  LIMITS  SHOWN  MAY  HAVE  BEEN  REDUCED  BY  PAID  CLAIMS. 


INSR 

LTR 


TYPE  OF  INSURANCE 


ADDL 

INSR 


SUBR 

WVD 


POLICY  NUMBER 


POLICY  EFF 
(MM/DD/YYY) 


POLICY  EXP 
(MM/DD/YY) 


EMITS 


GENERAL  LIABILITY 


COMMERCIAL  GENERAL  LIAB  LITY 
I  CLAIMIS-MADE  I 


XX1234-  -567 


xx/xx/20xx 


xx/xx/20xx 


EACH  OCCURRENCE 


OCCUR 


GENT  AGGREGATE  LIMIT  APPLIES  PER: 
PRO¬ 
JECT 


SAM  PL 


E 


DAMAGES  TO  RENTED 
PREMI$ES(Ea  occurrence) 


MED  EXP  (Any  one  person) 


PERSONAL  &ADV  NJURY 


GENERAL  AGGREGATE 


POLICY 


LOG 


PRODUCTS-COMP/OP  AGG 


$1,000,000 


$100,000 


$5,000 


$1,000,000 


$2,000,000 


$2,000,000 


AUTOMOBILE  LIABILITY 


ANY  AUTO 
ALL  OWNED 
AUTOS 

H  RED  AUTOS 


XX1234-567 


xx/xx/20xx 


xx/xx/20xx 


COMB  NED  SNGLEL  MIT 
(Ea  accident) 


$1,000,000 


BOD  LY  INJURY(Per  person) 


SCHEDULED 

AUTOS 

NON-OWNED 

AUTOS 


BOD  LY  INJURY(Per  accident) 


PROPERTY  DAMAGE 
(Per  accident) 


UMBRELLA  LIAB 
EXCESS  LIAB 


OCCUR 

CLAIMS-MADE 


EACH  OCCURRENCE 


$5,000,000 


XX1234-567 


xx/xx/20xx 


xx/xx/20xx 


AGGREGATE 


$5,000,000 


DED 


RETENTION  $Enter  Amount 


WORKERS  COMPENSATION  AND 
EMPLOYERS  ‘  LIABILITY 
ANY  PROPR  ETOR/PARTNER/EXECUTIVE 
OFFICER/MEMBER  EXCLUDED? 
(Mandatory  in  NH) 

If  yes,  describe  under 
DESCRIPTION  OF  OPERATIONS  below 


□ 


N/A 


XX 1234-567 


xx/xx/20xx 


xx/xx/20xx 


WC  STATU¬ 
TORY  LIMITS 


E.L.  EACH  ACC  DENT 


$500,000 


E.L.  DISEASE -EA 
EMPLOYEE 


$500,000 


E.L.  DISEASE  -  POLICY 
LMIT 


$500,000 


OTHER 


DESCRIPTION  OF  OPERATIONS/LOCATIONS/VEHICLES  (Attach  ACORD  101,  Additional  Remarks  Schedule,  If  more  space  Is  required) 

1325-1331  Pennsylvania  Ave.,  NW,  Washington,  DC  -  National  Place  -  National  Place  Lease  Company,  LLC;  National  Place  Land  Company,  LLC;  ODC 
Property  Management,  Inc.,  and  Westdeutsche  ImmobilienBank,  AG,  and  the  agents,  representatives,  officers,  directors,  and  employees  of  each  shall  be 
included  as  additional  insureds  for  automobile  liability,  general  liability  (for  on-going  and  completed  operations),  and  umbrella/excess  liability.  General 
Liability  and  umbrella/excess  liability  are  primary  and  non-contributory  with  any  insurance  maintained  by  the  additional  insureds.  All  policies  contain  a 
waiver  of  subrogation  in  favor  of  the  above  additional  insureds.  For  each  policy  shown  above,  please  attach  endorsements  reflecting  30  days  prior 
written  notice  of  cancellation  to  the  certificate  holder. 


CERTIFICATE  HOLDER 


CANCELLATION 


National  Place  Lease  Company,  LLC, 
c/o  Ebix  BPC 
P.C.  Box  12010-44 
Hernet,  CA  92546-8010 


SHOULD  ANY  OF  THE  ABOVE  DESCRIBED  POLICIES  BE  CANCELLED  BEEORE 
THE  EXPIRATION  DATE  THEREOE,  NOTICE  WILL  BE  DELIVERED  IN 
ACCORDANCE  WITH  THE  POLICY  PROVISIONS 

AUTHORIZED  REPRESENTATIVE 


ACORD  25  (2010/05) 


©1988-2010  ACORD  reserved 

The  ACORD  name  and  logo  are  registered  marks  of  ACORD 


INOUSTRIES 


Architectural 
Wbod  Doors 


WOOD  VENEER 
BONDED  PARTICLEBOARD  CORE 
5-PLY  CONSTRUaiON 
NON-RATED  aO-MINLITE 


HERITAGE 

Vi  Doo'  Tyj)0 


5502H 

PC-5  «  PC-20-5  »  PC-20PP-5 


(liuci  iOl  uvc  vnlvl 


1-3/8"  Structural  Composite  Lumber  (SCL) 

^ VERTICAL  STILES;* 

1-3/8'  Structural  Composite  Lumber  (SCL)  with  matching  hardwood  edge 

CrossiMinds  concealed  at  edge 

eCORE: 

Particleboard  or  FSC  certified  Particleboard**,  ANSI  /L208.1,  grade  1-LD-2 
70%  of  door  construction  weight,  composed  of  pre<onsumer  recycled  material. 


High  Density  Fiber  (HDF)  or  no  added  urea-formaldehyde  High  Density  Fiber  (HDF)* 
20%  of  door  construction  weight,  composed  of  pre<onsumer  recycled  material. 

EACE5; 

"A"  grade  wood  veneer,  unless  otherwise  specified,  or  FSC  certified* 


FINISHED  THICKNESS: 

1-3/4'  (±  1/16") 

BOnOM  RAIL* 

1-3/8'  Structural  Composite  Lu 


All  (fimftmions  shown  ar«  nominal  btfora  »an< 
pr«fittln9  within  industry  standards.  SptcHka 
manufacturer's  option.  PrefH  and  stock  sizes 


EIGHTH  DAY  DESIGN 
X  NO  EXCEPTION  TAKEN 
REVIEWED  AS  NOTED 
REVISED  AND  RESUBMIT 
WITHOUT  ACTION 
GC  SUBMITS  #  08050-1 
SIGNED 


PROJ  #  11073 


DATE  2/15/2012 


X  Blocking  Relnforcomont  Options: 

B  available  at  sdditionsi  cost 

undercutting  and  specialized  Kartiware. 
Slocking  recommended  for  Extra  Heavy 
Duty  Doors  using  surfan  mounted 
hardware. 


LEED  Version  3  Credit  Assistance 

Recycled  Material  MR  4: 1-2  points 

X 

Regional  Material  MR  5: 1-2  points 

X 

Certified  Wood  MR  7 

FSC  COC:  SW-COC-000736 

X 

Low-Emittinq  Material  EO  4.4* 

X 

Credit  anistance  available  for  muKiple  LEED  rating  systems 


WDMA  PREMIUM  GRADE  EXTRA  HEAVY  DUTY  DOOR 


DOOR  FEATURES: 

Flniih  TVim;  WDMA  TR-6,  Catalyzfd  Polyurethane  Factory  Finish 
Veneer  Majd!:  Book  match  standard.  Slip  or  random  available  if  specified. 

Veneer  Face  Aiaemblv:  Running  match  standard.  Center  or  balanced 
available  if  specified. 

Pairs  and  Seta:  Pair  match,  set  match  available. 

DoeraHyanaoma:  Continuous  match  standard.  End  or  no  match  available 
if  specified. 

Vertleel  Ednee: 

(visible  surface)  Matchln9  hardwood  finished  at  factory 
(-2)  with  cdge-before-face  construction.  Optional  edges 
are:  unfinished  (-1)  and  stiles  primed  at  factory  (-9). 

Cutputi:  5*  minimum  distance  from  door  edge  and  the  minimum 
distance  between  lite  and  lock  cut  osrt  is  3-5/16*  for  20-minute  and  S* 
for  4S-minute. 

Stenderd  Bevel:  1/8*  in  2* 

Clearances:  1/8*  top,  1/8*  lock  and  hinge  stiles.  See  NFP/V-80  6.3.1.7,  2007 
edition,  for  bottom  clearances. 


DOOR  STANDARDS: 

•  ANSIAMDMA  I.S.  1-A  and  AWS  Section  9  Quality  Starsdards  (Bonded  Core).  UBC  7-2-1997, 
Parts  I  and  II.  IBC  2000.  UL 10-C 

•  Top  and  bottom  rails  of  door  shall  be  factcxy  scaled. 

•  Doors  shall  be  clad  in  WDMA  premium  *A*  grade  wood  veneer  with  minimum  thickness 
1/42*  before  satsding,  with  Type  1  adhesive  containing  no  added  urea-formaldehyde. 

Both  domestic  and  exotic  hardwood  species  available  for  transparent  finish.  Mill  option 
face  material  for  opaque  finish. 

•  Neutral  pressure  20-minute  Intertek/Wamock  Mersey  fire  labels  shall  be  available  within 
size  and  usage  limitations.  Fire-rated  doors  must  use  approved  llte  frames. 

•  Positive  pressure  fire  label  is  available  on  20-minute  single  doors  going  into  welded  or 
knockdown  steel  frames.  Surface-applied  smoke  gasketing,  such  as  Pemko  S88,  must  be 
applied  to  frame  to  achieve  *S*  rating  (gasketing  to  be  supplied  by  others). 

•  Cutouts  for  vision  panels  shall  be  made  at  the  factory  and  shall  be  of  sizes  and 
locations  as  Indicated  on  the  drawings.  Factory  finished  wood  glazing  stops  or  beige 
powder  coated  metal  llte  frames  shall  be  furnished  for  lite  openings  unlen  otherwise 
specified.  Metal  IHe  frames  may  be  venear-wrapped  at  additional  cost.  Louvers  are 
prohibited  In  20-mlnutcfire  doors. 


Security  Rating:  Class  40  (highest  rating  possible) 

STC  RatInB!  STC  31/  STC  32,  gasketing  and  door  sweep  required. 


•  Hardware  preparation:  All  cutouts  for  mortise  hardware  shall  be  made  at  the  faaory 
from  hardware  manufacturer's  templates  and  approved  shop  drawings. 


Screw  Holdlno  end  Split  Realxtence:  Refer  to  )uly  31,  2008  Customer 


•  Doors  shall  be  Individually  poly-bagged  for  protection  in  transit  and  storage  periods, 
and  shall  be  marked  as  per  openings  on  shop  drawings. 


^0O0  Industrial  Park  •  Holstein,  lA  51025  •  800.827.1615  •  Fax  712.368.41 11  e  vwvw.vIji^^uji^ig^^T^gg^^^*^ 

AMERICAN 


PVERSIGHT 


Yes 

Yes 

r 

Yes  ! 

i 

! 

i 

i 

j 

1 

1 

Yes 

Yes 

Yes 

i 

1 

i 

j 

Yes 

Yes* 

FSC  Certified 

Core  &  Veneer 

Yes* 

FSC  Certified  1 
Veneer  I 

Yes* 

FSC  Certified  i 
Core  A  ti'eneer  i 

Yes*  Yes*  Yes* 

F5C  Certified  FSC  Certified  |  FSC  Certified 
CotetVeneer  Veneer  i  Veneer 


Certified  Wood 


Yes* 

FSC  Certified 
Veneer 


Yes* 


Yes* 


"7: 

IAF-18-0224-A-000966 


VERSIGH 


VT  INDUSTRIES  LEED® 

Version  3  CERTIFICATION  OPPORTUNITIES 


Ttie  LECD*  (l.eiiilersiiip  in  Eneryy  and  EnvironiiieiU£il  Design)  Green  Building 
Rating  System''’'  is  a  voluntary,  consensus-based  national  standard  for 
developing  high  porformance,  sustainable  buildings.  Members  ol  the  U.S. 
Green  Building  Council  reprosonting  all  segments  of  the  building  industry 
developed  I.EED  and  continue  to  contribute  to  its  evolution. 

At  VT  Industries,  we  aie  constantly  adapting  our  manufacturing  techniques 
to  ensure  environmental  lesponsibility.  VT  doors  have  been  testeil  witll  the 
GREENGUARD"^  Environmental  Institute  (GEI).  anil  are  GREENGUARD  Air 
Quality  Certified*  and  GREENGUARD  Children  &  Schools^  Certified.  Our 
products  can  assist  you  in  achieving  LEED  credits  including  recycled  content, 
regional  materials,  rapidly  renewable  materials,  certified  wood  and  low- 
emitting  materials. 


Rapidly  Renetwabla 
Malarial 


Low-Emitting 
Matarials:  Composite 
Wood  and  Agrifiber 
Products 


Regional  Materials; 

1-2  points 

10K  Extracted,  Processed 
and  Manufactured 
Regionally 

20%  Extracted,  Processed 
and  Manufactured 
Regionally 


Recycled  Content: 

1-2  points 

10%  (post-consumer  -r- 
%  pre-consumer) 

20%  (post-consumer  + 
Vi  pre-consumer) 


ill 


VT  INDUSTRIES  CAN  ASSIST  IN  ACHIEVING  LEED  v3  CERTIFICATION 

Tor  projects  regisleted  with  the  USGBC  after  June  26.  2009 


STILE  &  RAIL 
DOORS 


'flush  doors 


•rSC  mnilicil  |),ii  iick-l)o.ird  .mil  si.ive  liimhiT  cou!,  is  .w.iii.inii!  11,1110  tdiiiost.  rsc  umiIIwiI  v.iniKjr  is  soiiicti  m  .iv.iil.iriiiliy'!^'  J'.i 
TJo  .T(iilc<i  uicd-foiirinltloliytic  is  .tvoiIaDIc  upon  lociocsi .  * 


LEED 

CREDIT 


LEED 

CRITERIA 


GREENGUAFtD  CERTIFICATION  PROGRAM''-’ 


The  GREENGUARD  EiivironiMOrn.ll  Instiiule  (GEI)  is  .in  iiulnsiry  indcpondcm,  non-firofil  oiganrzotion  that  ovoisccs  ihc 
GREENGUARD  CeiiificaUon  P.'og.'.iiii,  esiablishing  accepiable  indoor  .lir  st3nci.iids  (or  indoor  prodiicls.  environments 
and  buildings.  Testing  is  conducted  in  stainless  steel  environmental  chambers  expertly  designed  .ind  constrirctetl  (or 
measuring  trace  contaminants.  Certified  products  arc  rigorously  tested  quar  terly  for  chemical  emissions  irsing  proven, 
scientifically  verified  protocols,  cnstriing  improved  pirblic  health  and  qirality  of  life  thrortgfi  improved  indoor  air. 

Indoor  Air  Quality  per  formance-based  standards  define  goods  with  low  chemical  and  p.irticle  emissions  lor  use  indoors, 
primarily  building  materials,  interior  furnishings,  firrniture.  cleaning  and  maintenance  products,  electronic  eciiripmenl 
and  personal  care  products.  Children  are  more  heavily  exposed  to  environmental  toxins  than  adults.  They  constrme 
more  food  and  water,  and  have  higher  inhalation  rotes  per  pound  of  body  weight  than  adults.  To  account  for  inhalation 
exposure  to  young  children  with  greater  sensitivities.  GEI  applies  increased  allowable  emission  levels  for  Cliildrcn  S  Schools 
Product  Certification. 

GREENGUARD  certified  prockrets  are  referenced  standards  in  nurneroos  sustainable  building  initiatives  including: 
Leatlership  in  Energy  and  Environmental  Design  (LEED").  Collaborative  for  High  Performance  Schools  (CHPS),  Green 
Gttide  (or  Health  Care  (GGHC),  Sustainable  litrildtng  Industry  Council  (5BIC)  and  (or  the  states  of  Massachusetts. 
Washington  and  New  York.  For  more  information  on  the  GREENGUARD  Certification  Program  emission  standards 
or  to  view  VT  Industries  Fine  Laminate  Countertop  compliance  certificates  visit  www, groonguard.org. 

FORMALDEHYDE  INFORMATION 

Formaldehyde  is  an  important  industrial  chemical  used  to  make  other  chemicals,  building  materials  and  hortschold 
products.  Building  products  made  with  formaldcliycic  resins  can  "off-gas"  (emit)  formaldehyde  gas.  There  are  two  types 
of  formaldehyde  resins:  urea  formaldehyde  (UF)  and  phenol  (ornraldehyde  (PF).  Products  made  of  urea  formaldehyde 
can  release  formaldehyde  gas;  products  made  of  phenol  formaldehyde  generally  omit  lower  levels  of  the  gas. 

In  interior  applications,  the  iirost  significant  sources  of  formaldehyde  arc  likely  to  be  pressed  wood  products  made  using 
adliosives  that  contain  urea  formaldehyde  (UF)  rosins.  Pressed  wood  products  in.idc  lor  indoor  rrse  include  particleboard, 
hardwood  plywood  and  medium  density  fiberbo.ird. 

Formaldehyde  is  normally  present  at  lovz  levels,  usually  less  than  O.06  ppm  (parts  per  million),  in  both  outdoor  and  indoor 
air.  When  present  in  the  air  at  levels  at  or  .ibovo  0.)  ppm,  aettte  health  c((ects  can  occur  including  watery  eyes;  burning 
sensations  in  the  eyes,  nose  and  throat;  nausea;  cotrghing;  chest  tiglunoss;  wheezing;  skin  rashes;  and  other  irritalirig 
effects.  The  World  Health  Organization  recommends  that  exposure  shotrld  not  exceed  0.05  fipm. 

continuing'  EDUCATION 

VT  values  the  Imiioriancc  of  continuing  edircational  efforts  and  conducts  sessions  to  help  architects  earn  AIA/CES 
learning  irnits  and  the  Doors  and  Hardware  Irrstitirtc  continuing  education  program.  Our  sustainable  design  cduc.ilion 
offering,  VTI  507  -  Sustainable  Choices  in  Wood  Door  Construction,  centers  on  sustainable  design  options  for  wood  doors 
including;  LEED  credits,  wood  door  matcriols,  indoor  air  quality,  and  specifying  veneer. 

The  cotrr  se  is  approximately  one  hour  long  and  is  registered  by  VT  with  the  University  of  Oklahoma  for  Continuing 
Edtreation,  earning  AlA  members  one  learning  unit  for  Sustainable  Design  (SD)  and  Health,  Safety  and  Welfare  (HSW).  If 
interested  in  taking  this  course  or  lor  more  course  offerings,  please  feel  free  to  contact  VT  Industries  at  800.827.1615  ext, 
564  or  contact  yoirr  local  sales  fcpresoniativo  to  set  up  a  time. 


1000  INDUSTRIAL  PARK 
P.O  BOX  490 
HOLSTEIN.  lA  51025 
800.827.1615  ext.  564 
'A'WW.VTINDUSTRIES.COM 


"Y”  Architectural 
ill  Wood  Doorsi 
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SCURRIES 

STEEL  DOORS  AND  FRAMES 


Custom  Orders  . 


Bringing  Success  To  Your  Door 


ndustry  Leading  Customer  Service 


Nationwide  Network  of  Service  Centers 


An  ASSA  ABLOY  Group  company 


IAF-1 


ASSAABIDY 


CURRIES  is  strong!^  committed  to  providing 
our  customers  with  the  highest  quality  hollow 
metal  products  and  the  best  delivery  times. 

JERRY  CURRIE 

President  and  CEO 
CURRIES 


•MfiMhtfiKiumt 


To  meat  the  multitude  of  doorway  needs  In  the 
non-residential  construction  Industry,  CURRIES 
manufactures  a  wide  range  of  hollow  metal  doors 
and  frames  for  Interior  and  exterior  use.  The  Mason 
City,  Iowa-based  company  Is  considered  the  most 
progressive  manufacturer  m  Its  field.  With  combined 
dcxH  and  frame  manufactuirig  plants  totaling 
456,000  square  feet,  CURRIES  has  orte  of  the 
largest  producttlon  facilities  in  the  industry.  The 
state-of-the-art  manufacturing  plant  and  shipping 
center  facilitates  a  quick  response  on  large  and 
small  custom  orders.  CURRIES’  updated  rofi 
fonnlng  equipment  is  part  of  the  technology  that 
ensures  conslsterrt,  timely  products  to  the  market. 


CURRIES  was  established  In  1956  and  since  1996 
has  been  a  part  of  the  ASSA  ABLOY  Qrxxjp 
organization.  The  ASSA  ABLOY  Group  Is  the  world's 
leadirig  manufacturer  and  supplier  of  locking 
solutions,  dedicated  to  satisfying  end-user  needs  for 
security,  safety  and  convenience. 
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This  hroehure  tffecthi  <u  of  Hay  2006 


An  ASSA  ABLOY  Groqp  company 


For  Salas,  Marketing  a  Service  Support 

ASSA  ABLOY  Door  Security  Solutions 
Formed  by  the  fusion  of  ESSEX  Industries  and  YSQ 
Door  Security  Consultants,  ASSA  ABLOY  Door  Security 
Solutions  offers  complete  life-safety  and  security 
solutions,  aN  from  a  single  source.  Working  with  twelve 
door  and  hardware  bratxls,  the  naUonwtds  network  of 
local  sales  teams  and  distributors  focuses  on 
understanding  end-user  needs  and  providing  the  right 
solutions.  Support  services  Include  architectural 
education  and  specification  consulting.  Visit 
www.assaabloydsa.oom  to  learn  how  our  phBosophy  of 
■One  Source.  One  Focus."*"  can  help  with  your  secirity 
and  life-safety  needs. 

Phone:  1-800-377-3948 

Address;  110  Sargent  Drive 

New  Haven,  CT  06511 
Web  she:  www.assaabloydss.com 
Email:  Contact  your  local  Door  Security  Solutions 
representative  via  e-mail  by  going  to  assaabioydss.com 
and  cicking  on  "Service  8  SupporT. 


NOTE;  CURRIES  Company  has  provided  soft  metric 
conversion  equivalents  for  the  majority  of  critical 
product  dimensions  throughout  this  book.  The 
numbers  listed  In  parenthesis  next  to  a  key 
dimension  are  mebicated  muilmetets  in  accordance 
with  the  Metric  Conversion  Act  of  1 975. 

WWW.CUrTl»«.COITI 

Visit  www.curttes.com  for  complete  product 
Information  and  downloadable  specifications  tor  the 
entire  CURRIES  product  line.  The  site  Is  updated 
frequently  with  news  about  tlme^  Irxlustry-telated 
Issues.  A  map  of  the  U.S.  links  K>  Information  on 
CURRIES  distributors  for  every  state. 
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Steel  Doors  &  Frames  CURRIES  Doors  — 

for  All  Interior  &  Exterior  Applications _  Many  Features  Available 


The  quality  and  reliability  of  CUFtRIES  doors  and 
trames  have  made  them  a  favored  choice  tor 
construction  prolects  worldwide.  Using  only  the 
highest  quality  materials  and  manufacturing 
techniques,  CURRIES  produces  metal  doors  and 
frames  In  many  sizes,  gauges,  and  styles  to  meet  the 
toll  range  of  safety,  security,  and  aesthetic  requirements. 

Quick  Ship  Programs 


Frames  in  3  Days! 

Quick  Ship  frames  with  a  three  day  shipping 
schedule.  Wsided  frames  In  five  additicnal  days. 
Includes  a  large  selection  of  products.  Frame  Quick 
Ship  Programs  are  available  through  the  Mason  City, 
lA  factory  and  the  Door  Group  Service  Center  In 
Easton,  PA. 

Doors  in  3  Days! 

Quick  Ship  doors  with  a  three  day  shipping 
schedule  from  the  Mason  City,  lA  factory.  607,  707, 
and  747  door  series  are  available  with  a  large  variety 
of  sizes,  gauges,  and  options. 


CURRIES  can  provide  mcxst  types  and  styles  of  steel 
doors  and  frames  tor  Interior  or  exterior  use  arto  Is 
one  of  the  tew  manufacturers  able  to  deliver  both 
custom  and  starxlard  doors  and  trames  on  the 
same  order.  With  their  ability  to  produce  uniquely 
designed  doors  and  frames,  CURRIES  offers 
architects  total  design  freedom. 


Immediate  Shipping  Available! 

Over  600  frame  arxt  door  products  are  available  for 
Immediate  shipment  through  Door  Group  Service 
Centers.  Each  service  center  has  ful  product 
modificetion  capabilities  for  doors  and  frames. 


•  Handed 

•  Non-Handed 

•  Bull-Nosed  Edge 

•  Seemed  Edge 

•  Seam-Filled  Edge 

.  Continuous  Wire  Welded  Edge 

•  Oversize  Doors 

•  Custom  Size  Doors 

•  Rabbeted  Transom  Panels 

•  Dutch  Doors 

•  Mono  Rail  Preparation 

•  Bi-Fold  Doors 

•  Louvered  Doors 

•  Insulated  Glass  Preparation 

•  Flacessed  Glazing 

•  ArKhor  Hinge  Preparation 

•  Pocket  Pivot  Preparation 

•  Concealed  Closer  Preparation 

•  Mortise  Lock  Sectional  Trim  Preparation 

•  Recessed  Vertical  Rod  Exit  Device  Preparation 

•  ElectroLynx  Wiring  System 

•  CURRIEium  Exit  Signs 


Industry  Leadership 


CURRIES  ESld  ASSA  ABLOY  Door  Security 
Sokitfons  lead  the  Industry  with  Innovations  for  ease 
of  product  Installation  and  life  safety.  The  following 
are  a  couple  of  recant  examples. 

EtoctroLynx  technology  (pre-wked  doors  and 
frames)  for  todays  eiectronlc  hardware  eliminates 
the  hassles  of  jobsite  wirirtg  for  hinges,  locks, 
strikes,  panic  devices,  etc.  ASSA  ABLOY  Door 
Security  Solutions  hardware  ntanufacturers’ 
electronic  products  are  manufactured  with  this 
Initovative  quick  connect  system.  CURRIES  doors 
and  frame  can  be  ordered  prewired  with  the 
BectroLynx  system  in  place. 


HmMrIng  Emy" 


ElKULyn."  la  a  tradenwV  or 
ASSA  ABLOY  North  Ainerlcs.  Inc. 


CURRKkim  frames  are  designed  with  life  safety 
products  in  mind  which  wM  house  exit  strip  lighting 
that  surrounds  and  illuminates  exit  openings.  This 
frame  system  protects  the  perimeter  lighting  ship  of 
exit  door  openings  and  kxdudes  frames  that  wW 
allow  the  transter  of  power  for  exit  strip  Hghting 
through  non  exit  corridor  openings. 

CURRIES  offers  frame  arxl  door  preparations  thcrt 
are  part  of  the  ASSA  ABLOY  UteGulda  System.  The 
CURRIEium  Frame  System  augments  existing  exit 
signs  by  providing  a  highly  visible  light  strip  around 
the  perimeter  of  openings  designated  as  part  of  the 
egress  pathway.  The  frame  system  design  Is  patetrt 
pendhg.  Options  are  available  permitting  eesy  and 
retrofittable  compatibllty  with  the  E-Lume-A-Rath’*‘ 
(ELAP)  egress  marking  system.  Door  preparations 
are  available  for  2  types  of  low-level  exit  signs  on 
the  door  face.  Important  In  the  event  of  smoky 
conditions. 

The  CURRIEium  Frame  System,  part  of  the  LitGuide 
System,  is  available  in  S  optional  packages,  iTK>ra 
detailed  information  Is  Included  on  page  14. 


Additional  information  can  be  obtained  from  the  currtesxom  website. 


CURRIE  [iDm- 

CURRIBum*'  l»  a  tridamark 
or  CURRIES  DIvWon,  ASSA 
ABLOY  Door  Group,  LLC. 


UtpQutde^  Loadino  tho  E-Lume-A-Path~ 

WaytoSataty.  a  a  trademwk  of 

Aa  part  of  tfwir  promisa  to  provide  Egrasa  Marking  Systacns. 

InnovaUva  Rfa  s^ety  soUiora  to 

their  cuitomafs.  ASSA  ABLOY 

Group  companiea  offer  the 

UteOuide  system,  e  lumlnetoent 

egraaa  marking  eoiiAon. 
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ABLOY  Group  company 
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doors  i  hardware 

Ofv  ol  Cook  &  Qonrdrnan  Group.  LLC 


EIGHTH  DAY  DESIGN  PROJ  #  11073 

NO  EXCEPTION  TAKEN 
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GC  SUBMITW  #08050-04 
SIGNED  DATE  2/1 5/2012 
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SCHEDULE  OF  FINISH  HARDWARE 
FOR 

INTER- AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 
WASHINGTON,  DC 


PDHI#  12-6273 


ARCHITECT/DESIGNER : 


EDD  ARCHITECTS,  INC 
1401  WILSON  BLVD. 
SUITE  1000 
ARLINGTON,  VA  22209 
PHONE  -  703-562-3636 


GENERAL  CONTRACTOR:  HITT  CONTRACTING,  INC.  #1151 

2900  FAIRVIEW  PARK  DRIVE 
FALLS  CHURCH,  VA  22042 
PHONE  -  703-846-9000 
FAX  -  703-846-9110 


SCHEDULE  BY:  PRECISION  DOORS  &  HARDWARE 

6295-80  EDSALL  ROAD 
ALEXANDRIA,  VIRGINIA  22312 
PHONE  -  703-461-8282 
FAX  -  703-461-3431 


PROJECT  MANAGER: 
DATE  SUBMITTED: 


DONALD  SCANLON 
JANUARY  26TH,  2012 


AMERICAN 

PVERSIGHT 


Pracision  Doors  t  Hardware.  LLC  •  i29S-ID  Edsall  Road  •  /Lliiandria.  Virglaia  223l2-2i70 
pHonc:  703  (61  8262  •  fa<;  703.(61  3(31 
www.pdoor.cim 
DCJS  11-5(02 
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MANUFACTURERS  USED  LIST 
INTER -AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


CODE 

MANUFACTURERS  NAME 

HA 

HAGER  HINGE  USA 

IV 

H.B  IVES  USA 

LC 

LCN  USA 

MC 

MCKINNEY  USA 

SC 

SCHLAGE  USA 

TR 

TRIMCO  USA 

XX 

DUMMY  MANUFACTURER 

AMERICAN 

PVERSIGHT 
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FINISHES  USED  LIST 
INTER-AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


FINISH 

FINISH  DESCRIPTION 

US26D 

CHROMIUM  PLATED,  DULL 

US32D 

STAINLESS  STEEL,  DULL 

AL 

ALUMINUM 

32D 

SATIN  STAINLESS  STEEL 

626 

SATIN  CHROMIUM  PLATED 

GREY 

GREY 

AMERICAN 

PVERSIGHT 
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DOOR  INDEX  (PROJECT#  12-6273) 
INTER-AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 


DOOR  NO. 

LOCATION 

KEYING  HEADING#  LOCK# 

1205 

CORRIDOR  TO  MAIL 

3 

1207 

CORRIDOR  TO  CONF. 

1  20-001 

ROOM 

1208 

CORRIDOR  TO  CONF. 

1  20-001 

ROOM 

1209 

CORRIDOR  TO  STORAGE 

3 

1215 

CORRIDOR  TO  WORKROOM 

3 

1216 

CORRIDOR  TO  FILE 

3 

1219 

CORRIDOR  TO  COATS 

2 

1220 

CORRIDOR  TO  COPY 

3 

1221 

CORRIDOR  TO  SERVER 

4 

1225 

CORRIDOR  |TO  1  VEST 

3 

1226 

VEST  TO  SHOWER 

4 

1227 

VEST  TO  1  SHOWER 

4 

1231 

OPEN  AREA  TO  HUDDLE  1230 

7 

1241 

CORRIDOR  jTO  t  CLOSET 

3 

1245 

VEST  TO  I  CLOSET 

3 

CORRIDORl 

uuKKiuuK  TO  OPEN  AREA 

6  AL53PD 

CORRIDOR2 

CORRIDOR  |T0 

6  AL53PD 

CORRIDOR 

STAIR 

STAIR  FROM  CORRIDOR 

E 

AMERICAN 

PVERSIGHT 
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X  1  1/8" 
X  1  1/8" 


JUP 

JUP 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR 

Heading  #  1 
Group  #  1 

1  SGL  DOOR  1207  CORRIDOR  TO  CONF.  ROOM 
1  SGL  DOOR  1208  CORRIDOR  TO  CONF.  ROOM 

TYPE  F  3/0  7/11  2-1/4"  WDD  BY  OTHERS  &  FRAME  BY  OTHERS 
2  MORTISE  CYLINDER  20-001  X  1  1/8" 


90-LH 

90-LH 


LO 

h- 

O) 

o 

o 

o 


CM 

CM 

O 


626 


SC 


Heading  #  2 
Group  #  2 

1  PR  DOORS  1219  CORRIDOR  TO  COATS  90-LHR\RHR 

TYPE  C  (2)  3/0  7/11  1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 


8 

HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

2 

DUMMY  TRIM 

AL170  JUP 

626 

SC 

2 

BALL  CATCH 

CL21 

US26D 

IV 

2 

WALL  BUMPER 

WS406CVX 

US32D 

IV 

2 

DOOR  SILENCERS 

1229A 

GREY 

TR 

AMERICAN 

PVERSIGHT 


INTER-AMERICAN  FOUNDATION 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR 


Heading  #  3 
Group  #  3 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 
1  SGL  DOOR 


1205 

1215 
1241 
1245 
1209 

1216 
1220 
1225 


CORRIDOR  TO  MAIL 
CORRIDOR  TO 
CORRIDOR 
CORRIDOR  PROM' 
CORRIDOR  TO 
CORRIDOR  TO 
CORRIDOR  TO  CO 
CORRIDOR -PROM  VEST 


CD 

r-- 

<7) 

o 

o 

o 

I 

so-lhI 

90-LH  T 

90-LHR^ 

90-LHR- 

90-RH 

90-RH 

90-RH 

90-RHR 


TYPE  G  3/0  7/11 


1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 


32 

HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

8 

PASSAGE  SET 

ALIOS  JUP 

626 

SC 

8 

WALL  BUMPER 

WS406CVX 

US32D 

IV 

24 

DOOR  SILENCERS 

1229A^ 

GREY 

TR 

Specification  is  not  attached  in  submittal  set. 


Heading  #  4 
Group  #  4 

1  SGL  DOOR 

_ _ ^VEST. 

1226 

-oonniDon'^0  shower 

90-LH 

1  SGL  DOOR 

1  Qnr. 

1221 

1  O  O  *7 

CORRIDOR 

TO-S^VER 

90-RH 

90-RH 

XZZ  / 

xU  oxIUWCjK 

TYPE  G  3/0 

7/11 

1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 

12  HINGES 

TA2314  4  1/2  X  4  1/2 

32D 

MC 

3  PRIVACY 

SET 

AL40S  JUP 

626 

SC 

3  WALL  BUMPER 

WS406CVX 

US32D 

IV 

9  DOOR  SILENCERS 

1229A 

GREY 

TR 

AMERICAN 

PVERSIGHT 


INTER-AMERICAN  FOUNDATION 
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1331  PENNSYLVANIA  AVE  12TH  FLOOR 


Heading  #  6 
Group  #  6 
1  SGL  DOOR 
1  SGL  DOOR 


TO  OPEN  AREA  1214 


CORRIDORl  CORRIDOR  PROM  CORRIDOR' 
CORRIDOR2  CORRIDOR  ' PffOW  TDOP  Fj=^ 


TYPE  H  3/0  7/11  1-3/4"  EUFPC  FLUSH  QSWA  AA  GRADE  WDD  X  KD  HMF 
♦PREFINISHED  TO  MATCH  BASE  BUILDING* 


N- 

1^ 

05 

O 

O 

O 

I 

< 

I 

CM 

CM 

90-LHie 

90-RHF^ 

u. 

< 


8 

HINGES 

TA2314  41/2X4  1/2 

32D 

MC 

2 

LOCKSET 

AL53PD  JUP 

626 

SC 

2 

MEDICO 

- eYLINDDR  MORTISE  LOCKSET 

XX 

2 

CLOSER 

"4041  riBC/caA  ICONSEALED  CLOSER 

AL 

LC 

** CLOSER  IS  NOT 

CONCEALED** 

2 

WALL  BUMPER 

WS406CVX 

US32D 

IV 

6 

DOOR  SILENCERS 

1229A 

GREY 

TR 

Building  hardware  standard  requires  mortise  lockset  and 
concealed  closer.  Please  submit  accordingly. _ 


Heading  #  7 
Group  #  7 

1  SGL  DOOR  1231  CORRIDOR  TO  OFFICE 


TYPE  J  3/6  7/11  1-3/4"  EUFPC  FLUSH  MDO  WDD  X  KD  HMF 
** SLIDING  POCKET  DOOR** 


1  SLIDING  DOOR  SET 


9885  X  72 


Submit  Specifications  for 
sliding  door 


90-SLIDE 


HA 


Heading  #  E 
Group  #  E 

1  SGL  DOOR  STAIR  STAIR  FROM  CORRIDOR  90-RHR 

TYPE  EX  EXISTING  DOOR  &  FRAME  TO  REMAIN 


AMERICAN 

PVERSIGHT 
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X  REVISE  AND  RESUBMIT 
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PROJ  #  11073 


DATE  2/15/2012 


Precision  Doors  and  Hardware,  Inc 
6295-80  Edsall  Road 
Alexandria,  VA  22312 

Phone  (703)  461-8282 
Fax  (703)  461-3431 

Schedule  of  Doors  and  Frames 


L 


ME  ~1 

n 

MH 

\~  ME-CO 

~|  ^ - 1  DE-ME 

MH-CO 

ME-B4 

P  MH-B4 

_ 1 

L 

1 

1 

1 

1 

Frame  Profiles 


Record  of  Submittals 


Submitted 


1st  JANUARY  26,  2012 


2nd 


3rd 


4  th 


Returned 


Received  Approved  Drawings 


Received  Approved  Hardware 


Drawn  By:  DONALD  SCANLON 


DOOR  HANDING  CHART 
Inside 

LhI^  ^  RH 


DA 


DE 


LHRj—  RHR 

Outside 


F 


Job  Number: 


12-6273 


Project : 

INTER -AMERICAN  FOUNDATION 


Location: 

1331  PENNSYLVANIA  AVE  12TH  FLOOR  WASHIN 


Architect 


Bl>i>  architects,  INC 


Contractor: 

HITT  CONTRACTING,  INC.  #1151 


Finish  Hardware  by: 

Precision  Doors  and  Hardware,  Inc. 


Sheet  No.  1 


of 


DOORS  -  FRAMES 


AMERICAN 

PVERSIGHT 
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GENERAL  NOTES: 


1. 
2  . 


3  . 

4  . 

5. 

6. 

7. 

8. 
9. 


10. 


11  . 

12. 


Fabrication  of  required  material  for  this  project  will  proceed  only  after 
receipt  of  signed  approval  by  Architect .  Also  a  signed  approved  copy  of  the 

hardware  schedule  and  all  necessary  hardware^templates  will  be  required. 

a)  Doors  and. frames  shall  be  properly  reinforced,  drilled  and  tapped  for  mortised 

accordance  with  the  finished  hardware  schedule.  Function  holes 
shall  be  provided  at  the  factory  for  locksets  and  exit  devices.  Trim 

drilled  and  tapped  when  required  in  the  field  by  others. 

b)  All  doors  and  frames  shall  be  properly  reinforced  for  surface  mounted  hardware  in 

with  the  finish  hardware  schedule.  Drilling  and  tappihg  for  attaching 
of  surface  mounted  hardware  shall  be  done  in  the  field  by  others. 

?SSt®o£"bakSd'"OT  prime  cleaned,  phosphatized  and  receive  one 

Sichi?rpe?''£rime®dStm^|he2t^*'  anchors  per  anchor  detail  sheet  and  base 

All  frames  shall  be  supplied  with  three  punch-in  rubber  silencers  per  strike 
namb  for  single  opening  or  two  per  head  for  double  openings.  ^ 

All  glass  and  caulking  shall  be  supplied  and  installed  in  the  field  by  others. 
aH  fc  hardware  shall  be  supplied  by  Precision  Doors  &  Hardware,  Inc. 
u  and  frames  shall  be  marked  with  door  number. 

hardware  colurm  on  the  door  and  frames  schedule  sheets  is  for  manufacturing  purposes 
designated  after  receipt  of  the  approved  hardware  schedule  finished 
py  ^ne  nardware  supplier. 

indicated. on  the  door  and/pr  frame  elevations  sheets  are  Republic 
standard  locatipns  for  the  tpa^ority  of  builder's  hardware.  Special  type  hardware  ^ 
122^^2®  deadlocks,  exit  devices,  etc.,  will  also  be  located  in  accordance  with 

®  standard  locations  for  that  specific  hardware  item  and  not  at  locations 
E^^the  ArcEitect^*^”^^^  templates  received  unless  it  is  specifically  advised 

is  used  in  conjunction  with  aluminum,  plastic  laminate,  structural 
steel  and/or  wood  products.  It  will  be  the  responsibility  of  the  general 
contractor  to  coordinate  all  hardware  locations.  ^  ^ 

All  doors  have  a  3/4"  undercut,  unless  noted  otherwise  in  the  submittal. 


ABO 

CIBO 

CO 

S 

P 

NBRC 
NBRC 
PSRO 
PS  WO 
QSWA 
QSWO 
AFMO 
HOMO 


Aluminum  by  others  DA 

Channel  Iron  by  others  ME416 
Cased  Opening 

Single  .  MH416 

Double  (Pair) 

Stain  grade  birch  MX416 

Paint  grade  birch 
Plain  sliced  red  oak  DM418 
Plain  sliced  white  oak 
Quarter  sliced  WHITE  ASH  NIC 
Quarter  sliced  white  oak  WBO 
African  Mohogany  DE 

Hondurus  Mohogany  DS 


Double  Acting 
Frame  &  Gauge  Designation 
(Masonry  Frame,  16  Ga.) 
Frame  &  Gauge  Designation 
(Drywall  Frame,  16  Ga.) 
Frame  &  Gauge  Designation 
(Flex-A-Depth,  16  Ga.) 

Door  &  Gauge  Designation 
18  Ga.,  3  Channel; 

Not  in  Contact 
Wood  by  Others 
4  Channel 

Steel  Stiffened,  4  Channel 


4 

8 

TS 

BL 

SL 

T 

TFW  0TB 

CHER 

PLAM 

HDBD 

PC 

HC 

|MDO?  I 


1  3/4"  Thick  Door 
1  3/8"  Thick  Door 
Transom  Sidelite 
Borrowed  Lite 
Sidelite 
Transom 

Transom  Frame  Without 
Cherry 

Plastic  laminate 
Hardboard 
Particle  core 
Hollow  core 
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Location 


CORRIDOR  To  COATS 


CORRIDOR  To  MAIL 


CORRIDOR  To  STORAGE 


CORRIDOR  To  WORKROOM 


CORRIDOR  To  FILE 


CORRIDOR  To  COPY 


CORK  TO  CLP  1214 


IVEST  TO  CLP 


CORRIDOR  TO  SERVER 


IVEST  TO  SHOWER 


IVEST  TO  SHOWER 


I 

I 
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|i 

|i 
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|i 
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U 
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)CORR  TO  OPEN  AREA  12m 
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1231 


OPEN  AREA  TO  HUDDLE 
1230 


0 

1  1 

1 

1 

1  1 

1  1 

p 

1  1 

1 

1 

1  1 

1  1 

g 

1  1 

1 

s 

1 

1  1 

1  1 

1  1  T 

1 

e 

1 

1  1 

1  1 

s 

1  1  h 

1 

r 

1  M 

1  ^  1 

1  1  H 

i 

1  1  i 

1 

1 

1  ^ 

1  ^  1 

{eI  a 

z 

|S|  c 

1 

e 

1  ^ 

1  ^  1 

|x|  n 

e 

|P|  k 

1 

8 

1  1 

1  ^  1 

itj  d 

30711 

|P|4 

1 

iMDO 

|DPC| 

1  |LHR\RHR 

30711 

1  |4 

1  1 

1 

1 

jMDO 

1 

iDPcj 

!  1 

30711 

I  1 

|S|4 

1  1 

1 

1 

1 

1 

|MD0 

1 

|DPci 

1 

30711 

|Sl4 

1  1 

1 

1 

1 

1 

|MDO 

1 

|DPC| 

1  1 

1  1^ 

30711 

1  1 

1S|4 

1  1 

1 

1 

1 

|mdo 

1 

|DPC| 

1 

30711 

1  1 
|S|4 

1 

1 

|MDO 

1 

'1  1 
|DPC| 

1 

30711 

“!  1 

1S|4 

1  1 

r 

1 

|mdo 

1 

iDPcj 

1  1^ 

30711 

\  1 
|S|4 

1 

1 

|MDO 

1 

|DPcj 

1  iRHR 

30711 

1  1 
|S|4 

1  1 

1 

I 

|MDO 

1 

iDPcj 

1  |lkr 

30711 

1  1 
|S|4 

1  1 

1 

1 

1 

|MDO 

1 

iDPcj 

1  |lhr 

30711 

1  1 
|S|4 

i  t 

1 

1 

_ 1 

1 

|liDO 

1 

|DPC| 

1  1^ 

30711 

1 

|S|4 

1 

1 

i 

1 

|ndo 

\ 

iDPcj 

1 

30711 

1 

1S|4 

1 

1 

1 

1 

|MDO 

1 

|DPC| 

1 

30711 

1 

|S|4 

1  1 

1" 

1 

1 

I 

1 

1 

1 

1 

|DPcj 

1  1 

1  ILHR 
!  ! 

30711 

l~l 

|S|4 

1  1 

1 

1 

I 

1 

1 

1 

1  1 
|DPC| 

1  1 

1  |rhr 
!  1 

30711 

1  1 
|S|4 

1 

1 

1 

1 

|mdo 

1 

|DPC| 

1  1  SLIDE 

II  1  1  1  1  1  1 

MDO? 


li 


PAINT  GRA^  II 


PAINT  GRAFOn  I 


PAINT  GRADEI  |{ 


PAINT  GRAD^  " _ 


Ipaintgra!^  |{ 


IPAINT  GRADEI  j 


IPAINT  gratae 


IPAINT  GRADTI  J 


IPAINT  grade  I 


IPAINT  GRAD^ 


IPAINT  GRADTI  I 


IPAINT  GRADEI 


STAIN  GRADE 


STAIN  GRADE 


IPAINT  GRA'd^ 


1 


DOES  NOT  COORDINATE  WITH 
ATTACHED  ELEVATIONS 


II 

F 

1 

1  1 

1 

1 

1 

A 

B 

r 

1 

1  ' 

1 

1 

1 

n 

II 

s 

1 

1  w 

1 

1 

1 

c 

II 

e 

1 

1  e 

G  1  J  D 

1 

1 

II 

U 

r 

1 

H 

1  1 

a  1  a  e 

1  ^ 

1 

T 

B 

i 

1 

e 

1  d 

u  1  n>  p 

1  1 

1 

y 

B 

e 

1 

a 

1  e 

g  1  b  t 

1  ^ 

1 

p 

11 

II 

s 

1 

d 

1  d 

e  1  h 

1  ^ 

1 

e 

B 

1 

1 

ie|412 

1 

1 

II 

1 

1 

1 

1 

1 

1 

II 

1 

1 

1 

“  1 

1S|412 

1 

1 - 

1 

1 

1 

E 

“n 

11 

1 

1 

1 

1 

|14|412 

1 

1 

1 

1 

1 

-1 

II 

■  U 

B 

1 

1 

1 

1 

1  1 
|16|412 

1  1 

I 

1 

1 

1 

1 

II 

i  i  i  ii6i4i2  i  i  ji 

II  1  111  II  1 

U 

1 

1 

1 

1 

1 

1  1 
|1€|412 

1 

1 

1 

1 

1 

1 

• 

B 

1“ 

1 

1 

1  1 
|16|412 

1 

1 

1 

1 

1 

1 

11 

1 

1“ 

1 

1 

1  1 
|16|412 

I 

1 

1 

1 

1 

1 

1 

n 

1“ 

1 

1 

1 

1 

1  1 
|16|412 

1 

1 

1 

1 

1 

1 

!r 

II 

1“ 

1 

1 

1 

1 

1  I 
|16|412 

1  1 

1 

1 

1 

1 

1 

11“ 

1 

1“ 

1 

1 

r  1 

|16|412 

1  1 

1 

1 

1 

1 

1 

|. 

11* 

E 

1" 

1 

1 

1 

1 

1 

11 

|16|412 

1 

1 

1 

1 

1 

1 

I. 

I" 

II 

1 

1 

1 

1 

1  1 
|16|412 

1 

1 

1 

1 

II 

1 

1 

1 

1 

1 

1  1 

.1  1 

1 

1 

1 

1. 

1 

B 

1 

1 

1 

1 

11 

|16|412 

1 

1 

II 

1 

1 

1 

1  1 

-1  1 

1 

1 

1. 

II  1  III  II 

II  !  !  !  1  !  ! 

B  1  III  II 

JOB# 

PROJECT  NAME 

PROJECT  LOCATION 

SHEET 

12-6273 

INTER -AMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  12TH 

PVERSIGHT 


36" 


H  H  I - 1 


B 

II 

II 


II 

II 

II 

II 

II 


B 

B 

I 
B 
B 

II 
II 
II 
II 
I 
1 


TYPE:  G,  C  &  H 


95" 


I  I 


I-  ^ 

I  I 


I-  H 

I  i 


FNV 


HO 


+ 

I 


I 


I 

I 

I 

I 


1-  ^ 


H 

I 


B 

II 

II 

B 

B 

II 

B 

B 


j| 


T 


I 

I 


I 

I 

I 

I 

I 

I 

I 

I 


JOB# 

PROJECT  NAME 

PROJECT  LOCATION 

1  SHEET 

INTER-AMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  12TH 

|l4A:-0009§)tr  6 

II — = 

PVERSIGHT 


H 


h 


40"- 

36" 


H 


1-2"  2" 


“il 


I 


H 

II 

II 

LJI 


95" 


Elev.  No. 


FI 


1 -  - 

1  1 _  _ 1 

^  1- 

1 

H 

1  — 1 

1 

1 

1  II - 

- — 

1  II 

II 

1  II 

II 

1  If 

N 

1  H 

H 

I  If 

II 

1  II 

II 

1  II 

II 

1  II 

II 

1  If 

1 

1  If 

If 

1  II 

If 

1  II 

1  II 

II 

1  II 

II 

1  H 

1 

1  1 

1 

L-J) 

l5-i 

h 


97" 


H 


II 

I 

.  I 

L-J 


76" 

72" 


Elev.  No.  F2 


H  h2 


II 

I 

II 
II 

15-1 


2" 


95" 

I 


1 -  - 1 

1  1 _  1  1 

-i  i- 

- 1  1 

H  h 

- - ‘ 

1  » 

1  II 

N  1 

1  1 

II  1 

1  1 

II  1 

1  II 

II  1 

1  II 

II  1 

1  II 

II  1 

1  II 

II  1 

1  n 

II  1 

1  1 

II  1 

1  II 

II  1 

1  II 

N  1 

1  II 

n  1 

1  II 

II  1 

1  n 

II  1 

1  II 

II  1 

1  II 

II  1 

h 


!-<!) 


97" 


Corrigated  Masonry 


/\ 


I  /\ 
/ 


\/ 


\ 

If  \/ 

■ 


MW 

Masonry  Wire 


ii 

I 

II 

II 

n 

15 

II 

II 

If 

II 

II 

» 

II 

- 1| 

BWA 

Existing  Wall  Anchor 


WSC 

Welded  Channel  Stud 


Hi 

n=y 


II  0  IHi 
II  I  II 
II  0  IH* 


MP 

Multi  Purpose 


II 

-H 


I — ir^ 

I  I 
p=  I  11 

!■  i| 

CBA 

Cor^jression  Bar  Anchor 


Elev.  No. 


Elev.  No- 


JOB# 

PROJECT  NAME 

PROJECT  LOCATION  [ 

SHEET 

12 

-6273  .  , 

INTER -AMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  12TH  F4j?X!)^0|^|f^-0009§^  6 

PVERSIGHT 


H  h 


H  I -  - 1  h 


I  ' - '  I - r 

h  -h  -h  H  I 

I -  - 1 

Profile  tt 


H  h 

I - 1 


Profile  tt 


1/2"  1/2" 


I-  -+ 

-5-7/8"- 


Profile  ttl 


I 

H 


T” 

2" 

X- 


HI -  - ^  h 


I-  H-  H 

I -  - 1 

Profile  # 


JOB#  1 

PROJECT  NAME 

PROJECT  LOCATION 

SHEET 

1  INTER-AMERICAN  FOUNDATION 

1331  PENNSYLVANIA  AVE  12TH 

#-0009^  6 

PVERSIGHT 


12TH  FLOOR  PARTIAL  PLAN  VIEW 

Scale:  1/8"  =  I'-O" 


MATERIAL  TYPES: 


MARK: 


GL1 


GLZ 


DESCRIPTION: 


1 /z'  Clear  Tempered  Glass 


□  ARVART  TCD9  GLASS 


PROJECT; 

Inter  American 

FDUN  DATIDN 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  ZCC4  1  Zth  FL 


GENERAL  CONTRACTOR: 

Hitt  Contracting 


REV 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-ZD1Z 

DETAIL  REVISION 

architect: 

EDO 


LFJ 


CAKVART 


1  BQ  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  1  □□  1  4 


TCL;  (31  3)  67»-aa3D  TAX;  121  3>  7» 


DRAWING  title: 


12TH  FLOOR  PLAN  VIEW 


DWG  number: 


G-0.1 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


1  .  It, 

GYP  BD 

1 

BY  OTHERS 

r-  16GA  STUD  FRAME 

BY  OTHERS 

1  !:-/f 

INDTALL  TO  SUPPORT  AN  APPROX 

1  '/• 

SLIDER  WEIGHT  OF  250LBS,  STUD 

r  ' 

ENGINEERING  BY  OTHERS 

'■  •  - 

^  WOOD  BLOCKING 

BY  OTHERS 

GYP  BD  CEIUNG 
BY  OTHERS 

DOOR  SLIDER 
ROLLERS 


ALUMINUM  SATIN 
ANODIZED  TOP  SLIDER 
GLAZING  TRACK 


TOP  DOOR  SLIDER 
SHOE 

SEE  ELEVATION  FOR 
GLASS  TYPE 


4'-9%' 


4'.gy^" 


INTERMEDIATE 

INSERT 


FASTENER  AS  REQ 
tRIFY  SITE  RNISH  WALL 


rCs 


ly." 


SEE  ELEVATION 
FOR  GLASS  TYPE 


SATIN  ANODIZED 
JAMB  TRACK 


LO 

00 

O) 

o 

o 

o 


Cs! 

Cs! 

O 


MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1 /Z  Clear  Tempered  Glass 


CARVART  TCn9  GLASS 


PROJECT: 

INTER  American 
Fgundatign 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  Zth  FL 


GENERAL  CGNTRACTDR: 

Hitt  Contracting 


REV. 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-Z01  Z 

DETAIL  REVISION 

architect: 

EDO 


LFJ 


CAKVAKT 


1  BD  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  1  □□  1  4 


TCI.;  131  3)  67»-aa30  TAX:  121  31  7» 


DRAWING  title: 


LAMA  SLIDERS  1217  &  1218 


DWG  number: 


G-1.1 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


8'-2' 


nZ-8 


ELEVATION  @  WALL  1222 

Scale:  1/2"  =  I'-O" 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


MATERIAL  TYPES: 

MARK: 

DESCRIPTION: 

GL! 

1 /z'  Clear  Tempered  Glass 

GL2 

CARVART  TCng  GLASS 

PROJECT: 

Inter  American 

REV, 

DATE: 

DESCRIPTION: 

□ 

Z'7'2D1  2 

1  ST  Submittal 

1 

Z-9-Z01  2 

DETAIL  REVISION 

Fdundatidn 

1  33  1  Pensylvania  Ave.  NW 
Washington  DC,  ZDD4  1  Zth  FL 

GENERAL  CONTRACTOR; 

Hitt  Ccntracting 

architect: 

EDD 

LFJ 


CAKVART' 


1  BQ  VARICK  STREET,  SUITE#!  21  B  NEW  YORK,  NY  1  □□  !  4 


TEL:  I3I2!  67»-a03D  TAX:  13  l  31  1  75 


DRAWING  title: 


DWG  number: 


LAMA  SLIDER  @  1230  &  WALL  1222  G-1.2 


3'-2y^'' 

3'-2ll/i6" 

1/ 

4' 

1/ 

4" 

N. 

00 

a> 

o 

o 

o 


Cs! 

Cs! 

O 


MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1/2*  Clear  Tempered  Glass 


CARVART  TCD9  GLASS 


PROJECT: 

Inter  American 

FGUN  DATIGN 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  Zth  FL 


GENERAL  CQNTRACTGR: 

Hitt  Contracting 


REV 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-ZDIZ 

DETAIL  REVISION 

architect: 

EDD 


LFJ 


CARVART 


1  BQ  VARICK  street,  SUITE  #1213  NEW  YORK,  NY  10014 


TCL;  (31  3)  67»-aa3D  TAX:  121  31  7» 


DRAWING  title: 


LAMA  SWING  @  1229 


DWG  number: 


G-1.3 


HUDDLE 


HUDDLE 


HUDDLE 


2'-ll%" 

DOOR  OPENING 

iK"’ 

2^"  2'-9'}^6" 

2-  -! 

6" 

' — j 

^-11/4" 

4'-75/i6"  . 

2'-ll^" 

DOOR  OPENING 

6'-l" 

.= - 

V.I.F. 

7'-10^6" 

- 7 

DOOR  OPENING 


4'-6"  V.I.F. 


& 


DOOR  OPENING 


HH" - 

2%" 

6-1"  V.I.F. 


7'  .‘■ 


4’-7K6" 


DOOR  OPENING 


o 

7'-10^5"  V.I.F. 


V-2%" 


-,h‘- 


DOOR  OPENING 


2%" 


4-6"  V.I.F. 


ELEVATION  @  DOOR  1238.  1239,  1240 

Scale:  1/2"  =  I'-O" 


\00 


K" 


-7h‘- 


^^16 


7'/' - 7^ 


57/1-" 


16 


315/1-" 


16 


kO 


2'-45/o" 


5I/16" 


2’-1i5/o" 


35/8" 


Vs 


2%" 


2'-9ll/i6" 


2-911/16" 


1I/4" 


2’-ll^" 

DOOR  OPENING 

- L 

2teMe-  , 

4-91516" 

- 

.F. 

- 

p.  voo 

rsN  ^ 

(N  ^ 


rsi 

I 

00 


\00 

o 


2’-ll^" 
DOOR  OPENING 


l'-6ll/i6" 


15/ 

4-91^6" 


ELEVATION  @  DOOR  1243 

Scale:  1/2"  =  I'-O" 


6" 


HORIZONTAL  SECTION 

Scale:  6"  =  I'-O" 


3I5/1-" 


16 


5^16" 


5^16" 


2'-1i5/o" 


35/8" 


2m5/8" 

a6 


“■i/i  tmmimnni* 

_ r/1  I  •  -  -  •  •  • 


\00 


K" 


11/4" 


1-25/4" 


HORIZONTAL  SECTION 


Scale:  6"  =  I'-O" 


00 

00 

O) 

o 

o 

o 


Cs! 

Cs! 

O 


MATERIAL  TYPES: 


MARK: 


GLl 


GL2 


DESCRIPTION: 


1/2  Clear  Tempered  Glass 


CARVART  TCn9  GLASS 


PROJECT: 

INTER  American 
Fgundatign 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  ZCC4  1  Zth  FL 


GENERAL  CONTRACTOR: 

Hitt  Contracting 


REV. 

DATE: 

DESCRIPTION: 

□ 

2-7'2Dl  2 

1  ST  Submittal 

1 

Z-9-ZOI  z 

DETAIL  REVISION 

architect; 

EDD 


LFJ 


CAKVAKT 


1  BD  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  1  □□  1  4 


TCL:  131  3)  67»-aa30  TAX;  121  31  7» 


DRAWING  title: 


LAMA  SWING  @  1238 1239 1240 


DWG  number: 


G-1.4 


6" 

- 

2'-1i2/i6" 

n 

I'-O" 

4'-5%6"  V.I.F. 

VO 

ltN 


15 


15 


Q. 

o 

_l 

U 

8 

o 


VO 


VO 


X 

(5 


O 

O 

Q 

"vo 

t/N 


le 


- J  V 


2-11^16" 

DOOR  CLEAR  OPENING 


I'-O" 


4’-6"  V.I.F. 


2K- 


ELEVATION  @  DOOR  1207 

Scale:  1/2"  =  I'-O" 


ALUMINUM  SATIN 

/  ANODIZED  BOTTOM 

§ 

A  GLAZING  TRACK 

5 - > 

S 

FASTENER  AS  REQ’D 
VERIFY  FLOORING 


VERT.  SECTION  @  FILO  SIDE  LITE 

Scale:  6"  =  I’-O" 


CONF.  RM, 


1208 


P 

2-11^16" 

= - ! 

6" 

= - ! 

S - 

18'-2^"  V.I.F. 

- ) 

(5 

Z 

3 

HH 

UJ 

u 

X 

I/) 

l-H 

z 

C 

P 

q: 

O 

O 


rvi 

w 


VO 

— 


15 


LIJ 

Q. 

O 

Qi 

S 

u 


VO 


— VO- 


15 

►— t 

LU 

X 

a: 

O 

O 

Q 

‘vo 

irN 


r. 


/ 


21/4" 


.  V,! - ; 


<S) 


2'-ll7/l6" 

DOOR  CLEAR  OPENING 


.6" 


EQ. 


I 


& 


& 


EQ. 


'/2" 


I 


EQ. 


I 


o 

_j 

Q 


VO 


EQ. 


H" 


18'-2%"  V.I.F. 


.SII/4" 


23'-lU"  V.I.F. 


...  .t  p  Y-  :•  ^  999  T.Jl  ^  •'  ‘  I-  •'*  ^  •’  •  ■ 

RrwFniiiFn \ 


VO 


VO 

;5C 


SOO 

irN 


^yi6 


M' 


16GA  STUD  FRAME 
BY  OTHERS 

WOOD  BLOCKING 
BY  OTHERS 


SCHEDULED 

FASTENER 


GYP  BD  CEIUNG 
BY  OTHERS 


WOOD  VENEER 
DOOR  AND  RAME 


O) 

00 

O) 

o 

o 

o 


Cs! 

Cs! 

O 


SATIN  ANODIZED 
HANDLE 


/ 


noo 


n 

I 

ro 


ELEVATION  @  DOOR  1208 

Scale:  1/2"  =  I'-O" 


T - 1 


BOnOM  DOOR  PIVOT 


VERTICAL  SECTION  @  FILO  DOOR 

Scale:  6"  =  I'-O" 


HORIZONTAL  SECTION  @  FILO  DOOR 


INTERMEDIATE 

INSERT 


Vs 


INTERMEDIATE 

INSERT 


A: 


Vs 


Vr" 

INTERMEDIATE  ^ 
INSERT 


Scale:  6"  =  I’-O" 


MATERIAL  TYPES: 


MARK: 


GL1 


GLZ 


DESCRIPTION: 


1 /Z  Clear  Tempered  Glass 


CARVART  TCC9  GLASS 


PROJECT: 

Inter  American 

FnUNDATIDN 

133  1  Pensylvania  Ave.  NW 
Washington  DC,  2CC4  1  Zth  FL 


GENERAL  CONTRACTDR: 

Hitt  Contracting 


REV. 

DATE: 

description: 

□ 

2-7'ZDl  2 

1  ST  Submittal 

1 

2-9-zoi  2 

DETAIL  REVISION 

architect: 

EDD 


LFJ 


CAKVAKT 


1  BC  VARICK  STREET,  SUITE  #1213  NEW  YORK,  NY  1  □□  1  4 


TAX:  121  21  ATS^I 


DRAWING  title: 


FILO  DOORS  1207  &  1208 


DWG  number: 


G-1.0 


APPLICATION  AND  CERTIFICATE  FOR  PAYMENT  AIA  DOCUMENT  G702 


PAGE  ONE  OF  THREE  PAGES 


lnter*American  Foundation  project;  Glass  WbII  Partition 

1331  Pennsylvania  Ave  NW  renovations 

1200  North 

Washington,  DC  20004 

CAPITAL  Construction  Group.  LLC  ARCHITECT; 
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Washington.  DC  20017 
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0 

The  undersigned  Contractor  certifies  that  to  the  best  of  his  knowledge 
information  and  belief  that  the  Work  covered  by  this  Application  for 
payment  has  been  completed  in  accordance  with  the  Contract  Documents, 
that  all  amounts  have  been  paid  by  him  for  Work  for  which  previous 
Certificated  of  Payment  were  issued  and  payments  received  from  the 
owner,  and  that  current  payment  shown. 

CONTRACTOR: 


Application  is  made  for  Payment,  as  shown  below,  in  connection  with  the  contract. 

Continuation  Sheet,  AIA  Document  G703,  is  attached. 

The  present  status  of  the  account  for  this  Contract  is  as  follows: 

ORIGINAL  CONTRACT  SUM . $  44,345 

Net  change  by  Change  Orders . $  0 


CONTRACT  SUM  TO  DATE  . 


44,345 


TOTAL  COMPLETED  &  STORED  TO  DATE . $  2.463 

(Column  G  on  G703) 

RETAINAQE  1 0  %  (Column  I  on  G703) . $  0 

TOTAL  EARNED  LESS  RETAINAGE . $  2,463 


LESS  PREVIOUS  CERTIFICATES  FOR  PAYMENT  (Deposit  Received  from  GHTA) 


0 


CURRENT  PAYMENT  DUE . $ 

Jurisdiction  of;  yr;  A  Ge  0 

Subscribed  and  sworn  to  before  me  this  W.,'^2017. 


Notary  Public; 

My  Commission  expires: 


2,463 


KIMI  D  MCKEOWN 
NOTARY  PUBLIC  -  MARYLAND 
PRINCE  GEORGE'S  COUNTY 
MY  COMMISSION  EXPIRES 
MARCH  04, 2020 


By:^ _ _ _  Date: 

Project  Manager 


ARCHITECT'S  CERTIFICATE  FOR  PAYMENT  AMOUNT  CERTIFIED . $ 

ARCHITECT: 

In  accordance  with  the  Contract  Documents,  based  on  on-site  observation 

and  the  data  compromising  the  above  application,  the  architect  By: _ _  Date: 


certifies  to  the  Owner  that  the  Work  has  progressed  to  the  point  This  certificate  is  not  negotiable.  The  AMOUNT  CERTIFIED  is  payable  only  to  the  Contractor 

indicated,  that  to  the  best  of  his  knowledge,  information  and  belief,  named  herein.  Issuance,  payment  and  acceptance  of  payment  are  without  prejudice  to  any 

the  quality  of  the  Work  is  in  accordance  with  the  Contract  Docu-  rights  of  the  Owner  or  Contractor  under  this  Contract, 

ments;  and  that  the  Contractor  is  entitled  to  payment  of  the  AMOUNT 

Af^/tSBtSiqqO  A  M _ ^ _ _ _ 

t  \\  V  I  k _ I  \  I  \»  V 
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COICQNTINUATiON  SHEET _ AIA  DOCUMENT  G703 


CAPITAL  Construction  Group,  LLC 
Inter-American  Foundation 

APPLICATION  NO.: 

APPLICATION  DATE; 
PERIOD  TO: 

1 

1 -Oct-1 7 

31 -Oct-1 7 

A 

B 

c 

D 

E 

F 

G 

H 

1 

DESCRIPTION  OF  WORK 

SCHEDULE 
OF  VALUES 

WORK  COMPLETED 

PRESENTLY 

STORED 

COMPLETED 
AND  STORED 
TO  DATE 

COMPL 

% 

TO 

FINISH 

RETAINAGE 

FROM  PREVIOUS 
APPLICATIONS 

THIS 

PERIOD 

1 

GENERAL  REQUIREMENTS 

6,089.00 

0.00 

609.00 

0.00 

609.00 

10% 

5,480.00 

0.00 

DIRECT  WORK 

9 

D8  -  Doors/Frames/Hardware 

25,500.00 

0.00 

0.00 

0.00 

0.00 

0% 

25,500.00 

0.00 

17 

D10  -  Specialties 

1,224.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,224.00 

0.00 

20 

D13  -  Security 

1,061.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,061.00 

0.00 

22 

D15  -  Sprinkler/  HVAC/  Plumbing 

1,836.00 

0.00 

0.00 

0.00 

0.00 

0% 

1,836.00 

0.00 

24 

D16  -  Electrical 

530.00 

0.00 

0.00 

0.00 

0.00 

0% 

530.00 

0.00 

26 

SUBTOTAL  DIRECT  WORK 

36,240.00 

0.00 

609.00 

0.00 

609.00 

2% 

35,631.00 

0.00 

27 

General  Conditions  /  Overhead 

3,624.00 

0.00 

363.00 

0.00 

363.00 

10% 

3,261.00 

0.00 

33 

Construction  Management  Fee 

3,190.00 

0.00 

200.00 

0.00 

200.00 

6% 

2,990.00 

0.00 

33 

Bonds 

1,291.00 

0.00 

1,291.00 

0.00 

1,291.00 

100% 

0.00 

0.00 

34 

ORIGINAL  CONTRACT  VALUE 

44,345.00 

0.00 

2,463.00 

0.00 

2,463.00 

6% 

41,882.00 

0.00 

AMERICAN 

PVERSIGHT 
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Adcockgy^j^^g 


INVOICE  #:  2062570 


11954  Motley  Place 
Waldoif,  MD  20602 
301-843-3661 
301-843-9566 


Date: 

January  02,  2018 

Terms: 

UPON  RECEIPT 

WO  #: 

120570 

PO  #: 

SOLD  TO:  Inter-American  Foundation 


WORK  LOCATION:  National  Place 


1331  Pennsylvania  Avenue 
Suite  1200  North 
•  Washington,  DC  20004 


1331  Pennsylvania  Avenue,  NW 
Washington,  DC  20004 


REQUESTED  BY:  J onathan  202-526-3420 


I  WORK  REQUEST^ 

Relocate  fire  strobe. 


I  WORK  PERFORMED  

12/22/17  -  Ticket#  120570 

Relocated  one  fire  alarm  ceiling  speaker  and  one  ceiling  strobe  from  new  office  to  the  corridor  just  outside  of  the  new 
office.  The  fire  alarm  panel  is  normal  at  this  time. 


DESCRIPTION 


QUANTITY 


PRICE  AMOUNT 


FIRE  iVKARM  IMECHANIC 

mTERLAL 

TRUCK  CLLARGE 


ADCOCKS  SYSTEMS  LLC 

3.00 

$108.00 

$324.00 

11954  MOTLEY  PL 

1.00 

$45.30 

$45.30 

WALDORF,  MD  20602 

1.00 

$50.00 

$50.00 

01  03  2018 

07:55:49 

Merchant  ID:  000000001495156 

Terminal  ID: 

178243359993 

02237308 

CREDIT  CARD 

Total 

$419.30 

MC  SALE 

CARD  #  XXX)(XXXXXXXX5062 

INVOICE  0001 

Batch  #:  004134 

ItUZaE 

□ 

t|D) 

Approval  Code: 

048817 

’oolI  I. 

Entry  Method: 

Mode: 

Manual 

Online 

Tax  Amount: 

$0.00 

Cust  Code: 

276 

SALEAHOUNT 

$41930 

CUSTOMER  COPY 


Paying  by  check  authorizes  Adcock's  Systems,  LI  ;ctronically  to  your|^^,for 

debited  in  the  amount  of  your  check  and  the  transaction  will  appear  on  your  bank  statement  Your  original  check  wSlbe  desBoyea  once  processed,  and  you 
will  not  receive  your  cancelled  check  back.  If  we  can  not  post  the  transaction  electronically,  you  authorize  us  to  present  an  image  copy  of  your  check  for 
payment.  If  you  have  further  questions  regarding  this  process,  or  if  you  do  not  wish  to  participate  in  Adcock's  Systems,  LLC^  check  conversion  program 

please  call  301-843-3661. 


EXHiBiT  C 


RULES  AND  REGULATIONS 

The  following  rules  and  regulations  have  been  formulated  for  the  safety  and  well-being  of  all  tenants  of 

the  Building.  Subject  to  the  provisions  of  Tenant's  Lease,  strict  adherence  to  these  rules  and  regulations 

IS  necessary  to  contribute  to  each  tenant's  occupancy  in  the  Building. 

1.  No  part  or  the  whole  of  the  sidewalks,  plaza  areas,  entrances,  passages,  courts,  elevators,  vestibules, 
stairways,  corridors,  or  halls  of  the  Building  or  the  Real  Property  shall  be  obstructed  or  encumbered  by  any 
tenant  or  used  for  any  purpose  other  than  ingress  and  egress  to  and  from  the  space  demised  to  such 
tenant. 

2.  No  awnings  or  other  projections  shall  be  attached  to  the  outside  walls  or  windows  of  the  Building.  No 
curtains,  blinds,  shades,  or  screens  (other  than  those  that  may  be  furnished  by  Landlord)  shall  be  attached 
to  or  hung  in,  or  used  in  connection  with,  any  window  or  door  of  the  space  demised  to  any  tenant,  without 
the  written  consent  of  Landlord.  No  satellite  dishes,  antennas,  or  any  other  objects  shall  be  affixed  or 
placed  on  the  roof  of  the  Building  or  any  other  area  on  the  Property  without  prior  written  approval  from 
Landlord;  in  the  event  of  a  violation  of  the  foregoing,  Landlord  my  remove  same  without  any  liability  and 
may  charge  the  expense  incurred  by  such  removal  and/or  in  connection  with  same  to  the  Tenant. 

3.  No  sign,  advertisement,  object,  notice,  or  other  lettering  shall' be  exhibited,  inscribed,  painted,  or  affixed  on 
any  part  of  the  outside  or  inside  of  the  space  demised  to  any  tenant  or  of  the  Building  or  the  Real  Property. 

In  the  event  of  any  violation  of  the  foregoing,  Landlord  may  remove  and  dispose  of  same,  at  Tenant’s  cost 
without  prior  notice  to  Tenant. 

4.  No  showcases  or  other  articles  shall  be  put  in  front  of  or  affixed  to  any  part  of  the  exterior  of  the  Building 
nor  placed  in  the  halls,  corridors,  vestibules,  or  other  public  parts  of  the  Building.  In  the  event  of  any 
violation  of  the  foregoing,  Landlord  may  remove  and  dispose  of  same,  at  Tenant's  cost,  without  prior  notice 
to  Tenant. 

5.  The  water  and  wash  closets  and  other  plumbing  fixtures  shall  not  be  used  for  any  purposes  other  than 
those  for  which  they  were  constructed,  and  no  sweepings,  rubbish,  rags,  or  other  substances  (including, 
without  limitation,  coffee  grounds)  shall  be  thrown  therein.  Tenant  shall  share  the  rules/regulations  set  forth 
herein  on  this  Exhibit  C  with  its  employees  and  invitees,  and  any  damages  resulting  from  same  shall  be 
borne  by  Tenant, 

6.  No  tenant  shall  bring  or  keep,  or  permit  to  be  brought  or  kept,  any  inflammable,  combustible,  or  explosive 
fluid,  material,  chemical,  or  substance  in  or  about  the  space  demised  to  such  tenant,  except  that  Tenant 
shall  be  permitted  to  use  and  keep  in  the  Demised  Premises  such  cleaning,  copier  and  other  supplies  as 
are  reasonable  and  customary  for  office  use,  provided  that  Tenant  uses,  stores  and  disposes  of  same  in 
accordance  with  applicable  laws,  rules  or  regulations. 

7.  No  tenant  shall  mark,  paint,  drill  into,  or  in  any  way  deface,  any  part  of  the  Building  or  the  space  demised  to 
such  tenant.  No  boring,  cutting,  or  stringing  of  wires  shall  be  permitted. 

8.  No  cooking  shall  be  done  or  permitted  in  the  Building  by  any  tenant.  No  tenant  shall  cause  or  permit  any 
unusual  or  objectionable  odors  to  emanate  from  the  space  demised  to  such  tenant. 

9.  Neither  the  whole  nor  any  part  of  the  space  demised  to  any  tenant  shall  be  used  for  manufacturing,  for  the 
storage  of  merchandise,  or  for  the  sale  of  merchandise,  goods,  or  property. 

10.  No  tenant  shall  make  or  permit  to  be  rriade  any  unseemly  or  disturbing  noises  or  disturb  or  interfere  with 
other  tenants  or  occupants  of  the  Building  or  neighboring  buildings  or  premises  whether  by  the  use  of  any 
musical  instrument,  radio,  television  set,  or  other  audio  device,  unmusical  noise,  whistling,  singing,  or  in 
any  other  way.  Nothing  shall  be  thrown  out  of  any  doors,  windows,  or  skylights  or  down  any  passageways. 

11.  No  additional  locks  or  bolts  of  any  kind  shall  be  placed  upon  any  of  the  doors  or  windows  in  the  space 
demised  to  any  tenant,  nor  shall  any  changes  be  made  in  locks  or  the  mechanism  thereof  without 
Landlord's  consent,  which  shall  not  be  unreasonably  withheld,  conditioned  or  delayed  and  Tenant  shall 
provide  Landlord  with  access  keys  or  cards  to  all  areas  of  the  Demised  Premises.  Each  tenant  must,  upon 
the  termination  of  his  tenancy,  restore  to  Landlord  all  keys  to  offices,  storage,  and  toilet  rooms,  either 
furnished  to  or  otherwise  procured  by  such  tenant,  and  in  the  event  of  the  loss  of  any  such  keys,  such 
tenant  shall  pay  Landlord  the  reasonable  cost  of  replacement  keys. 

12.  All  removals  from  the  Building,  or  the  carrying  in  or  out  of  ttie  Building  or  the  space  demised  to  any  tenant 
of  any  safes,  freight,  furniture,  or  bulky  matter  of  any  description  must  take  place  during  such  hours  and  in 
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'^f  determine  from  time  to  time.  Landlord  reserves  the  right  to 

P  ght  for  violation  of  any  of  these  rules  and  regulations  or  the  provisions  of  such  tenant's  lease 

portion  of  the  space  demised  to  such  tenant  to  be  used  or 
k^id  nr  nsfoot'cs,  explosives,  firearms,  contraband  of  any 

fojlch  terint  in^h!  employees  in  the  Building  except  those  actually  working 

for  such  tenant  in  the  Building,  nor  advertise  for  laborers  giving  an  address  at  the  Building,  ^ 

‘rte.rtgw  to  prohibit  any  advertising  by  any  tenant  which  In  Landlord's  reasonable 
So  fr«m^  reputation  of  the  Building  or  its  desirability  as  a  building  for  offices,  and  upon 

viniflHnn^fh^f^  Shall  refrain  from  or  discontinue  such  advertising.  In  the  event  of  any 

to  Tenanf  ^°'‘®9°'"9'  Landlord  may  remove  and  dispose  of  same,  at  Tenant’s  cost,  without  prior  notice 

®P®'^^®  portions  of  the  Building  and  the  public 

deems  be?t  for  tS  Sim  “®®  *^®  "’^rtner  as  Itreasonahiv 

fho  R,?iWinn  Jo*  the  benefit  of  the  tenants  generally,  Including,  without  limitation,  the  right  to  exclude  frorn 
the  Building  (at  all  times,  or  at  such  times  as  Landlord  reasonably  determines  appropriate),  all  persons  who 
wn  f  Landlord  or  other  suitable  Identification  reasonably  satisfactory  to  Landlord 

No  tenant  shall  permit  the  visit  to  the  common  areas  In  the  Building  of  persons  in  such  nur2»ers  or  under 

devator'S^nthfr'’  i°  ‘'’^®':^®''®  *^6  use  and  enjoyment  by  other  tenants  of  the  entrances,  corridors, 

elevator  and  other  public  portion  or  Common  Facilities  in  the  Building. 

SnS*Xors  are^oSd  ^  demised  to  such  tenant  at  any  time,  shall  see  that  all 

”■  taJraf  ^  'O'-  ">^*9  or  ^ng  or  for  any 

^  attended  to  only  upon  application  at  the  office  of  Landlord.  Building 

employees  shall  not  be  required  to  perform  and  shall  not  be  requested  by  any  tenant  to  perform  any  work 
unless  under  specific  instructions  from  the  office  of  Landlord.  ^  ^ 

JeTwnSelrprevSn^"'^  peddling  in  the  Building  are  prohibited,  and  each  tenant  shall  cooperate  in 

Hr  ®'‘^®'‘  ‘®"®'’‘  ‘’y  rts  agents  or  contractors,  in  the  delivery 

or  receipt  of  merchandise,  freight  or  other  matter,  hand  trucks  or  other  means  of  conveyance  except  those 

requSre^'^  guards,  and  such  other  safeguards  as  Landlord  mav  reaLnahlv 

eye'^dogs*  *®'’®"^'  ®^®l^rting  "seeing- 

to  be  placed  on  any  part  of  the  floor  or  floors  of  the  space  demised  to  such 
enant  a  load  exceeding  the  floor  load  per  square  foot  which  such  floor  was  designed  to  carry  and  which  is 

allowed  by  law.  Proper  precaution  and  protective  measures.  Including  floor  protection  will  be  taken 
prior  to  moving  heavy  items.  .  >i  uo  idMsn 

23.  Landlord  reserves  the  right  to  specify  where  In  the  space  demised  by  any  tenant  business  machines  and 
mechanical  equipment  shall  be  placed  or  maintained  in  order,  in  Landlord's  reasonabla  judgment  to 
absorb  and  prevent  vibration,  noise,  and  annoyance  to  other  tenants  of  the  Building. 

24.  No  vending  machines  shall  be  perrnitted  to  be  placed  or  installed  in  any  part  of  the  Building  by  any  tenant 

(except  Tenant  shall  be  entitled  to  Install  in  the  Demised  Premises  vending  machines  for  the  sale  of  food 
and  beverages  to  its  employees).  Landlord  reserves  the  right  to  place  or  install  vending  machines  in  any  of 
tne  common  areas  of  the  Building.  ^ 

25.  No  bicycles,  motorcycles,  or  vehicles  of  any  kind  are  permitted  in  the  Building  (unless  in  an  area  pre¬ 
authorized  in  writing  by  Landlord)  or  to  be  attached  to  any  part  of  the  Building  rails,  doors,  etc. 

°1:."’0''®-O“t®  ®r®  permitted  through  Building  entrances.  All  such  activities  must 
take  place  through  the  loading  zone  in  the  rear  or  through  a  loading  dock,  if  any,  of  the  Building, 

LTSniiin!!®"  rt®*®™‘"®  “f"®  to  toe  hours  during  which  tenants  and  their  employees  can  access 

the  Building  only  through  key  or  card  key  access.  Such  houra  are  currently  from  6:00  p.m.  to  7  00  a  m 
Monday  through  Friday,  and  24  hours  per  day  on  Saturdays.  Sundays  and  holidays."  ’ 

28.  No  building  doors  shall  be  propped  open  at  any  time. 
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29.  All  tenants  shall  be  fully  responsible  and  liable  for  the  actions  of  ail  persons  for  whom  they  authorize 
access  into  the  Building. 

30.  All  floor  access  plates  and  panels  shall  remain  exposed  for  easy  access.  In  instances  where  plates  or 
panels  have  been  covered  by  carpet  or  flooring,  and  access  is  necessary,  it  shall  be  the  respective  tenant’s 
responsibility  to  pay  for  removal  and  replacement  of  carpet  or  flooring  to  provide  the  needed  access. 

31.  Landlord  will  purchase  and  install  light  bulbs  and  tubes  for  building  standard  fixtures  only.  Tenants  shall  be 
responsible  for  purchasing  and  storing  of  any  non-building  standard  bulbs.  Landlord  will  install  these  bulbs 
upon  request. 

32.  No  cars  shall  be  parked  at  any  time  in  the  loading  zone  entrance  or  ramp  area  without  the  prior  approval  of 
Landlord. 

33.  Except  as  othenwise  provided  in  the  Lease,  no  alterations  to  tenant  space  shall  be  made  by  Tenant  without 
the  prior  written  approval  of  Landlord. 

34.  Landlord  resenres  the  right,  at  any  time  and  from  time  to  time,  to  rescind,  alter,  or  waive,  in  whole  or  in 
part,  or  add  to,  any  of  the  Rules  and  Regulations  when  it  is  deemed  necessary,  desirable,  or  proper,  in 
Landlord's  reasonable  judgment,  for  its  best  interests  or  for  the  best  interests  of  the  tenants. 

35.  SMOKING  IS  PROHIBITED  WITHIN  ANY  PORTION  OF  THE  BUILDING,  WITHIN  TEN  (10)  FEET 
OF  THE  EXTERIOR  OF  THE  BUILDING,  THE  LOADING  DOCK,  OR  GARAGE. 

36.  Drapes  and  blinds  in  the  Demised  Premises  visible  from  the  exterior  of  the  Building  or  from  the 
common  areas  of  the  Building  shall  be  cleaned  at  least  once  a  year. 

37.  Tenant  shall  maintain  non-standard  suite  finishes  such  as  kitchens,  bathrooms,  wallpaper,  special 
lights,  etc.,  except  upon  prior  arrangement  with  the  Landlord. 

38.  Tenant  shall  alert  Landlord  immediately  upon  the  discovery  of  water  leaking  or  collecting  anywhere  in 
the  Building,  and  of  any  fires,  bomb  threats,  unauthorized  Intruders  or  any  other  emergency, 

39.  Tenant  will  not  tamper  with  the  sprinklers  or  fire  alarm  system  in  the  Building. 

40.  Storage  rooms  may  not  be  used  for  offices  or  as  service  rooms  for  copiers  and  other  office 
equipment. 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


June  22,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OOO996 


Our  only  promise... We  deliver! 


June  22,  2017 

Shayla  Summerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
NINE  THOUSAND  TWO  HUNDRED  AND  EIETY  DOLLARS  AND  ZERO  CENTS  ($49,250.00) 
CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc:  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tl«8''8-0224-A-000997 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  www.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 


Owner:  Inter-American  Foundation 

Architect:  N/A 

CM  Firm:  N/A 

Project  Location: 
Project  Size: 
Const.  Period: 

NW,  D.C. 

105  SF 

3Q17 

System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,534 

$ 

62.23 

17% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

33,048 

$ 

314.74 

83% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

- 

$ 

- 

0% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

39,582 

377 

100% 

General  Conditions  /  Overhead 

$ 

3,958 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

792 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

3,483 

TOTAL  CONSTRUCTION  COST 

$ 

47,815 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,250 

Page  1  of  1 
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5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  DETAiL 


Division_ Div.  # Item_ Quantity  Unit  Remarks 


1  Division  1  -  General  Requirements 


2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  walk  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotai 

$ 

6,534 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotai 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotai 

$ 

- 

154 

155 

Division  5  -  Metais 

173 

Metais  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

Included  08900 
by  owner  If  Increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allow 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close-out. 

1  LS 

240 

warranties 

1  LS 

Included 

241 

Doors  and  Windows  Subtotal 

$ 

33,048 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close-out. 

1  LS 

Included  08900 

271 

warranties 

1  LS 

Included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

300 

Specialties  Subtotal 

$ 

- 

301 

302 

Division  11  -  Equipment 

325 

Equipment  Subtotal 

$ 

- 

326 

327 

Division  12  -  Furnishings 

336 

Furnishings  Subtotal 

$ 

. 

IAF-18-0224-A-000999 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  DETAiL 


Division_ Div.  # Item_ Quantity  Unit  Remarks 


337 

338  Division  13  -  Speciai  Construction 


351  Speciai  Construction  Subtotai 

$ 

352 

353  Division  14  -  Conveying  Systems 

363  Conveying  Systems  Subtotal 

$ 

364 

365  Division  15  -  Mechanicai 

377  Mechanicai  Subtotal 

$ 

378 

379  Division  16  -  Eiectrical 

384  16510 

Interior  Lighting  -  Repositioning  existing  2  lights 

Mobilization,  permits,  bonds,  shop  drawings,  close-out, 

1  LS 

389 

warranties 

1  LS 

included 

390  Eiectrical  Subtotal 

$ 

391 


392 

Direct  Work  Total 

$ 

39,582 

393 

394 

General  Conditions  /  Overhead 

$ 

3,958 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

792 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'i 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owne 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

3,483 

405 

TOTAL  CONSTRUCTION  COST 

$ 

47,815 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

49,250 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017. 
No  additional  material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was 
developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  July  19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

3  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 


Page  1  of  1 
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Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


June  28,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OO1 002 


Our  only  promise... We  deliver! 


June  28,2017 

Shayla  Summerhill 

Inter-  Ameriean  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  EORTY- 
ONE  THOUSAND  EOUR  HUNDRED  AND  EIETY  DOLLARS  AND  ZERO  CENTS  ($41,400.00) 
CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc;  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tl«8''8-0224-A-001003 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  www.ccg-wdc.com 


5/1/17  -  Data  Date 
6/22/17  -  Run  Date 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  # 

Item  Quantity  Unit 

Remarks 

1 

Division  1  -  General  Requirements 

2 

OHIO 

Tools  and  Supplies 

1  LS 

9 

01155 

Temporary  Workmen  Parking 

Temporary  Protection  /  Barriers  -  Poly,  wa  k  off  mat, 

1  LS 

25 

01300 

tape 

1  LS 

52 

01615 

Mobile  Phone 

1  LS 

57 

01636 

Mileage 

1  LS 

67 

01700 

Project  Management 

1  LS 

68 

01710 

Field  Supervision 

1  LS 

70 

01750 

Project  Admin  /  Office  Support  -  Cost  Engineer 

1  LS 

75 

General  Requirements  Subtotal 

$ 

6,089 

76 

77 

Division  2  -  Site  Construction 

121 

Site  Construction  Subtotal 

$ 

- 

122 

123 

Division  3  -  Concrete 

137 

Concrete  Subtotal 

$ 

- 

138 

139 

Division  4  -  Masonry 

153 

Masonry  Subtotal 

$ 

- 

154 

155 

Division  5  -  Metals 

173 

Metals  Subtotal 

$ 

- 

174 

175 

Division  6  -  Woods  and  Plastics 

194 

Woods  and  Plastics  Subtotal 

$ 

- 

195 

Division  7  -  Thermal  &  Moisture 

196 

Protection 

217 

Thermal  &  Moisture  Protection  Subtotal 

$ 

- 

218 

219 

Division  8  -  Doors  and  Windows 

222 

08210 

Wood  Doors  &  Frames  -  Fix  existing  sliding  door 

1  EA 

included  08900 
by  owner  if  increases 

234 

08710 

Door  Hardware  -  VT  Heritage  5502H 

1  Allow 

allowance  price 

239 

08900 

Glazed  Curtain  Wall  Assemblies 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

240 

out,  warranties 

1  LS 

included 

241 

Doors  and  Windows  Subtotal 

$ 

26,520 

242 

243 

Division  9  -  Finishes 

Gypsum  Board  -  Includes  new  bulkhead,  fix  existing 

247 

09250 

sliding  pocket  door 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

Included  08900 

271 

out,  warranties 

1  LS 

included 

272 

Finishes  Subtotal 

$ 

- 

273 

274 

Division  10  -  Specialties 

Exterior  /  Interior  Signage  -  lAF  Stencil  office  space 

287 

10430 

and  additional  confernce  room 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

1  LS 

299 

out,  warranties 

1  LS 

included 

300 

Specialties  Subtotal 

$ 

1,224 

301 

302 

Division  11  -  Equipment 

Page  1  of  2 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTIMATE  DETAIL 


Division  Div.  #  Item 


Quantity  Unit  Remarks 


325  Equipment  Subtotal  $ 

326 

327  Division  12  -  Furnishings 

336  Furnishings  Subtotal  $ 

337 

338  Division  13  -  Special  Construction 

351  Special  Construction  Subtotal  $ 

352 

353  Division  14  -  Conveying  Systems 

363  Conveying  Systems  Subtotal  $ 

364 

365  Division  15  -  Mechanical 

377  Mechanical  Subtotal  $ 

378 

379  Division  16  -  Electrical 


384  16510  Interior  Lighting  -  Repositioning  existing  2  lights  1  LS 

Mobilization,  permits,  bonds,  shop  drawings,  close- 

389  out,  warranties  1  LS  included 

390  Electrical  Subtotal  $ 

391 


392 

Direct  Work  Total 

$ 

33,833 

393 

394 

General  Conditions  /  Overhead 

$ 

3,383 

395 

Design  Contingency 

$ 

- 

396 

Construction  Contingency 

$ 

- 

397 

General  Liability  Insurance 

$ 

- 

398 

Gross  Receipts  Tax 

N/A 

$ 

- 

399 

Testing  and  Inspection 

Not  Req'd 

$ 

- 

400 

Builder's  Risk  Insurance 

by  Owner 

$ 

- 

401 

Preconstruction  Services 

N/A 

$ 

- 

402 

Legal  -  Contract 

$ 

- 

403 

Warranty 

$ 

-  Included  by  subs 

404 

Fee 

$ 

2,977 

405 

TOTAL  CONSTRUCTION  COST 

$ 

40,194 

405 

406 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

41,400 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/28/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 


Owner:  Inter-American  Foundation 

Architect:  N/A 

CM  Firm:  N/A 

Project  Location: 
Project  Size: 
Const.  Period: 

NW,  D.C. 

105  SF 

3Q17 

System 

Total 

$/SF 

%of 

Cost 

Total 

General  Requirements 

$ 

6,089 

$ 

57.99 

18% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

26,520 

$ 

252.57 

78% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

1,224 

$ 

11.66 

4% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

33,833 

322 

100% 

General  Conditions  /  Overhead 

$ 

3,383 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

- 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

2,977 

TOTAL  CONSTRUCTION  COST 

$ 

40,194 

TOTAL  CONSTRUCTION  COST  w/  P&P  BOND 

$ 

41,400 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
6/28/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

1  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017  and  (2)  Site  Visit  dated  June  19,  2017. 
No  additional  material  and/or  equipment  specifications  were  available  at  the  time  this  estimate  was 
developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  July  19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Our  proposal  does  NOT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Owner,  if  required. 

8  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions.  No  Davis 
Bacon  wage  is  included  in  this  budget. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

1  0 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 

11 

We  plan  to  fix  existing  pocket  door.  Please  included  sliding  door  equipment  and  hardware  contingency. 
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IAF-18-0224-A-001007 


CAPITAL  Construction  Group,  LLC 
Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  1 

Date  Submitted:  1 2/1 2/21 07 

Title:  IAF  Glass  Partition  Wall 

Authored  By:  Jonathan  Perez 

Trade:  Divog 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary), 

1 .  AO. 3:  Partition  3A  bulkhead  is  asking  for  2-1/2"  metal  stud,  the  metal  channel  is  larger  than  2-1/2".  Please  advise 

2.  AO. 3:  Please  send  me  more  specifications  on  sound  attenuating  cotton  fiber  insulation. 

3.  AO. 5:  Provide  a  full  detail  on  partition  detail  26.  We  were  planning  on  creating  a  drywall  column  with  plywood  and  wood 
blocking  to  support  the  new  glass  wall  system.  New  drywall  column  will  align  with  the  existing  soffit  above  the  window. 

4.  A8.1 :  Detail  R  is  unclear  how  the  new  drywall  will  separate  the  glass  from  the  window.  We  have  several  suggestions. 

5.  A8.1 :  Detail  R  is  asking  for  Base  please  provide  me  with  which  model  number. 


B  -  Answer  -  (use  attachment  if  necessary) 


Response  Date:  December  1 5,  201 7 
Authored  By:  Lisa  Layman _ 

Initials:  ll 


1 .  AO. 3  -  Framing  at  partition  3A  should  match  existing. 

2.  AO. 3  -  Wall  Insulation:  Ultra  Touch  Cotton  Fiber  Insulation.  Complys  with  ASTM  E-84,  UL-723,  ASTM  C-739,  ASTM  E-1 19,  UL-263. 
Product  code  10001-81632,  16.25"  width,  3-1/2"  thick,  www.bondedlogic.com  /  480.812.91 14  or  equal 

3.  AO. 5  -  See  attached  ASK-1 .  Agreed  that  drywall  column  shall  align  with  existing  soffit  above. 

4.  A8.1  Detail  R.  See  attached  ASK-2.  Area  in  blue  is  the  quiet  joint.  Area  in  red  is  drywall. 

5.  A8.1  Detail  R.  The  arrow  for  the  base  should  be  pointing  to  the  drywall  and  not  the  glass.  There  is  no  vinyl  base  on 
the  glass.  The  base  needs  to  match  the  existing  adjacent  base.  The  base  should  be  B-1 .  See  Material  Schedule 
Sheet  AO. 5  for  B-1  specs.  Verify  match  to  existing  base  prior  to  ordering  full  quantity  needed. 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 
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CAPITAL  Construction  Group,  LLC 

Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  1 

Date  Submitted:  1 2/1 2/21 07 

Title:  IAF  Glass  Partition  Wall 

Authored  By:  Jonathan  Perez 

Trade:  Div09 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary), 

AO. 3:  Partition  3A  bulkhead  is  asking  for  2-1/2”  metal  stud,  the  metal  channel  is  larger  than  2-1/2”.  Please  advise 
AO. 3:  Please  send  me  more  specifications  on  sound  attenuating  cotton  fiber  insulation. 

AO. 5:  Provide  a  full  detail  on  partition  detail  26.  We  were  planning  on  creating  a  drywall  column  with  plywood  and  wood 
blocking  to  support  the  new  glass  wall  system.  New  drywall  column  will  align  with  the  existing  soffit  above  the  window. 
A8.1 :  Detail  R  is  unclear  how  the  new  drywall  will  separate  the  glass  from  the  window.  We  have  several  suggestions. 
A8.1 :  Detail  R  is  asking  for  Base  please  provide  me  with  which  model  number. 


B  -  Answer  -  (use  attachment  if  necessary) 


Response  Date: 
Authored  By: 
Initials: 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 
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CAPITAL  Construction  Group,  LLC 

Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  2 

Date  Submitted:  1 2/26/21 07 

Title:  IAF  Glass  Partition  Wall 

Authored  By:  Jonathan  Perez 

Trade:  Div09 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary). 

Reviewing  the  door  schedule  on  page  AO. 4  we  need  the  exact  size  of  the  existing  pocket  door. 

Also,  we  need  more  details  or  specification  on  the  existing  door.  This  will  explain  why  the  door  is  heavy. 
Is  the  existing  pocket  door  fire  rated? 


Please  advise  how  to  proceed. 


Response  Date:  12/26/17 _ 

Authored  By:  Lisa  Layman _ 

Initials:  ll 

Exact  size  should  be  measured  in  the  field.  Attached  are  the  original  submittals  for  doors,  doors  and  frames  and  finish  hardware 
dated  02/15/2012.  The  door  submittal  shows  a  question  about  the  exact  door  type  so  I  am  not  sure  exactly  what  was 
installed.  There  is  no  reason  that  the  sliding  door  should  be  fire  rated  and  fire  rating  was  not  specified.  The  door 
should  be  a  solid  core  wood  door,  1  3/4"  thick  for  better  acoustics  than  what  a  hollow  core  door  would  provide. 


B  -  Answer  -  (use  attachment  if  necessary) 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 
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CAPITAL  Construction  Group,  LLC 
Project  Name:  inter-American  Foundation 
Project  No.:  7102-33 _ 


REQUEST  FOR  INFORMATION 


RFI  No.:  2 

Date  Submitted:  1 2/26/2 1 07 

Title:  IAF  Glass  Partition  Waii 

Authored  By:  Jonathan  Perez 

Trade:  Div09 

Initials:  JP 

Spec,  Section: 

A  -  Description  of  Required  Information  (use  attachment  if  necessary). 

Reviewing  the  door  schedule  on  page  A0.4  we  need  the  exact  size  of  the  existing  pocket  door. 

Also,  we  need  more  details  or  specification  on  the  existing  door.  This  will  explain  why  the  door  is  heavy. 
Is  the  existing  pocket  door  fire  rated? 


Please  advise  how  to  proceed. 


B  -  Answer  -  (use  attachment  if  necessary) 


Response  Date: 
Authored  By: 
Initials: 


This  RFI  does  not  constitute  basis  for  change  of  scope  in  contract  amount  or  time  extension.  If  you  do  not 
concur,  please  notify  the  Author  in  writing  immediately.  Failing  to  do  so  within  seventy-two  (72)  hours  of 
receipt  will  be  deemed  as  your  acceptance  of  the  above. 


Distribution 

cc: 

Reggie  Herndon 

cc: 

Ed  Brooks 

Lisa  Layman 

Shayla  Summerhili 
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ACORCf 


CERTIFICATE  OF  LIABILITY  INSURANCE 


DATE  (MM/DD/YYYY) 

10/3/2017 


THIS  CERTIFICATE  IS  ISSUED  AS  A  MATTER  OF  INFORMATION  ONLY  AND  CONFERS  NO  RIGHTS  UPON  THE  CERTIFICATE  HOLDER.  THIS 
CERTIFICATE  DOES  NOT  AFFIRMATIVELY  OR  NEGATIVELY  AMEND,  EXTEND  OR  ALTER  THE  COVERAGE  AFFORDED  BY  THE  POLICIES 
BELOW.  THIS  CERTIFICATE  OF  INSURANCE  DOES  NOT  CONSTITUTE  A  CONTRACT  BETWEEN  THE  ISSUING  INSURER(S).  AUTHORIZED 
REPRESENTATIVE  OR  PRODUCER,  AND  THE  CERTIFICATE  HOLDER. 


IMPORTANT:  If  the  certificate  holder  is  an  ADDITIONAL  INSURED,  the  policy(ies)  must  have  ADDITIONAL  INSURED  provisions  or  be  endorsed. 
If  SUBROGATION  IS  WAIVED,  subject  to  the  terms  and  conditions  of  the  policy,  certain  policies  may  require  an  endorsement.  A  statement  on 


PRODUCER 

HMS  Insurance  Associates,  Inc. 
20  Wight  Ave  Suite  300 
Hunt  VaiieyMD  21030 


name*''^  Darlene  Placek 

S;gL.E»t.  443-632-3399 

443-632-3484 

dplacek@hmsia.com 

INSURER(S)  AFFORDING  COVERAGE 

NAIC# 

INSURER  A  Charter  Oak  Fire  Ins.  Co. 

25615 

INSURER  B  The  Phoenix  Ins.  Co. 

25623 

INSURER  c  Travelers  Property  Casualty  Co.  of  America 

25674 

INSURER  D  Farmington  Casualty 

41483 

INSURER  E  The  Travelers  Indemnity  Co. 

25658 

INSURER  F 

INSURED 

Capitai  Construction  Group  LLC 
3321  12th  Street  NE 
Washington  DC  20017 


CAPiCON-01 


COVERAGES 


CERTIFICATE  NUMBER:  1145081983 


REVISION  NUMBER: 


THIS  IS  TO  CERTIFY  THAT  THE  POLICIES  OF  INSURANCE  LISTED  BELOW  HAVE  BEEN  ISSUED  TO  THE  INSURED  NAMED  ABOVE  FOR  THE  POLICY  PERIOD 
INDICATED.  NOTWITHSTANDING  ANY  REQUIREMENT,  TERM  OR  CONDITION  OF  ANY  CONTRACT  OR  OTHER  DOCUMENT  WITH  RESPECT  TO  WHICH  THIS 
CERTIFICATE  MAY  BE  ISSUED  OR  MAY  PERTAIN,  THE  INSURANCE  AFFORDED  BY  THE  POLICIES  DESCRIBED  HEREIN  IS  SUBJECT  TO  ALL  THE  TERMS, 
EXCLUSIONS  AND  CONDITIONS  OF  SUCH  POLICIES.  LIMITS  SHOWN  MAY  HAVE  BEEN  REDUCED  BY  PAID  CLAIMS. 

fOTDCrSOBRj  POUCYEFFnwSJCYEXP  r7.«-ro 

INSD  WVD  POLICY  NUMBER  I  (MM/DD/YYYY)  (MM/DD/YYYY)  UMITS 


INSR 

LTR 


TYPE  OF  INSURANCE 


GENL  AGGREGATE  L  MR  APPL  ES  PER: 
POLICY  [X]  JECT  EZI  LOC 


COMMERCIAL  GENERAL  LIABIUTY 
CLAIMS-MADE  OCCUR 


CO7J05589A 


7/26/2017 


7/26/2018 


OTHER: 


EACH  OCCURRENCE 
DAMAGE  lOKbNIbD - 

PREMISES  (Ea  occurrence) 


$1,000,000 


$300,000 


MED  EXP  (Any  one  person) 


PERSONAL  &  ADV  INJURY 


GENERAL  AGGREGATE 


PRODUCTS  -  COMP/OP  AGG 


COMBINED  SINGLE  LIMR 

(Ea  accident) 


$5,000 


$1,000,000 


$2,000,000 


$2,000,000 


AUT( 


OMOBILE  LIABIUTY 
ANY  AUTO 


OWNED 
AUTOS  ONLY 
HIRED 

AUTOS  ONLY 


BA7J057568 


7/26/2017 


7/26/2018 


*1,000,000 


BODILY  INJURY  (Per  person) 


SCHEDULED 
ALROS 
NON-OWNED 
AUTOS  ONLY 


BODILY  INJURY  (Per  accident) 

PROPER  I Y  DAMAGE 

(Per  accident) 


UMBRELLA  LIAB 
EXCESS  LIAB 


DED 


OCCUR 

CLAIMS-MADE 


CUP7J060966 


7/26/2017 


7/26/2018 


EACH  OCCURRENCE 


$5,000,000 


AGGREGATE 


$5,000,000 


RETENTION  $10,000 


WORKERS  COMPENSATION 
AND  EMPLOYERS’  LIABIUTY  y ,  ^ 

ANY  PROPRIETOR/PARTNER/EXECUnVE 
OFFICER/MEMBER  EXCLUDED? 

(Mandatory  in  NH) 

If  yes,  describe  under 
DESCR  PTION  OF  OPERATIONS  below 


UB7J055213 


7/26/2017 


7/26/2018 


V  PER 
^  STATUTE 


OTH¬ 

ER 


MD/DC/VA 


N/A 


E.L  EACH  ACC  DENT 


SI, 000,000 


E.L  DISEASE  -  EA  EMPLOYEE 


SI, 000,000 


E.L  DISEASE  -  POLICY  LIMIT 


SI, 000, 000 


Leased/Rented  Equip 


TBD 


7/26/2017 


7/26/2018 


Limit 


$10,000 


DESCRIPTION  OF  OPERATIONS  /  LOCATIONS  /  VEHICLES  (ACORD  101,  AddiUonal  Remadcs  Schedule,  may  be  attached  if  more  space  is  required) 

1325-1331  Pennsyivania  Ave.,  NW,  Washington,  DC 

Nationai  Piace  -  Nationai  Piace  Lease  Company,  LLC;  Nationai  Piace  Land  Company,  LLC;  QDC  Property  Management,  inc.,  and 
Westdeutsche  ImmobiiienBank,  AG,  and  the  agents,  representatives,  officers,  directors,  and  empioyees  of  each  are  inciuded  as  additionai 
insureds  for  automobiie  iiabiiity,  generai  iiabiiity  (for  on-going  and  compieted  operations),  and  umbreila  when  required  by  a  written  contract 
per  attached  endorsements.  Generai  Liabiitiy  and  Automobiie  Liabiiity  are  written  on  a  primary  and  noncontributory  basis.  Waiver  of 
subrogation  in  favor  of  the  additionai  insured  inciuded  under  the  generai  iiabiitiy,  automobiie  iiabiity,  umbreiia  and  workers  compensation  per 
attached  endorsements. 


CERTIFICATE  HOLDER 

CANCELLATION 

National  Place  Lease  Company,  LLC 
do  Ebix  BPO 

PO  Box  12010-44 

Hemet  CA  92546-8010 

SHOULD  ANY  OF  THE  ABOVE  DESCRIBED  POLICIES  BE  CANCELLED  BEFORE 
THE  EXPIRATION  DATE  THEREOF,  NOTICE  WILL  BE  DELIVERED  IN 
ACCORDANCE  WITH  THE  POLICY  PROVISIONS. 

AUTHORIZED  REPRESENTATIVE 

■  1  1  1 

■  iAF-i8-n224-A-nnini4 
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COMMERCIAL  AUTO 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BUSINESS  AUTO  EXTENSION  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  foliowing: 
BUSINESS  AUTO  COVERAGE  FORM 


GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  the  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  BROAD  FORM  NAMED  INSURED 

B.  BLANKET  ADDITIONAL  INSURED 

C.  EMPLOYEE  HIRED  AUTO 

D.  EMPLOYEES  AS  INSURED 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 


H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

J.  PERSONAL  PROPERTY 

K.  AIRBAGS 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

M.  BLANKET  WAIVER  OF  SUBROGATION 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 


PROVISIONS 

A.  BROAD  FORM  NAMED  INSURED 

The  following  is  added  to  Paragraph  A.I.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  organization  you  newly  acquire  or  form  dur¬ 
ing  the  policy  period  over  which  you  maintain 
50%  or  more  ownership  interest  and  that  is  not 
separately  insured  for  Business  Auto  Coverage. 
Coverage  under  this  provision  is  afforded  only  un¬ 
til  the  180th  day  after  you  acquire  or  form  the  or¬ 
ganization  or  the  end  of  the  policy  period,  which¬ 
ever  is  earlier. 

B.  BLANKET  ADDITIONAL  INSURED 

The  following  is  added  to  Paragraph  c.  in  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

Any  person  or  organization  who  is  required  under 
a  written  contract  or  agreement  between  you  and 
that  person  or  organization,  that  is  signed  and 
executed  by  you  before  the  "bodily  injury"  or 
"property  damage"  occurs  and  that  is  in  effect 
during  the  policy  period,  to  be  named  as  an  addi¬ 
tional  insured  is  an  "insured"  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 


this  insurance  applies  and  only  to  the  extent  that 
person  or  organization  qualifies  as  an  "insured" 
under  the  Who  Is  An  Insured  provision  contained 
in  Section  II. 

C,  EMPLOYEE  HIRED  AUTO 

1.  The  following  is  added  to  Paragraph  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COV¬ 
ERED  AUTOS  LIABILITY  COVERAGE: 

An  "employee"  of  yours  is  an  "insured"  while 
operating  an  "auto"  hired  or  rented  under  a 
contract  or  agreement  in  an  "employee's" 
name,  with  your  permission,  while  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 

2.  The  following  replaces  Paragraph  b.  in  B.5., 
Other  Insurance,  of  SECTION  IV  -  BUSI¬ 
NESS  AUTO  CONDITIONS: 

b.  For  Hired  Auto  Physical  Damage  Cover¬ 
age,  the  following  are  deemed  to  be  cov¬ 
ered  "autos"  you  own: 

(1)  Any  covered  "auto"  you  lease,  hire, 
rent  or  borrow;  and 

(2)  Any  covered  "auto"  hired  or  rented  by 
your  "employee"  under  a  contract  in 
an  "employee's"  name,  with  your 


CA  J3  53  02  15 
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COMMERCIAL  AUTO 


permission,  while  performing  duties 
related  to  the  conduct  of  your  busi¬ 
ness. 

However,  any  "auto"  that  is  leased,  hired, 
rented  or  borrowed  with  a  driver  is  not  a 
covered  "auto". 

D.  EMPLOYEES  AS  INSURED 

The  following  is  added  to  Paragraph  A.1.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  "employee"  of  yours  is  an  "insured"  while  us¬ 
ing  a  covered  "auto"  you  don’t  own,  hire  or  borrow 
in  your  business  or  your  personal  affairs. 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

1.  The  following  replaces  Paragraph  A.2.a.(2), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(2)  Up  to  $3,000  for  cost  of  bail  bonds  (in¬ 
cluding  bonds  for  related  traffic  law  viola¬ 
tions)  required  because  of  an  "accident" 
we  cover.  We  do  not  have  to  furnish 
these  bonds. 

2.  The  following  replaces  Paragraph  A.2.a.(4), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(4)  All  reasonable  expenses  incurred  by  the 
"insured"  at  our  request,  including  actual 
loss  of  earnings  up  to  $500  a  day  be¬ 
cause  of  time  off  from  work. 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

The  following  replaces  Subparagraph  (5)  in  Para¬ 
graph  B.7.,  Policy  Period,  Coverage  Territory, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

(5)  Anywhere  in  the  world,  except  any  country  or 
jurisdiction  while  any  trade  sanction,  em¬ 
bargo,  or  similar  regulation  imposed  by  the 
United  States  of  America  applies  to  and  pro¬ 
hibits  the  transaction  of  business  with  or 
within  such  country  or  jurisdiction,  for  Cov¬ 
ered  Autos  Liability  Coverage  for  any  covered 
"auto"  that  you  lease,  hire,  rent  or  borrow 
without  a  driver  for  a  period  of  30  days  or  less 
and  that  is  not  an  "auto"  you  lease,  hire,  rent 
or  borrow  from  any  of  your  "employees", 
partners  (if  you  are  a  partnership),  members 
(if  you  are  a  limited  liability  company)  or 
members  of  their  households. 


(a)  With  respect  to  any  claim  made  or  "suit" 
brought  outside  the  United  States  of 
America,  the  territories  and  possessions 
of  the  United  States  of  America,  Puerto 
Rico  and  Canada: 

(i)  You  must  arrange  to  defend  the  "in¬ 
sured"  against,  and  investigate  or  set¬ 
tle  any  such  claim  or  "suit"  and  keep 
us  advised  of  all  proceedings  and  ac¬ 
tions. 

(ii)  Neither  you  nor  any  other  involved 
"insured"  will  make  any  settlement 
without  our  consent. 

(iii)  We  may,  at  our  discretion,  participate 
in  defending  the  "insured"  against,  or 
in  the  settlement  of,  any  claim  or 
"suit". 

(iv)  We  will  reimburse  the  "insured"  for 
sums  that  the  "insured"  legally  must 
pay  as  damages  because  of  "bodily 
injury"  or  "property  damage"  to  which 
this  insurance  applies,  that  the  "in¬ 
sured"  pays  with  our  consent,  but 
only  up  to  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE. 

(v)  We  will  reimburse  the  "insured"  for 
the  reasonable  expenses  incurred 
with  our  consent  for  your  investiga¬ 
tion  of  such  claims  and  your  defense 
of  the  "insured"  against  any  such 
"suit",  but  only  up  to  and  included 
within  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE,  and  not  in 
addition  to  such  limit.  Our  duty  to 
make  such  payments  ends  when  we 
have  used  up  the  applicable  limit  of 
insurance  in  payments  for  damages, 
settlements  or  defense  expenses. 

(b)  This  insurance  is  excess  over  any  valid 
and  collectible  other  insurance  available 
to  the  "insured"  whether  primary,  excess, 
contingent  or  on  any  other  basis. 

(c)  This  insurance  is  not  a  substitute  for  re¬ 
quired  or  compulsory  insurance  in  any 
country  outside  the  United  States,  its  ter¬ 
ritories  and  possessions,  Puerto  Rico  and 
Canada. 
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You  agree  to  maintain  all  required  or 
compulsory  insurance  in  any  such  coun¬ 
try  up  to  the  minimum  limits  required  by 
local  law.  Your  failure  to  comply  with 
compulsory  insurance  requirements  will 
not  invalidate  the  coverage  afforded  by 
this  policy,  but  we  wiil  oniy  be  liable  to  the 
same  extent  we  would  have  been  liable 
had  you  complied  with  the  compulsory  in¬ 
surance  requirements. 

(d)  It  is  understood  that  we  are  not  an  admit¬ 
ted  or  authorized  insurer  outside  the 
United  States  of  America,  its  territories 
and  possessions,  Puerto  Rico  and  Can¬ 
ada.  We  assume  no  responsibility  for  the 
furnishing  of  certificates  of  insurance,  or 
for  compliance  in  any  way  with  the  laws 
of  other  countries  relating  to  insurance. 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 

The  following  is  added  to  Paragraph  D.,  Deducti¬ 
ble,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

No  deductible  for  a  covered  "auto”  will  apply  to 
glass  damage  if  the  glass  is  repaired  rather  than 
replaced. 

H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

The  following  replaces  the  last  sentence  of  Para¬ 
graph  A.4.b.,  Loss  Of  Use  Expenses,  of  SEC¬ 
TION  ill  -  PHYSICAL  DAMAGE  COVERAGE; 

However,  the  most  we  will  pay  for  any  expenses 
for  loss  of  use  is  $65  per  day,  to  a  maximum  of 
$750  for  any  one  "accident". 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

The  following  replaces  the  first  sentence  in  Para¬ 
graph  A.4.a.,  Transportation  Expenses,  of 
SECTION  III  -  PHYSICAL  DAMAGE  COVER¬ 
AGE; 

We  will  pay  up  to  $50  per  day  to  a  maximum  of 
$1 ,500  for  temporary  transportation  expense  in¬ 
curred  by  you  because  of  the  total  theft  of  a  cov¬ 
ered  "auto"  of  the  private  passenger  type. 

J.  PERSONAL  PROPERTY 

The  following  is  added  to  Paragraph  A.4.,  Cover¬ 
age  Extensions,  of  SECTION  III  -  PHYSICAL 
DAMAGE  COVERAGE: 

Personal  Property 

We  will  pay  up  to  $400  for  "loss"  to  wearing  ap¬ 
parel  and  other  personal  property  which  is: 

(1)  Owned  by  an  "insured";  and 


(2)  In  or  on  your  covered  "auto". 

This  coverage  applies  only  in  the  event  of  a  total 
theft  of  your  covered  "auto". 

No  deductibles  apply  to  this  Personal  Property 
coverage. 

K.  AIRBAGS 

The  follovwng  is  added  to  Paragraph  B.3.,  Exclu¬ 
sions,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

Exclusion  3.a.  does  not  apply  to  "loss"  to  one  or 
more  airbags  in  a  covered  "auto"  you  own  that  in¬ 
flate  due  to  a  cause  other  than  a  cause  of  "loss" 
set  forth  in  Paragraphs  A.1,b.  and  A.1.C.,  but 
only; 

a.  If  that  "auto"  is  a  covered  "auto"  for  Compre¬ 
hensive  Coverage  under  this  policy; 

b.  The  airbags  are  not  covered  under  any  war¬ 
ranty;  and 

c.  The  airbags  were  not  intentionally  inflated. 

We  will  pay  up  to  a  maximum  of  $1,000  for  any 
one  "loss". 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

The  following  is  added  to  Paragraph  A.2.a.,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 

Your  duty  to  give  us  or  our  authorized  representa¬ 
tive  prompt  notice  of  the  "accident"  or  "loss"  ap¬ 
plies  only  when  the  "accident"  or  "loss"  is  known 
to; 

(a)  You  (if  you  are  an  individual); 

(b)  A  partner  (if  you  are  a  partnership); 

(c)  A  member  (if  you  are  a  limited  liability  com¬ 
pany); 

(d)  An  executive  officer,  director  or  insurance 
manager  (if  you  are  a  corporation  or  other  or¬ 
ganization);  or 

(e)  Any  "employee"  authorized  by  you  to  give  no¬ 
tice  of  the  "accident"  or  "loss". 

M.  BLANKET  WAIVER  OF  SUBROGATION 

The  follownng  replaces  Paragraph  A.5.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

5.  Transfer  Of  Rights  Of  Recovery  Against 
Others  To  Us 

We  waive  any  right  of  recovery  we  may  have 
against  any  person  or  organization  to  the  ex¬ 
tent  required  of  you  by  a  written  contract 
signed  and  executed  prior  to  any  "accident" 
or  "loss",  provided  that  the  "accident"  or  "loss" 
arises  out  of  operations  contemplated  by 
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such  contract.  The  waiver  applies  only  to  the 
person  or  organization  designated  in  such 
contract. 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 

The  following  is  added  to  Paragraph  B.2.,  Con¬ 
cealment,  Misrepresentation,  Or  Fraud,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 


The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  given  by  you  shall  not 
prejudice  your  rights  under  this  insurance.  Ho\w- 
ever  this  provision  does  not  affect  our  right  to  col¬ 
lect  additional  premium  or  exercise  our  right  of 
cancellation  or  non-renewal. 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BLANKET  ADDITIONAL  INSURED  -  PRIMARY  AND 
NON-CONTRIBUTORY  WITH  OTHER  INSURANCE 


This  endorsement  modifies  insurance  provided  under  the  following; 
.  BUSINESS  AUTO  COVERAGE  FORM 

PROVISIONS 


1.  The  following  is  added  to  Paragraph  A.1.C.,  Who 
Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

This  includes  any  person  or  organization  who  you 
are  required  under  a  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  to  name 
as  an  additional  insured  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 
this  insurance  applies  and  only  to  the  extent  of 
that  person's  or  organization's  liability  for  the 
conduct  of  another  "insured". 


oS^^S 


2.  The  following  is  added  to  Paragraph  B.5.,  Other 
Insurance  of  SECTION  IV  -  BUSINESS  AUTO 
CONDITIONS: 

Regardless  of  the  provisions  of  paragraph  a.  and 
paragraph  d.  of  this  part  5.  Other  Insurance,  this 
insurance  is  primary  to  and  non-contributory  with 
applicable  other  insurance  under  which  an 
additional  insured  person  or  organization  is  the 
first  named  insured  when  the  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  requires 
this  insurance  to  be  primary  and  non-contributory. 
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COMMERCIAL  GENERAL  LIABILITY 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY 


BLANKET  ADDITIONAL  INSURED 
(CONTRACTORS) 


This  endorsement  modifies  insurance  provided  under  the  following: 
COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 


1.  WHO  IS  AN  INSURED  -  (Section  II)  is  amended 
to  include  any  person  or  organization  that  you 
agree  in  a  "written  contract  requiring  insurance" 
to  include  as  an  additional  insured  on  this  Cover¬ 
age  Part,  but: 

a)  Only  with  respect  to  liability  for  'bodily  injury", 
"property  damage"  or  "personal  injury";  and 

b)  If,  and  only  to  the  extent  that,  the  injury  or 
damage  is  caused  by  acts  or  omissions  of 
you  or  your  subcontractor  in  the  performance 
of  "your  work"  to  which  the  "written  contract 
requiring  insurance"  applies.  The  person  or 
organization  does  not  qualify  as  an  additional 
insured  with  respect  to  the  independent  acts 
or  omissions  of  such  person  or  organization. 

2.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  limited  as  follows: 

a)  In  the  event  that  the  Limits  of  Insurance  of 
this  Coverage  Part  shown  in  the  Declarations 
exceed  the  limits  of  liability  required  by  the 
"written  contract  requiring  insurance",  the  in¬ 
surance  provided  to  the  additional  insured 
shall  be  limited  to  the  limits  of  liability  re¬ 
quired  by  that  'Vvritten  contract  requiring  in¬ 
surance".  This  endorsement  shall  not  in¬ 
crease  the  limits  of  insurance  described  in 
Section  III  —  Limits  Of  Insurance. 

b)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury",  "prop¬ 
erty  damage"  or  "personal  injury"  arising  out 
of  the  rendering  of,  or  failure  to  render,  any 
professional  architectural,  engineering  or  sur¬ 
veying  services,  including: 

i.  The  preparing,  approving,  or  failing  to 
prepare  or  approve,  maps,  shop  draw¬ 
ings,  opinions,  reports,  surveys,  field  or¬ 
ders  or  change  orders,  or  the  preparing, 
approving,  or  failing  to  prepare  or  ap¬ 
prove,  drawings  and  specifications;  and 

ii.  Supervisory,  inspection,  architectural  or 
engineering  activities. 


c)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury"  or 
"property  damage"  caused  by  "your  work" 
and  included  in  the  "products-completed  op¬ 
erations  hazard"  unless  the  "written  contract 
requiring  insurance"  specifically  requires  you 
to  provide  such  coverage  for  that  additional 
insured,  and  then  the  insurance  provided  to 
the  additional  insured  applies  only  to  such 
'bodily  injury"  or  "property  damage"  that  oc¬ 
curs  before  the  end  of  the  period  of  time  for 
which  the  "written  contract  requiring  insur¬ 
ance"  requires  you  to  provide  such  coverage 
or  the  end  of  the  policy  period,  whichever  is 
earlier. 

3.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  excess  over  any  valid  and 
collectible  "other  insurance",  whether  primary, 
excess,  contingent  or  on  any  other  basis,  that  is 
available  to  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  if  the 
"written  contract  requiring  insurance"  specifically 
requires  that  this  insurance  apply  on  a  primary 
basis  or  a  primary  and  non-contributory  basis, 
this  insurance  is  primary  to  "other  insurance" 
available  to  the  additional  insured  which  covers 
that  person  or  organization  as  a  named  insured 
for  such  loss,  and  we  will  not  share  with  that 
"other  insurance".  But  the  insurance  provided  to 
the  additional  insured  by  this  endorsement  still  is 
excess  over  any  valid  and  collectible  "other  in¬ 
surance",  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  the  addi¬ 
tional  insured  when  that  person  or  organization  is 
an  additional  insured  under  such  "other  insur¬ 
ance". 

4.  As  a  condition  of  coverage  provided  to  the 
additional  insured  by  this  endorsement: 

a)  The  additional  insured  must  give  us  written 
notice  as  soon  as  practicable  of  an  "occur¬ 
rence"  or  an  offense  which  may  result  in  a 
claim.  To  the  extent  possible,  such  notice 
should  include: 
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i.  How,  when  and  where  the  "occurrence" 
or  offense  took  place; 

ii.  The  names  and  addresses  of  any  injured 
persons  and  witnesses;  and 

iii.  The  nature  and  tocation  of  any  injury  or 
damage  arising  out  of  the  "occurrence"  or 
offense. 

b)  If  a  claim  is  made  or  "suit"  is  brought  against 
the  additional  insured,  the  additional  insured 
must: 

i.  Immediately  record  the  specifics  of  the 
claim  or  "suit"  and  the  date  received;  and 

ii.  Notify  us  as  soon  as  practicable. 

The  additional  insured  must  see  to  it  that  we 
receive  written  notice  of  the  claim  or  "suit"  as 
soon  as  practicable. 

c)  The  additional  insured  must  immediately 
send  us  copies  of  all  legal  papers  received  in 
connection  with  the  claim  or  "suit",  cooperate 
with  us  in  the  investigation  or  settlement  of 
the  claim  or  defense  against  the  "suit",  and 
othen/vise  comply  with  all  policy  conditions. 

d)  The  additional  insured  must  tender  the  de¬ 
fense  and  indemnity  of  any  claim  or  "suit"  to 


any  provider  of  "other  insurance"  which  would 
cover  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  this 
condition  does  not  affect  whether  the  insur¬ 
ance  provided  to  the  additional  insured  by 
this  endorsement  is  primary  to  "other  insur¬ 
ance"  available  to  the  additional  insured 
which  covers  that  person  or  organization  as  a 
named  insured  as  described  in  paragraph  3. 
above. 

5.  The  following  definition  is  added  to  SECTION  V. 

-DEFINITIONS: 

"Written  contract  requiring  insurance"  means 
that  part  of  any  written  contract  or  agreement 
under  which  you  are  required  to  include  a 
person  or  organization  as  an  additional  in¬ 
sured  on  this  Coverage  Part,  provided  that 
the  'bodily  injury"  and  "property  damage"  oc¬ 
curs  and  the  "personal  injury"  is  caused  by  an 
offense  committed: 

a.  After  the  signing  and  execution  of  the 
contract  or  agreement  by  you; 

b.  While  that  part  of  the  contract  or 
agreement  is  in  effect;  and 

c.  Before  the  end  of  the  policy  period. 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

CONTRACTORS  XTEND  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  follo\wing: 

COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 

GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  this  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  Aircraft  Chartered  With  Pilot 

B.  Damage  To  Premises  Rented  To  You 

C.  Increased  Supplementary  Payments 

D.  Incidental  Medical  Malpractice 

E.  Who  Is  An  Insured  -  Newly  Acquired  Or  Formed 
Organizations 

F.  Who  Is  An  Insured  -  Broadened  Named  Insured 
-  Unnamed  Subsidiaries 

G.  Blanket  Additional  Insured  -  Owners,  Managers 
Or  Lessors  Of  Premises 

PROVISIONS 

A.  AIRCRAFT  CHARTERED  WITH  PILOT 

The  following  is  added  to  Exclusion  g.,  Aircraft, 
Auto  Or  Watercraft,  in  Paragraph  2.  of  SECTION 
I  -  COVERAGES  -  COVERAGE  A  BODILY  IN¬ 
JURY  AND  PROPERTY  DAMAGE  LIABILITY: 

This  exclusion  does  not  apply  to  an  aircraft  that 
is: 

(a)  Chartered  with  a  pilot  to  any  insured; 

(b)  Not  owned  by  any  insured;  and 

(c)  Not  being  used  to  carry  any  person  or  prop¬ 
erty  for  a  charge. 

B.  DAMAGE  TO  PREMISES  RENTED  TO  YOU 

1.  The  first  paragraph  of  the  exceptions  in  Ex¬ 
clusion  j..  Damage  To  Property,  in  Para¬ 
graph  2.  of  SECTION  I  -  COVERAGES  - 
COVERAGE  A  BODILY  INJURY  AND 
PROPERTY  DAMAGE  LIABILITY  is  deleted. 

2.  The  following  replaces  the  last  paragraph  of 
Paragraph  2.,  Exclusions,  of  SECTION  I  - 
COVERAGES  -  COVERAGE  A.  BODILY 


H.  Blanket  Additional  Insured  -  Lessors  Of  Leased 
Equipment 

I.  Blanket  Additional  Insured  -  States  Or  Political 
Subdivisions  -  Permits 

J.  Knowledge  And  Notice  Of  Occurrence  Or  Offense 

K.  Unintentional  Omission 

L.  Blanket  Waiver  Of  Subrogation 

M.  Amended  Bodily  Injury  Definition 

N.  Contractual  Liability  -  Railroads 


INJURY  AND  PROPERTY  DAMAGE  LI¬ 
ABILITY: 

Exclusions  c.  and  g.  through  n.  do  not  apply 
to  "premises  damage".  Exclusion  f.(1){a) 
does  not  apply  to  "premises  damage"  caused 
by: 

a.  Fire; 

b.  Explosion; 

c.  Lightning; 

d.  Smoke  resulting  from  such  fire,  explosion, 
or  lightning;  or 

e.  Water; 

unless  Exclusion  f.  of  Section  I  -  Coverage  A 
-  Bodily  Injury  And  Property  Damage  Liability 
is  replaced  by  another  endorsement  to  this 
Coverage  Part  that  has  Exclusion  -  All  Pollu¬ 
tion  Injury  Or  Damage  or  Total  Pollution  Ex¬ 
clusion  in  its  title. 

A  separate  limit  of  insurance  applies  to 
"premises  damage"  as  described  in  Para¬ 
graph  6.  of  SECTION  III  -  LIMITS  OF  IN¬ 
SURANCE. 
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3.  The  following  replaces  Paragraph  6.  of  SEC¬ 
TION  III  -  LIMITS  OF  INSURANCE: 

Subject  to  5.  above,  the  Damage  To  Prem¬ 
ises  Rented  To  You  Limit  is  the  most  we  will 
pay  under  Coverage  A  for  damages  because 
of  "premises  damage"  to  any  one  premises. 
The  Damage  To  Premises  Rented  To  You 
Limit  will  apply  to  all  "property  damage" 
proximately  caused  by  the  same  "occur¬ 
rence",  whether  such  damage  results  from: 
fire;  explosion:  lightning;  smoke  resulting  from 
such  fire,  explosion,  or  lightning:  or  water;  or 
any  combination  of  any  of  these  causes. 

The  Damage  To  Premises  Rented  To  You 
Limit  will  be: 

a.  The  amount  shown  for  the  Damage  To 
Premises  Rented  To  You  Limit  on  the 
Declarations  of  this  Coverage  Part;  or 

b.  $300,000  if  no  amount  is  shown  for  the 
Damage  To  Premises  Rented  To  You 
Limit  on  the  Declarations  of  this  Coverage 
Part. 

4.  The  following  replaces  Paragraph  a.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

a.  A  contract  for  a  lease  of  premises.  How¬ 
ever,  that  portion  of  the  contract  for  a 
lease  of  premises  that  indemnifies  any 
person  or  organization  for  "premises 
damage"  is  not  an  "insured  contract": 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Premises  damage"  means  "property  dam¬ 
age"  to: 

a.  Any  premises  while  rented  to  you  or  tem¬ 
porarily  occupied  by  you  with  permission 
of  the  owner;  or 

b.  The  contents  of  any  premises  while  such 
premises  is  rented  to  you,  if  you  rent  such 
premises  for  a  period  of  seven  or  fewer 
consecutive  days. 

6.  The  following  replaces  Paragraph  4.b.(1)(b) 
of  SECTION  IV  -  COMMERCIAL  GENERAL 
LIABILITY  CONDITIONS: 

(b)  That  is  insurance  for  "premises  damage": 
or 

7.  Paragraph  4.b.(1){c)  of  SECTION  IV  - 
COMMERCIAL  GENERAL  LIABILITY  CON¬ 
DITIONS  is  deleted. 


C.  INCREASED  SUPPLEMENTARY  PAYMENTS 

1.  The  following  replaces  Paragraph  1.b.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGE: 

b.  Up  to  $2,500  for  the  cost  of  bail  bonds 
required  because  of  accidents  or  traffic 
law  violations  arising  out  of  the  use  of  any 
vehicle  to  which  the  Bodily  Injury  Liability 
Coverage  applies.  We  do  not  have  to  fur¬ 
nish  these  tx)nds. 

2.  The  following  replaces  Paragraph  l.d.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGES: 

d.  All  reasonable  expenses  incurred  by  the 
insured  at  our  request  to  assist  us  in  the 
investigation  or  defense  of  the  claim  or 
"suit",  including  actual  loss  of  earnings  up 
to  $500  a  day  because  of  time  off  from 
work. 

D.  INCIDENTAL  MEDICAL  MALPRACTICE 

1.  The  following  is  added  to  the  definition  of  "oc¬ 
currence"  in  the  DEFINITIONS  Section: 

"Occurrence"  also  means  an  act  or  omission 
committed  in  providing  or  failing  to  provide 
"incidental  medical  services",  first  aid  or 
"Good  Samaritan  services"  to  a  person. 

2.  The  following  is  added  to  Paragraph  2.a.(1)  of 
SECTION  II  -  WHO  IS  AN  INSURED: 

Paragraph  (1)(d)  above  does  not  apply  to 
"bodily  injury"  arising  out  of  providing  or  fail¬ 
ing  to  provide: 

(i)  "Incidental  medical  services"  by  any  of 
your  "employees"  who  is  a  nurse  practi¬ 
tioner,  registered  nurse,  licensed  practical 
nurse,  nurse  assistant,  emergency  medi¬ 
cal  technician  or  paramedic;  or 

(ii)  First  aid  or  "Good  Samaritan  services"  by 
any  of  your  "employees"  or  "volunteer 
workers",  other  than  an  employed  or  vol¬ 
unteer  doctor.  Any  such  "employees”  or 
"volunteer  workers"  providing  or  failing  to 
provide  first  aid  or  "Good  Samaritan  ser¬ 
vices"  during  their  work  hours  for  you  will 
be  deemed  to  be  acting  within  the  scope 
of  their  employment  by  you  or  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 
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3.  The  following  is  added  to  Paragraph  5.  of 

SECTION  III  -  LIMITS  OF  INSURANCE: 

For  the  purposes  of  determining  the  applica¬ 
ble  Each  Occurrence  Limit,  all  related  acts  or 
omissions  committed  in  providing  or  failing  to 
provide  "incidental  medical  services",  first  aid 
or  "Good  Samaritan  services"  to  any  one  per¬ 
son  will  be  deemed  to  be  one  "occurrence". 

4.  The  following  exclusion  is  added  to  Para¬ 
graph  2.,  Exclusions,  of  SECTION  I  -  COV¬ 
ERAGES  -  COVERAGE  A  BODILY  INJURY 
AND  PROPERTY  DAMAGE  LIABILITY; 

Sale  Of  Pharmaceuticals 

"Bodily  injury"  or  "property  damage"  arising 
out  of  the  willful  violation  of  a  penal  statute  or 
ordinance  relating  to  the  sale  of  pharmaceuti¬ 
cals  committed  by,  or  with  the  knowledge  or 
consent  of,  the  insured. 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Incidental  medical  services"  means; 

a.  Medical,  surgical,  dental,  laboratory,  x-ray 
or  nursing  service  or  treatment,  advice  or 
instruction,  or  the  related  furnishing  of 
food  or  beverages;  or 

b.  The  furnishing  or  dispensing  of  drugs  or 
medical,  dental,  or  surgical  supplies  or 
appliances. 

"Good  Samaritan  services"  means  any  emer¬ 
gency  medical  services  for  which  no  compen¬ 
sation  is  demanded  or  received. 

6.  The  following  is  added  to  Paragraph  4.b.,  Ex¬ 
cess  Insurance,  of  SECTION  IV  -  COM¬ 
MERCIAL  GENERAL  LIABILITY  CONDI¬ 
TIONS; 

The  insurance  is  excess  over  any  valid  and 
collectible  other  insurance  available  to  the  in¬ 
sured,  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  any  of 
your  "employees"  or  "volunteer  workers"  for 
"bodily  injury"  that  arises  out  of  providing  or 
failing  to  provide  "incidental  medical  ser¬ 
vices",  first  aid  or  "Good  Samaritan  services" 
to  any  person  to  the  extent  not  subject  to 
Paragraph  2.a.(1)  of  Section  II  -  Who  Is  An 
Insured. 

E.  WHO  IS  AN  INSURED  -  NEWLY  ACQUIRED 
OR  FORMED  ORGANIZATIONS 

The  following  replaces  Paragraph  4.  of  SECTION 
II -WHO  IS  AN  INSURED: 


4.  Any  organization  you  newly  acquire  or  form, 
other  than  a  partnership,  joint  venture  or  lim¬ 
ited  liability  company,  of  which  you  are  the 
sole  owner  or  in  which  you  maintain  the  ma¬ 
jority  ownership  interest,  will  qualify  as  a 
Named  Insured  if  there  is  no  other  insurance 
which  provides  similar  coverage  to  that  or¬ 
ganization.  However; 

a.  Coverage  under  this  provision  is  afforded 
only; 

(1)  Until  the  180th  day  after  you  acquire  or 
form  the  organization  or  the  end  of  the 
policy  period,  whichever  is  earlier,  if  you 
do  not  report  such  organization  in  writing 
to  us  within  180  days  after  you  acquire  or 
form  it;  or 

(2)  Until  the  end  of  the  policy  period,  when 
that  date  is  later  than  180  days  after  you 
acquire  or  form  such  organization,  if  you 
report  such  organization  in  writing  to  us 
within  180  days  after  you  acquire  or  form 
it,  and  we  agree  in  writing  that  it  will  con¬ 
tinue  to  be  a  Named  Insured  until  the  end 
of  the  policy  period; 

b.  Coverage  A  does  not  apply  to  "bodily  injury" 
or  "property  damage"  that  occurred  before 
you  acquired  or  formed  the  organization;  and 

c.  Coverage  B  does  not  apply  to  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  an 
offense  committed  before  you  acquired  or 
formed  the  organization. 

F.  WHO  IS  AN  INSURED  -  BROADENED  NAMED 
INSURED  -  UNNAMED  SUBSIDIARIES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  of  your  subsidiaries,  other  than  a  partnership, 
joint  venture  or  limited  liability  company,  that  is 
not  shown  as  a  Named  Insured  in  the  Declara¬ 
tions  is  a  Named  Insured  if  you  maintain  an  own¬ 
ership  interest  of  more  than  50%  in  such  subsidi¬ 
ary  on  the  first  day  of  the  policy  period. 

No  such  subsidiary  is  an  insured  for  "bodily  injury" 
or  "property  damage"  that  occurred,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  committed  after  the  date,  if  any.  during  the 
policy  period,  that  you  no  longer  maintain  an 
ownership  interest  of  more  than  50%  in  such  sub¬ 
sidiary. 
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G.  BLANKET  ADDITIONAL  INSURED  -  OWNERS, 
MANAGERS  OR  LESSORS  OF  PREMISES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  a  premises 
owner,  manager  or  lessor  and  that  you  have 
agreed  in  a  written  contract  or  agreement  to  in¬ 
clude  as  an  additional  insured  on  this  Coverage 
Part  is  an  insured,  but  only  with  respect  to  liability 
for  "bodily  injury",  "property  damage",  "personal 
injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Arises  out  of  the  ownership,  maintenance  or 
use  of  that  part  of  any  premises  leased  to 
you. 

The  insurance  provided  to  such  premises  owner, 
manager  or  lessor  is  subject  to  the  following  pro¬ 
visions: 

a.  The  limits  of  insurance  provided  to  such 

>  premises  owner,  manager  or  lessor  will  be 

the  minimum  limits  which  you  agreed  to  pro¬ 
vide  in  the  written  contract  or  agreement,  or 
the  limits  shown  on  the  Declarations,  which- 
*  ever  are  less. 

b.  The  insurance  provided  to  such  premises 

<  owner,  manager  or  lessor  does  not  apply  to: 

(1)  Any  "bodily  injury"  or  "property  damage" 
that  occurs,  or  "personal  injury"  or  "adver¬ 
tising  injury"  caused  by  an  offense  that  is 
committed,  after  you  cease  to  be  a  tenant 
in  that  premises:  or 

(2)  Structural  alterations,  new  construction  or 
demolition  operations  performed  by  or  on 
behalf  of  such  premises  owner,  lessor  or 
manager. 

c.  The  insurance  provided  to  such  premises 
owner,  manager  or  lessor  is  excess  over  any 
valid  and  collectible  other  insurance  available 
to  such  premises  owner,  manager  or  lessor, 
whether  primary,  excess,  contingent  or  on 
any  other  basis,  unless  you  have  agreed  in 
the  written  contract  or  agreement  that  this  in¬ 
surance  must  be  primary  to,  or  non¬ 
contributory  with,  such  other  insurance,  in 
which  case  this  insurance  will  be  primary  to, 
and  non-contributory  with,  such  other  insur¬ 
ance. 

AMEF  ‘  ^  ■ 
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H.  BLANKET  ADDITIONAL  INSURED  -  LESSORS 
OF  LEASED  EQUIPMENT 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  an  equipment 
lessor  and  that  you  have  agreed  in  a  written  con¬ 
tract  or  agreement  to  include  as  an  insured  on 
this  Coverage  Part  is  an  insured,  but  only  with  re¬ 
spect  to  liability  for  "bodily  injury",  "property  dam¬ 
age",  "personal  injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Is  caused,  in  whole  or  in  part,  by  your  acts  or 
omissions  in  the  maintenance,  operation  or 
use  of  equipment  leased  to  you  by  such 
equipment  lessor. 

The  insurance  provided  to  such  equipment  lessor 
is  subject  to  the  following  provisions: 

a.  The  limits  of  insurance  provided  to  such 
equipment  lessor  will  be  the  minimum  limits 
which  you  agreed  to  provide  in  the  written 
contract  or  agreement,  or  the  limits  shown  on 
the  Declarations,  whichever  are  less. 

b.  The  insurance  provided  to  such  equipment 
lessor  does  not  apply  to  any  "bodily  injury"  or 
"property  damage"  that  occurs,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  that  is  committed,  after  the  equipment 
lease  expires. 

c.  The  insurance  provided  to  such  equipment 
lessor  is  excess  over  any  valid  and  collectible 
other  insurance  available  to  such  equipment 
lessor,  whether  primary,  excess,  contingent 
or  on  any  other  basis,  unless  you  have 
agreed  in  the  written  contract  or  agreement 
that  this  insurance  must  be  primary  to,  or 
non-contributory  with,  such  other  insurance, 
in  which  case  this  insurance  will  be  primary 
to,  and  non-contributory  with,  such  other  in¬ 
surance. 

I.  BLANKET  ADDITIONAL  INSURED  -  STATES 
OR  POLITICAL  SUBDIVISIONS  -  PERMITS 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  state  or  political  subdivision  that  has  issued  a 
permit  in  connection  with  operations  performed  by 
you  or  on  your  behalf  and  that  you  are  required 
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by  any  ordinance,  law  or  building  code  to  include 
as  an  additional  insured  on  this  Coverage  Part  is 
an  insured,  but  only  with  respect  to  liability  for 
"bodily  injury",  "property  damage",  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  such  op¬ 
erations. 

The  insurance  provided  to  such  state  or  political 
subdivision  does  not  apply  to: 

a.  Any  "bodily  injury,"  "property  damage,"  "per¬ 
sonal  injury"  or  "advertising  injury"  arising  out 

^  of  operations  performed  for  that  state  or  po¬ 

litical  subdivision;  or 

b.  Any  "bodily  injury"  or  "property  damage"  in¬ 
cluded  in  the  "products-completed  operations 

,  hazard". 

J.  KNOWLEDGE  AND  NOTICE  OF  OCCUR¬ 
RENCE  OR  OFFENSE 

The  following  is  added  to  Paragraph  2.,  Duties  In 
The  Event  of  Occurrence,  Offense,  Claim  or 
Suit,  of  SECTION  IV  -  COMMERCIAL  GEN¬ 
ERAL  LIABILITY  CONDITIONS; 

e.  The  following  provisions  apply  to  Paragraph 
a.  above,  but  only  for  the  purposes  of  the  in¬ 
surance  provided  under  this  Coverage  Part  to 
you  or  any  insured  listed  in  Paragraph  1.  or  2. 
of  Section  II  -  Who  Is  An  Insured: 

,  (1)  Notice  to  us  of  such  "occurrence"  or  of¬ 

fense  must  be  given  as  soon  as  practica¬ 
ble  only  after  the  "occurrence"  or  offense 
'  is  known  by  you  (if  you  are  an  individual), 

any  of  your  partners  or  members  who  is 
an  individual  (if  you  are  a  partnership  or 
joint  venture),  any  of  your  managers  who 
is  an  individual  (if  you  are  a  limited  liability 
company),  any  of  your  "executive  offi¬ 
cers"  or  directors  (if  you  are  an  organiza¬ 
tion  other  than  a  partnership,  joint  venture 
or  limited  liability  company)  or  any  "em¬ 
ployee"  authorized  by  you  to  give  notice 
of  an  "occurrence"  or  offense. 

(2)  If  you  are  a  partnership,  joint  venture  or 
limited  liability  company,  and  none  of  your 
partners,  joint  venture  members  or  man¬ 
agers  are  individuals,  notice  to  us  of  such 
"occurrence"  or  offense  must  be  given  as 
soon  as  practicable  only  after  the  "occur¬ 
rence"  or  offense  is  known  by: 

(a)  Any  individual  who  is: 

(i)  A  partner  or  member  of  any  part¬ 
nership  or  joint  venture; 
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(ii»  A  manager  of  any  limited  liability 
company;  or 

(iii)  An  executive  officer  or  director  of 
any  other  organization; 

that  is  your  partner,  joint  venture 
member  or  manager;  or 

(b)  Any  "employee"  authorized  by  such 
partnership,  joint  venture,  limited  li¬ 
ability  company  or  other  organization 
to  give  notice  of  an  "occurrence"  or 
offense. 

(3)  Notice  to  us  of  such  "occurrence"  or  of  an 
offense  will  be  deemed  to  be  given  as 
soon  as  practicable  if  it  is  given  in  good 
faith  as  soon  as  practicable  to  your  work¬ 
ers’  compensation  insurer.  This  applies 
only  if  you  subsequently  give  notice  to  us 
of  the  "occurrence"  or  offense  as  soon  as 
practicable  after  any  of  the  persons  de¬ 
scribed  in  Paragraphs  e.  (1)  or  (2)  above 
discovers  that  the  "occurrence"  or  offense 
may  result  in  sums  to  which  the  insurance 
provided  under  this  Coverage  Part  may 
apply. 

However,  if  this  Coverage  Part  includes  an  en¬ 
dorsement  that  provides  limited  coverage  for 
"bodily  injury"  or  "property  damage"  or  pollution 
costs  arising  out  of  a  discharge,  release  or  es¬ 
cape  of  "pollutants"  which  contains  a  requirement 
that  the  discharge,  release  or  escape  of  "pollut¬ 
ants"  must  be  reported  to  us  within  a  specific 
number  of  days  after  its  abrupt  commencement, 
this  Paragraph  e.  does  not  affect  that  require¬ 
ment. 

K.  UNINTENTIONAL  OMISSION 

The  following  is  added  to  Paragraph  6.,  Repre¬ 
sentations,  of  SECTION  IV  -  COMMERCIAL 
GENERAL  LIABILITY  CONDITIONS; 

The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  provided  by  you  which 
we  relied  upon  in  issuing  this  policy  will  not  preju¬ 
dice  your  rights  under  this  insurance.  However, 
this  provision  does  not  affect  our  right  to  collect 
additional  premium  or  to  exercise  our  rights  of 
cancellation  or  nonrenewal  in  accordance  with 
applicable  insurance  laws  or  regulations. 

L.  BLANKET  WAIVER  OF  SUBROGATION 

The  following  is  added  to  Paragraph  8.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  COMMERCIAL  GENERAL  LI¬ 
ABILITY  CONDITIONS; 
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If  the  insured  has  agreed  in  a  contract  or  agree¬ 
ment  to  waive  that  insured's  right  of  recovery 
against  any  person  or  organization,  we  waive  our 
right  of  recovery  against  such  person  or  organiza¬ 
tion,  but  only  for  payments  we  make  because  of; 

a.  "Bodily  injury"  or  "property  damage"  that  oc¬ 
curs;  or 

b.  "Personal  injury"  or  "advertising  injury" 
caused  by  an  offense  that  is  committed; 

subsequent  to  the  execution  of  that  contract  or 
agreement. 

M.  AMENDED  BODILY  INJURY  DEFINITION 

The  following  replaces  the  definition  of  "bodily 
injury"  in  the  DEFINITIONS  Section: 


3.  "Bodily  injury"  means  bodily  injury,  mental 
anguish,  mental  injury,  shock,  fright,  disability, 
humiliation,  sickness  or  disease  sustained  by 
a  person,  including  death  resulting  from  any 
of  these  at  any  time. 

N.  CONTRACTUAL  LIABILITY  -  RAILROADS 

1.  The  following  replaces  Paragraph  c.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

c.  Any  easement  or  license  agreement; 

2.  Paragraph  f.(1)  of  the  definition  of  "insured 
contract"  in  the  DEFINITIONS  Section  is  de¬ 
leted. 


A 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS 


This  endorsement  modifies  insurance  provided  under  the  following: 

COMMERCIAL  EXCESS  LIABILITY  (UMBRELLA)  INSURANCE 


The  following  is  added  to  Paragraph  11.,  OUR  RIGHT 
TO  RECOVER  FROM  OTHERS.,  of  SECTION  IV  - 
CONDITIONS.: 

If  the  insured  has  agreed  in  a  contract  or  agreement 
to  waive  that  insured's  right  of  recovery  against  any 
person  or  organization,  we  waive  our  right  of  recovery 
against  such  person  or  organization,  but  only  for 
payments  we  make  because  of: 


a.  "Bodily  injury"  or  "property  damage"  caused  by  an 
"occurrence"  that  takes  place;  or 

b.  "Personal  injury"  or  "advertising  injury"  caused  by 
an  "offense"  that  is  committed; 

subsequent  to  the  execution  of  the  contract  or  agree¬ 
ment. 


UM  04  88  07  08 

AMERICAN 


©  2008  The  Travelers  Companies,  Inc.  Page  1  of  1 
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PVERSIGHT 


TRAVELERS] 

ONE  TOWER  SQUARE 
HARTFORD,  CT  06183 


WORKERS  COMPENSATION 
AND 

EMPLOYERS  LIABILITY  POLICY 


ENDORSEMENT  WC  00  03  13  (00)-01 


POLICY  NUMBER: 


WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS  ENDORSEMENT 


We  have  the  right  to  recover  our  payments  from  anyone  liable  for  an  Injury  covered  by  this  policy.  We  will  not 
enforce  our  right  against  the  person  or  organization  named  in  the  Schedule.  (This  agreement  applies  only  to  the 
extent  that  you  perform  work  under  a  written  contract  that  requires  you  to  obtain  this  agreement  from  us.) 

This  agreement  shall  not  operate  directly  or  Indirectly  to  benefit  any  one  not  named  in  the  Schedule. 

SCHEDULE 


DESIGNATED  PERSON: 


DESIGNATED  ORGANIZATION: 

ANY  PERSON  OR  ORGANIZATION  FOR  WHICH  THE  INSURED  HAS 
AGREED  BY  WRITTEN  CONTRACT  EXECUTED  PRIOR  TO  LOSS  TO 
FURNISH  THIS  WAIVER. 


AMERICAN 

...OVERSIGHT 
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AMERICAN 

PVERSIGHT 


h'nC  yuhnima  (Jj/Hnic}ev  h'hc 

-to  ;J 

^  fn and  „ 

^  G'h  -tc  hc^m  of  vTp'^'nder  ^;pe 


IAF-18-0224-A-001031 


Davis  Linq 


D AV I  s 

design  is  a  choice 


LQ-2000 


Upholstered  seat  and  back 


Grade  G  Leather 


Polished  frame 

GSANet:  $514 


IAF-18-0224-A-001032 


DAVIS 

design  is  a  choi 

Davis  Sola 

Sola  36-OA 

Fully  upholstered  high  back 
Grade  G  Leather 

Polished  frame 

GSANet:  $1159 


IAF-18-0224-A-001033 


DAVIS 

design  is  a  choi 

Davis  Lucid 

Lucid  10 

Mid  back  webb  with  short 
leather  arm  cover 

Grade  G  Leather 

Polished  frame 
GSANet:  $1034 


IAF-18-0224-A-001034 


D AV I S 

design  is  a  choice 


Davis  Body 
Body  1231 


Fully  upholstered  mid  back, 
overlay  arm 


Grade  G  Leather 


Polished  frame 
GSANet:  $1217 


IAF-18-0224-A-001035 


I 

I 

1 


Davis  Tune 


DAV I  s 

design  is  a  choice 


TU-4135 


74-3/4”  X  74-3/4”  Square 


□ak  veneer:  $6001 


Walnut  veneer:  $6001 


Zebrano  veneer:  $6301 


IAF-18-0224-A-001036 


AMERICAN 

PVERSIGHT 


D AV I S 

design  is  a  choice 


Davis  Tune 

TU-4137 


78-3/4”  Diameter 


Dak  veneer:  $5874 


Walnut  veneer:  $5874 


Zebrano  veneer:  $6131 


IAF-18-0224-A-001037 


INTER- AMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  12TH  FLOOR 
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Heading  #  6 
Group  #  6 


TO  OPEN  AREA  1214 


1  SGL  TOOR  CORRIDORl  CORRIDOR  PROM  CO^IDO^  _ 

1  SGL  .DOOR  CORRIDOR2  CORRIDOR  FRO»<&ORRTDOR  jq 


90-IjHR 

90-RHR 


TYPE  H  3/0  7/11  1-3/4"  EUFPC  PLUSH  QSWA  AA  QI^B  WDD  X  KD  HMF 
^  i >PREPINISHro  TO  MATCH  BASE  BUILDING* 

{^hinges  ’  >  ,  TA2314’*‘4  1/2  X  4''i/2  . 


32D 


MC 


t  v  '  '  "  **clOSER  is  NOT ''concealed** 


2  WALL  BUMPER 

6  door  silencers 


WS406CVX 

1229A 


Building  hardware  standard  requires  mortise  lockset  and 
concealed  closer.  Please  submit  accordingly. _ 


Heading  #  7 
Group  #  7 

1  SQL  DOOR  1231  CORRIDOR  TO  OFFICE 

TYPE  J  3/6  7/11  1-3/4"  EUFPC  PLUSH  MDO  WDD  X  KD  HMF 
** SLIDING  POCKET  DOOR** 


1  SLIDING  DOOR  SET 


9885  X  72 


Submit  Specifications  for 
sliding  door 


90 -SLIDE 


HA 


Heading  #  E 

’T^SGL^DPOR  STAIR  STAIR  PROM’CORRICOR- ^*  *^'**^' 


TYPE  ^"existing  DOOR  &  FRAME  TO  RBMAI^ 


*  ii- 

90-BHR 


4  'I 


♦ 


IAF-18-0224-A-001038 


|ms  CORRIDOR  TO  WORRROOM 


||iai6  lOQRRlDOR  To  FlU 

I - 1 - 

UlUO  I  CORRIDOR  To  copy 

I - 1 


|1335  \\CQRR  TO  VEST  122^ 

5iJ*i  IICORRTQ  CLP  1214""* 

!tt«  iIvUttocloI 

(liaai  ICORRIDOR  To  BEKVBR 

!i2a«  |]^T  TO  SHOWER 
}i3a7~^j|VEST  TO  SHOW^ 

jCORR  TO  OPEN  AREA  1214^ 

!- - 1.  T~^  “ 

|oorrioo!p,oRRTOCORR  1224  I 

||M  I' - 

11331  "loPEN  AREA  TO  HUDDLE" 

B- - i  -- 

> 


aani  Islt 
-I-! 


MDO? 


A  IDOES  NOT  COORDINATE  WITH 
^ATTACHED  ELEVATIONS 


O 

hO 

hO 

I 

> 

I 

O 


o 

11  PROJECT  NAME 

11  PROJECT  LOCATION 

SHEET 

12-6273 

il  INTER-AMERICAN  FOUNDATION 

II 1331  PENNSYLVANIAfAVE  12TH  FLOOR  W 

3 

OF  6 

DORMA  Interior  was  pleased 
to  have  taken  part  in  this 
beautiful  installation  which 
featured  our  Prive  office  front 
system. 


The  DORMA  Prive  system 
offers  the  elegance  of  an  all 
glass  office  front  featuring 
sliding  and/or  pivoting  doors. 
Prive  doors  utilize  sound 
seals  for  enhanced  sound 
privacy  while  still  offering 
security  all  in  captured  in  a 
minimally  framed  system  that 
allows  the  daylight  to  shine 


SYMBOLS 


CEILING  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE, 
LEHER  INDICATES  TYPE 


□  o  CEILING  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE 

DOWN  LIGHT  OR  WALL  WASHER  FIXTURE,  LEHER  INDICATES  TYPE 


9 


WALL  MOUNTED  FLUORESCENT  OR  LED  LIGHTING  FIXTURE, 

LEHER  INDICATES  TYPE 

LIGHTING  FIXTURE  ON  EMERGENCY  PANEL  OR  W/  BAHERY  BALLAST  ON 
"NIGHT  LIGHT"  CIRCUIT,  LEHER  INDICATES  TYPE. 


WALL  OR  CEILING  MOUNTED  EDGE  LIT  LED  EXIT  SIGN  TO  MATCH  BUILDING  STANDARD 
WITH  DIRECTIONAL  ARROWS  &  FACES  AS  INDICATED  ON  DRAWINGS, 


WALL  OR  CEILING  MOUNTED  EGRESS  FIXTURE  ON  EMERGENCY  PANEL 
'  OR  "BAHERY  PACK"  AS  NOTED  ON  PLANS. 

$  WALL  MOUNTED  SWITCH.  REFER  TO  PLANS  FOR  SPECIFICATIONS 

$  3  WALL  MOUNTED  THREE-WAY  SWITCH,  REFER  TO  PLANS  FOR  SPECIFICATIONS 
$  D  WALL  MOUNTED  DIMMER  SWITCH,  REFER  TO  PLANS  FOR  SPECIFICATIONS 


=©  WALL  MOUNTED  DUPLEX  NEMA  5-20R  RECEPTACLE.  + 1 8"  A.F.F.  U.O.N. 
O  CEILING  MOUNTED  DUPLEX  NEMA  NEMA  5-20R  RECEPTACLE. 


WALL  MOUNTED  QUADRAPLEX  RECEPTACLE  + 1 8"  A.F.F.  U.  0.  N. 


=© 


GFI 

™IG 

IG 

WALL  MOUNTED  DUPLEX  GROUND  FAULT  INTERRUPTING  TYPE  RECEPTACLE 
+44"  A.F.F.  U.O.N. 

WALL  MOUNTED  ISOLATED  GROUND  NEMA  5-20R  QUADRAPLEX 
OUTLET  MOUNT  AS  NOTED  ON  ARCH  ELEVATIONS 

WALL  MOUNTED  ISOLATED  GROUND  5-20R  DUPLEX  OUTLET 
MOUNT  AS  NOTED  ON  ARCH  ELEVATIONS 


WALL  MOUNTED  SYSTEM  FURNITURE  WHIP  CONNECTION.  P-POWER, 
C-COMMUNICATIONS 


\ 


bluemoon  engineering 

5307  Lee  Highway 
Arlington,  VA  22207 
703.533.1122  (office) 
703.533.5594  (fax) 


INTER-AMER  CAN 
OUNDA  ION 


12TH  FLOOR 

1331  PENNSYLVANIA  AVE  NW 


POKE  THRU  FURNITURE  WHIP  FLOOR  BOX,  WIREMOLD  6CFFTC  WITH  ONE  3/4" 
CONDUIT  FOR  POWER  FEED  AND  ONE  2"  CONDUIT  FOR  TELE/DATA  FEED 


AREAOFWORK- 


®6"  FLUSH  POKE  THRU  POWER  &  DATA  WALKER  RC4-4"  OR  6ATC-6"  AS  NOTED  ON  PLAN 

®C.D. 

DISCONNECT  SWITCH;  FIRST  NUMBER  INDICATES  AMPERE  RATING, 
n  SECOND  NUMBER  INDICATES  POLES,  THIRD  NUMBER  INDICATES 
30/3/15  pusE  RATING,  *  INDICATES  FUSE  SIZE  IN  ACCORDANCE  WITH 
EQUIPMENT  NAMEPLATE  REQUIREMENTS. 

^  WALL  MOUNTED  SINGLE  POLE  MANUAL  STARTER  W/  HOA 


ELECTRICAL  PLAN  -  12th  FLOOR  PARTIAL 

1/8"=r-0" 


O  motor  connection 

©  CEILING  MOUNTED  JUNCTION  BOX 


KJ)  WALL  MOUNTED  JUNCTION  BOX,  + 1 8"  A.E.F.,  U.O.N. 

-  CONCEALED  CONDUIT  RUN  OR  CABLE  RUN 


BRANCH  CIRCUIT  HOMERUN  TO  PANELBOARD  INDICATED, 
ARROWS  INDICATED  NUMBER  OF  CIRCUITS,  NUMERALS 
INDICATE  CIRCUIT  NUMBER 


POWER  PANEL  (LI  =PANEL  DESIGNATION)  REFER  TO  RISER  AND  SCHEDULES  FOR 
PANEL  VOLTAGE  AND  ADDITIONAL  INFORMATION 


7T5 


DRY  TYPE  STEP  DOWN  TRANSFORMER 


WALL  MOUNTED  CATV/DATA  OUTLET  WITH  RING  AND  STRING. 

^  PROVIDE  3/4"  CONDUIT  WITH  J-BOX  &  PULL  STRING  IN  INSULATED 
WALLS.  +18"  A.F.F.,  U.O.N. 

^  WALL  MOUNTED  DATA/TELEPHONE  OUTLET  WITH  RING  AND  STRING 
PROVIDE  3/4"  CONDUIT  WITH  J-BOX  &  PULL  STRING  IN  INSULATED 
WALLS.  +18"  A.F.F.,  U.O.N. 

▼  WALL  MOUNTED  TELEPHONE  OUTLET  +18"  A.E.F,,  U.O.N. 


©  KEYED  NOTES 

1 .  RELOCATE  EXISTING  CEILING  MOUNTED  OCCUPANCY  SENSOR,  INCLUDING  ANY  POWER  PACK  CIRCUITING 
AND  OR  ACCESSORIES,  TO  NEW  LOCATION  INDICATED.  EXTEND  EXISTING  CIRCUITING  AND  RECONNECT  TO 
FIXTURES  EXCEPT  AS  NOTED.  REMOVE  THE  TWO  EXISTING  2X2  LIGHTING  FIXTURES  LOCATED  IN  THE  NEW 
ENCLOSED  OFFICE  SPACE  FROM  THIS  DEVICE.  MAINTAIN  THE  BALANCE  OF  THE  CIRCUIT  CONTROLLING 
THE  LIGHTING  IN  THE  DAYLIGHT  HARVEST  AREA. 

2.  PROVIDE  A  NEW  WATTSTOPPER  WALL  MOUNTED  MOTION  SENSING  LIGHT  SWITCH,  CAT.  #DW-100  OR 
APPROVED  EQUAL  TO  CONTROL  EXISTING  LIGHTING  AS  SHOWN.  DEVICE  TO  BE  SET  FOR  MANUAL  ON  / 
AUTO  OFF. 

3.  RELOCATED  EXISTING  FIRE  ALARM  DEVICES  TO  NEW  LOCATION  AS  SHOWN.  EXTEND  EXISTING  CIRCUITING 
AND  MAKE  ALL  FINAL  CONNECTIONS.  TIE  IN  TO  THE  FIRE  ALARM  SYSTEM  SHALL  BE  COMPLETED  BY  THE 
BASE  BUILDING  FIRE  ALARM  CONTRACTOR.  COORDINATE  WITH  BUILDING  OWNER  PRIOR  TO  BEGINNING 
WORK. 

4.  ALL  LIGHTING  AND  DEVICES  ARE  EXISTING  TO  REMAIN  U.O.N.  MAINTAIN  CONTINUITY  OF  ALL  EXISTING 
CIRCUITING. 


GENERAL  REQUIREMENTS 


1 .  WHERE  ELECTRICAL  DEVICES  AND  EQUIPMENT  (RECEPTACLES,  LIGHTING  FIXTURES,  SWITCHES, 
ETC.)  ARE  EXISTING  TO  REMAIN,  CONTRACTOR  SHALL  MAINTAIN  EXISTING  CIRCUITING  TO  THOSE 
DEVICES  U.O.N,  ON  PLANS.  WHERE  CIRCUITING  TO  EXISTING  DEVICES  &  EQUIPMENT  IS 
DISCONNECTED  BY  WORK  IN  ADJACENT  SPACES,  THE  CONTRACTOR  SHALL  RECONNECT  THE 
REMAINING  EXISTING  DEVICES  AND  EQUIPMENT  TO  NEW  DEVICES  AS  INDICATED  OR  TO  THE 
REMAINING  UNDISTURBED  PORTION  OF  EXISTING  CIRCUIT.  CIRCUITS  SHALL  NOT  BE  SHARED 
BETWEEN  TENANTS  OR  FROM  TENANT  TO  VACANT  SPACES. 

2.  NO  NEW  OR  MODIFIED  POWER  RECEPTACLE  WORK  IN  THESE  AREAS.  ALL  RECEPTACLES  ARE 
EXISTING  TO  REMAIN., 

3.  ALL  WIRING  IN  PLENUM  SHALL  BE  U.L  LISTED  FOR  PLENUM  USE. 

4.  CONTRACTOR  TO  REEER  TO  ARCHITECTURAL  DRAWINGS  FOR  EXACT  LOCATIONS  OF  WORK. 
CONTRACTOR  IS  RESPONSIBLE  FOR  ELECTRICAL  DEMOLITION  WORK  IN  THOSE  AREAS. 


< 

o 

Dd 
I — 

o 

UJ 

_l 

L±J 

CM 

O 

O 

Ld 


WATT  STOPPER  KEY  PLAN 

ANALOG  DEVICES 


PP 


POWER  PACK,  BZ-150,  ONE  PER  LIGHTING  ZONE,  CONTRACTOR  TO  PROVIDE  AS  REQUIRED  FDR 
EACH  ZONE. 


@)  CEILING  MTD  OCCUPANCY  SENSOR,  #DT-305,  SUBSCRIPT  INDICATES  FIXTURES  CONTROLLED, 

3  WALL  MTD  OCCUPANCY  SENSOR  SWITCH.  #DW-1 00  LINE  VOLTAGE,  #DW-1 00-24  LOW 
“  VOLTAGE  (MUST  USE  BZ-1 50  POWER  PACK  FOR  LOW  VOLTAGE)  MANUAL  ON-AUTO  OFF. 

$  a  WALL  MOUNTED  SWITCH,  SUBSCRIPT  INDICATES  FIXTURES  CONTROLLED.  #LVSW-1 00  SERIES. 

@  CEILING  MOUNTED  DIMMING  PHOTOSENSOR.  #LS-301 


E  E  TRI 
SHE  T 


A  COVER 
ND  AN 


EOOl 
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tMm.MMeil.eoffl 


Nam*  Jonathan  F^rez 
20i40^7-3^2”_ 
Nmm»  lAF  Projoct _ 


THE  EMSEAL  CHECKLIST 


Capital  Construction  Group  Ho/oc/onH-7 

Caaipany  _  Data  I  ^/^b/^Ul  / 

_  jp^rez@ccg -we’d .com _ 

_  Jab  loeatloa  fcity  A  sta«a>  Washington,  DC _ 


INSTALLATION  LOCATION 

CONSTRUCTION  TYPE 

RRE  RATING 

^ST  Interior 
□  Extenor 

t^Wall 
□  Floor/Oeck 

D  a 

□Above  Grade 
nBetow  Grade 

G  Submerged  ^ 

□  New  Construction 
Sr^etrofit  Construction 

□ 

S^o  Fire  Rating 

Fire  Ra«ng:Ql-hr  □2-hr03-hr 

□ 

EXPANSION  OAP  mPORMUIION 


Joint  Gap  Width<s):  inChOS _ 

Varies  from:  to  4  fOOt  (over  rts  lef)gth) 

I 

Have  Gap  Dimensions  Been  Field  Measured?  JSVes  /Q  No 
Substrate  Surface  Temp.  Ambient  Temp. 


Movement  (If  known): 


*4. 1 1'  Itiannel;  t  .S'  site  v.  Mcj 


ts 


Joint  i^^^Primary  Seal 

□Secondary  Seal 


Q 


Are  There  Transitions?  D  Yes  (expJalnJ  /  DNo 


E 


Joint  Substrate  Depth: 


Total  Footage: 


□ 

Substrate  Composition:  Drywall _ 

(04..  concrete,  brlcM,  metal,  etc.) 


Metal  Pour  Stops?:  □  Mbs/  DNo 


Joint  Will  Seal  Out:  QRain/Water  Qjpold/Heat 
Q^bund  [^r  □Vermin  nother 


How  Does  the  Joint  Terminate? 
Concrete  Ftoor/Woot  Stop 


d 


m 


a 


a 


FOR  HORIZONTAL  OECX/FLOOR  JOttin  (ONLY) 


DECKCONSTRUCnON 


Is  this  a  Solid  Slab 
Condition? 

□  Ves/G  No 

Is  this  a  Split  Slab 
Condition? 

Q^es/G  No 

Does  the  Joint 
have  Blockouts? 

G  Yes/G  No 

a 

Traffic  Types  (checA  all  tfrat  apply): 
Qcar  DBus  DPedestnan  Olone 


n  Other 


Q 


ReaseniinltesabwiiShcbnermicnsateadi  y .  (one  MtsiraieoTyour  joim  SsvMl 
inslMdarsstab.pieflaederMiiethetyes'WeirinitMdcr^ngadlmenjiQn.rmoKlhan 
ooe  Jd  nt  oocun  attin  the  same  m  medlaae  ares,  pteate  dOM  ibem  an  d  the  acproprate 
(Smenaiore.  AEsm  addOtfiS  disiivingsmnee^ 


Please  include  any  relevant  details  when  submitting  cheddist  to  EMSEAL 

AreAWect:  CagAreer  Ceatracter;  PMncr/Oeve/eper; 


PJaaaa  FAX  or  Emaa  to  EMSEAL 

A  o  Ai 


PVERSIGHT 


Glass  Wall  Enclose  Corner  Office  Space 

Construction  Estimate 

Prepared  for:  Inter-  American  Foundation 


Attn:  Shayla  Summerhill 


May  19,  2017 


/\fOUR  ONLY  PROMISE...WE  DELIVER! 


CAPITAL  Construction  Group,  LLC 

3321  12th  Street  NW  |  Suite  3 
Washington,  DC  20017-4008 
o.  202-526-3420 
f.  202-526-3421 
www.ccg-\fy^.1^.0524-A-OO1 045 


Our  only  promise... We  deliver! 


May  19,  2017 

Shayla  Suimnerhill 

Inter-  American  Foundation 

1331  Pennsylvania  Avenue  NW,  Suite  1200 

Washington,  DC  20004 


RE:  Construction  Estimate  -  Glass  Wall  Enclose  Corner  Office  Space 

Dear  Ms.  Summerhill, 

Thank  you  for  contacting  us  to  submit  a  proposal  for  this  project.  Per  your  request,  CAPITAL 
Construction  Group,  LLC  (CCG)  is  pleased  to  submit  a  construction  budget  in  the  amount  of  Eorty-Eour 
Thousand  Eight  Hundred  And  Eifty  Eight  Dollars  And  Zero  Cents  ($44,858.00) 

CCG  regularly  completes  projects  of  similar  scopes  of  work  and  we’re  excited  for  an  opportunity  to  help 
your  team  with  this  project. 

We  trust  that  you  find  our  proposal  complete  and  satisfactory. 


Sincerely, 

CAPITAL  Construction  Group,  LLC 


Jonathan  Perez 
Assistant  Project  Manager 
DD  I  202-407-3692 


Cc:  7102-33  E 


3321  12th  Street,  NE  •  Suite  3  •  Washington,  DC  200l7-4tl«8''8-0224-A-001046 
Office:  202-526-3420  •  Fax:  202-526-342 1  •  www.ccg-wdc.com 


CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Giass  Waii 
Construction  Budget  Estimate 
SYSTEMS  ESTiMATE  SUMMARY 

NW,  D.C. 
105  SF 
3Q17 


Owner:  Inter-American  Foundation 

Architect:  N/A 
CM  Firm:  N/A 


Project  Location: 
Project  Size: 
Const.  Period: 


System 

Total 

Cost 

$/SF 

%of 

Total 

General  Requirements 

$ 

6,534 

$ 

62.23 

18% 

Site  Construction 

$ 

- 

$ 

- 

0% 

Concrete 

$ 

- 

$ 

- 

0% 

Masonry 

$ 

- 

$ 

- 

0% 

Metals 

$ 

- 

$ 

- 

0% 

Woods  &  Plastics 

$ 

- 

$ 

- 

0% 

Thermal  and  Moisture  Protection 

$ 

- 

$ 

- 

0% 

Doors/Windows 

$ 

30,600 

$ 

291.43 

82% 

Finishes 

$ 

- 

$ 

- 

0% 

Specialties 

$ 

- 

$ 

- 

0% 

Equipment 

$ 

- 

$ 

- 

0% 

Furnishings 

$ 

- 

$ 

- 

0% 

Special  Construction 

$ 

- 

$ 

- 

0% 

Conveying  Systems 

$ 

- 

$ 

- 

0% 

Mechanical  /  Plumbing  /  Fire  Protection 

$ 

- 

$ 

- 

0% 

Electrical 

$ 

- 

$ 

- 

0% 

Subtotal  Direct  Work 

$ 

37,134 

354 

100% 

General  Conditions  /  Overhead 

$ 

3,713 

Design  Contingency 

$ 

- 

Construction  Con  ingency 

$ 

- 

General  Liability  Insurance 

$ 

743 

Gross  Receipts  Tax  N/A 

$ 

- 

Testing  and  Inspection 

$ 

- 

Builder’s  Risk  Insurance  by  Owner 

$ 

- 

Preconstruction  Services 

$ 

- 

Warranty 

$ 

- 

Fee 

$ 

3,268 

TOTAL  CONSTRUCTION  COST 

$ 

44,858 

Page  1  of  1 
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CAPITAL  Construction  Group,  LLC 
Estimate:  IAFGLASS-CE-01 
Project  No.  7102-33 


5/1/17  -  Data  Date 
5/19/17  -  Run  Date 


Inter-American  Foundation  Glass  Wall 
Construction  Budget  Estimate 
ASSUMPTIONS  &  CLARIFICATIONS 


General 

^  This  budget  estimate  is  based  on  (1)  Site  Visit  dated  May  9,  2017.  No  additional  material  and/or 
equipment  specifications  were  available  at  the  time  this  estimate  was  developed. 

2  We  exclude  removal  /  abatement  of  any  hazardous  materials. 

3  Our  proposal  is  based  on  an  overall  3  week  construction  activity  duration  (excluding  material  lead  times, 
weather  impacts,  permit  acquisitions,  3rd  party  activities,  force  majeure,  etc.)  and  excludes  costs  for 
premium  time  /  shift  work  or  Sundays  unless  required  by  CCG  to  maintain  schedule  pace.  We  have 
assumed  that  the  work  will  be  completed  during  normal  business  hours  and  while  the  spaces  being 
renovated  are  unoccupied. 

4  The  costs  reflected  in  this  proposal  are  valid  through  June19,  2017.  If  CCG  is  given  Notice  to  Proceed 
after  this  date,  we  reserve  the  right  to  revise  this  proposal  to  reflect  actual  escalation  costs  realized  by 
CCG  and/or  our  subcontract  partners. 

5  This  proposal  includes  a  1-year  warranty  covering  work  performed  by  CCG  and/or  our  subcontractors. 

®  Payment  Terms:  Progress  Payments  to  be  submitted  on  the  25th  day  of  each  month  for  completed  work 
projected  thru  the  end  of  the  same  month.  Full  balance  due  Net  30  days  upon  completion  of  the  work  as 
detailed  in  this  proposal  and/or  other  agreed  upon  contract  document. 

7  Cur  proposal  does  NGT  include  any  design  work;  work  or  costs  to  obtain  a  Building  Permit  for  this 
project.  We  assume  that  this  will  be  provided  by  the  Gwner,  if  required. 

2  We  suggest  the  client  include  Contingency  for  design,  construction  and  unforeseen  conditions. 

3  Our  proposal  only  includes  the  work  expliticy  listed  herein. 

Architectural 

10 

We  plan  to  install  glass  wall  system,  misc.  framing,  based  on  direction  provided  by  the  client. 
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Eighth  Day  Design,  Inc. 

7653  Leesburg  Pike 
Falls  Church,  VA  22043 

USA 


703/562.3636 
703/562.3637  FAX 

October  31,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Ouadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details,  elevations  and  engineering  design  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  EDD  has  included  the  services  of  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  Blue  Moon  will 
provide  sketches  for  any  Mechanical  and  Life  Safety  construction  requirements. 

•  Per  code,  existing  switching  will  need  to  be  modified  so  that  the  new  office  has  individual  controls.  Blue 
Moon  will  include  documentation  for  the  new  switching. 

•  EDD  and  Blue  Moon  have  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other 
correspondence  will  be  handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


AMERIC/M-: 
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This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  e  br;  c 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  and  Blue  Moon  shall  make  one  site  visit  to  field  measure  and  verify  the  existing 
conditions  of  the  spaces  in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction 
documents  in  EDD’s  archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field 
conditions  and/or  other  site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  will  provide  engineering  documents  through  its  consultant.  Blue  Moon  Engineering.  EDD 
will  coordinate  the  requirements  of  the  project  with  the  MEP  engineers  in  order  to  obtain  sketches  for 
inclusion  with  the  architectural  sketches. 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  and  engineering  documents  at  100%  complete  for  owner  and 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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tenant’s  review  and  comment. 

2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  The  A/E  team  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue 
the  final  set  of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDO  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDO  will  answer  all  guestions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 


SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  seguence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  reguirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area. 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 


Phase  I 

Architectural  $3,794.00 

Engineering  $2,475.00 

Reimbursable  Expenses _ $275.00 

Total  $6,544.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

$150.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

MEP  engineering,  structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in  the 
fee  schedule  above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  NPLC  with  a 
separate  proposal  for  approval. 

If  required,  MEP,  Structural  and  AA/  design  services  shall  include  a  10%  markup  in  the  fee. 

BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 

IAF-18-0224-A-001062 

M:\MKT\PROP\Quadrangle\lnter-American  Foundation\2017glasswall\IAF_Ntl  Place  12th  Flr_proposa,_10.3.. i7.doc 


lAF- Office  1231 
October  31,  2017 
Page  5 


•  lukiKilai* 


Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDO  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDO  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDO  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDO. 

Set-offs,  Back  charges,  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDO 

Payments  to  EDO  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDO's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 
defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whole  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDD  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDD.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDD  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDD.  Linder  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDD,  and  EDD  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDD  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDD's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDO  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDO,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDO  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDO  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDO's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

it  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 

ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 

Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details,  elevations  and  engineering  design  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  EDD  has  included  the  services  of  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  Blue  Moon  will 
provide  sketches  for  any  Mechanical  and  Life  Safety  construction  requirements. 

•  Per  code,  existing  switching  will  need  to  be  modified  so  that  the  new  office  has  individual  controls.  Blue 
Moon  will  include  documentation  for  the  new  switching. 

•  EDD  and  Blue  Moon  have  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other 
correspondence  will  be  handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  e  br;  c 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  and  Blue  Moon  shall  make  one  site  visit  to  field  measure  and  verify  the  existing 
conditions  of  the  spaces  in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction 
documents  in  EDD’s  archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field 
conditions  and/or  other  site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  will  provide  engineering  documents  through  its  consultant.  Blue  Moon  Engineering.  EDD 
will  coordinate  the  requirements  of  the  project  with  the  MEP  engineers  in  order  to  obtain  sketches  for 
inclusion  with  the  architectural  sketches. 

2.  Blue  Moon  will  provide  sketches  for  the  following: 

a.  Mechanical  sketch  to  indicate  new  return  grille  and  transfer  opening  in  new  slab-high  wall 

b.  Fire  Alarm  sketch  to  indicate  relocated  fire  alarm  device  within  adjacent  open  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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c.  Lighting  sketch  to  indicate  new,  code-compliant  occupancy  sensor  switch  for  new  office 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  and  engineering  documents  at  100%  complete  for  owner  and 
tenant’s  review  and  comment. 

2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  The  A/E  team  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue 
the  final  set  of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDD  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDD  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 

SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 


Phase  I- Architectural 

Principal  (3hrs  X  $175.00)  $525.00 

Project  Manager  (10  hrs  x  $140.00)  $1 ,400.00 

_ Jr.  Designer  (16  hrs  x  $84.00) _ $1,344.00 

Total  Architectural  $3,269.00 


Phase  I  -  Engineering 

Sr.  Project  Manager  (1 5  hrs  x  $1 50.00)  $2,250.00 

EDD  Markup  (10%)  $225.00 

Arch  Principal  (3hrs  x  $1 75.00)  $525.00 

_ Reimbursable  Expenses _ $275.00 

Total  Engineering  $3,275.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

$150.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in  the  fee  schedule 
above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  lAF  with  a  separate 
proposal  for  approval. 

MEP  design  services  include  a  10%  markup  in  the  fee. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 

Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDD  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDD  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDD  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDD. 

Set-offs.  Back  charges.  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDD 

Payments  to  EDD  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDD's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whoie  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDO  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDO.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDO  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDO  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDO.  Under  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDO,  and  EDO  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDO  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDO's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable, 
and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDD  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDD,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDD  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDD  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDD's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

It  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 


Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Eighth  Day  Design,  Inc. 

7653  Leesburg  Pike 
Falls  Church,  VA  22043 

USA 


703/562.3636 
703/562.3637  FAX 

November  28,  2017  www.edd.biz 

Inter-American  Foundation 
do  Shayla  Summerhill 
1331  Pennsylvania  Ave,  NW 
Suite  1200  North 
Washington,  DC  20004 

PROPOSAL  FOR  INTERIOR  DESIGN  AND  ARCHITECTURAL  SERVICES  FOR  THE  INTER-AMERICAN 
FOUNDATION  (lAF)  LOCATED  AT  1331  PENNSYLVANIA  AVE,  NW,  WASHINGTON,  DC  20004 

CLIENT:  Inter-American  Foundation  (lAF) 

CLIENT  CONTACT:  Shayla  Summerhill 

BUILDING  OWNER:  Quadrangle  Development  Corporation 

BUILDING:  1331  Pennsylvania  Ave,  NW 

PROJECT  AREA:  300  sf 

FLOORS  TO  BE  OCCUPIED:  12'^  Floor 

PROJECTED  MOVE-IN  DATE:  Late  Fall  2017 

PROJECT  UNDERSTANDING 

•  lAF  wishes  to  create  one  new  private  office  adjacent  to  Huddle  Room  1230  from  Open  Area  1231  per 
the  attached  drawing  emailed  to  EDD  on  10/24/17. 

•  The  new  office  will  match  existing  adjacent  construction  for  the  glass  wall  type  3  and  door  type  B1 
(reference  EDO’s  original  construction  documents). 

•  The  owner  has  noted  that  permit  drawings  are  not  required.  EDD  will  provide  sketches  for  architectural 
plans,  details  and  elevations  for  Client’s  use. 

•  lAF  will  coordinate  that  furniture  (existing  and/or  new)  for  Office  1231  will  fit  into  the  new  space  per  the 
new  wall  location.  Furniture  inventory  and  coordination  is  not  included  in  EDO’s  scope  of  work. 

•  lAF  has  noted  that  no  new  power/tele/data  outlets  are  needed  and  existing  finishes  will  remain,  with 
paint  touch  up  as  needed  due  to  new  construction. 

•  lAF  will  contract  separately  with  Blue  Moon  Engineering  to  review  the  impact  of  the  new  design  on  the 
existing  mechanical  system  and  on  life  safety  requirements  (strobe  locations,  etc.)  EDD  has  not 
included  MEP  engineering  in  this  proposal. 

•  EDD  has  included  one  site  visit  for  field  survey  of  the  area  of  work.  All  other  correspondence  will  be 
handled  via  email  and  phone  calls.  Design  review  meetings  are  not  included. 

•  lAF  will  coordinate  with  the  owner  directly  to  hire  a  general  contractor.  EDD  has  not  included  services 
of  construction  administration. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  N'  a  s  be  c 
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SCOPE  OF  SERVICES 

PHASE  I  -  SURVEY  &  CONSTRUCTION  DOCUMENTS 

A.  Administration 

1.  Eighth  Day  Design,  Inc.  (hereinafter  referred  to  by  "EDD")  will  conduct  a  conference  call  with 
representatives  of  the  Inter-American  Foundation  (hereinafter  referred  to  by  "Client")  to  discuss 
applicable  requirements  of  the  project,  including  Client's  administrative  procedures  and  methods  of 
contract  administration,  and  to  establish  all  further  points  of  contact.  Goals  and  policies  will  be 
determined  and  other  relevant  information  discussed. 

B.  Site  Familiarization 

1.  EDD  shall  review  all  plans  that  are  available.  The  information  gathered  at  this  time  will  be 
useful  in  determining  location  of  specific  functions  and  will  bring  to  the  attention  any  aspects  of  the  base 
building  that  may  have  an  impact  on  planning. 

2.  EDD  shall  make  one  site  visit  to  field  measure  and  verify  the  existing  conditions  of  the  spaces 
in  the  work  area  only.  The  site  survey  will  be  based  on  existing  construction  documents  in  EDD’s 
archive.  Neither  EDD  nor  their  consultant(s)  will  be  responsible  for  hidden  field  conditions  and/or  other 
site-specific  situations  that  would  only  be  revealed  by  destructive  testing. 

C.  Architectural  and  Interior  Design  Documents 

1.  Based  on  the  site  visit  and  the  Scope  of  Work  provided  by  Client,  EDD  will  complete  final 
contract  documents  in  the  form  of  construction  drawings  and  technical  specifications  which  detail  work 
relating  to  the  architectural  and  interior  design  aspects  of  the  Project.  These  shall  include: 

•  Dimensioned  plans 

•  Architectural  elevations,  sections  and  details 

D.  Documents  to  the  Engineers 

1.  EDD  will  issue  the  partition  plans  to  the  Engineers  for  design  review  of  new  wall  impact  to 
existing  ventilation,  lighting  and  life  safety. 

E.  Engineering  Documents 

1.  EDD  has  not  included  engineering  drawings  in  this  proposal,  however,  EDD  will  coordinate  the 
requirements  of  the  project  with  the  MEP  engineers. 

F.  Drawing  Submissions 

1.  EDD  will  submit  architectural  documents  at  100%  complete  for  owner  and  tenant’s  review  and 
comment. 


This  L:roposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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2.  Comments  submitted  by  owner  and  the  tenant  will  be  incorporated  into  a  final  construction 
document  set.  EDO  will  complete  the  drawings,  incorporating  the  comments,  and  will  issue  the  final  set 
of  construction  documents  to  Client  for  their  use. 

G.  Pricing,  Drawing  Clarification  and  Interpretation 

1.  EDO  will  distribute  the  necessary  documents,  electronically,  to  the  selected  bidders.  While  the 
contract  documents  are  out  for  bids,  EDO  will  answer  all  questions  posed  by  the  contractors  so  that  the 
documents  can  be  properly  interpreted  and  priced. 


SUPPLEMENTARY  SERVICES 

There  are  some  services  that  inevitably  must  fall  outside  the  basic  Scope  of  Services  and  Fee  because  they 
cannot  be  clearly  delineated  at  this  time.  The  following  is  a  list  of  such  services: 

•  Providing  MEP  Engineering  design. 

•  Providing  all  services  in  connection  with  the  work  of  art  consultants,  interior  planting  consultants,  signage 
and  other  specialty  consultants 

•  Providing  design  and  documentation  to  implement  changes  to  the  base  building,  unless  otherwise  specified 
in  the  Proposal 

•  Documenting  change  orders 

•  Planning  of  space  in  excess  of  the  amount  noted  in  the  Project  Description 

•  Providing  design  services  in  a  sequence  other  than  that  described  in  the  Scope  of  Services 

•  Providing  services  made  necessary  by  the  discontinuance  of  an  item  previously  approved 

•  Providing  services  to  evaluate  a  contractor-suggested  alternative 

•  Preparing  renderings 

•  Preparing  finish  boards 

•  Preparing  changes  to  approved  drawings  and  other  services  related  to  those  changes 

•  Creating  new  background  drawings  in  AutoCAD  format 

•  Submittal  of  multiple  permit  sets 

•  Phasing  of  project,  other  than  that  described  in  the  Scope  of  Services 

•  Construction  Administration  Services 

•  Providing  post  construction  administration  services  after  the  final  punch  list  review  is  complete.  This  service 
may  include,  but  is  not  limited  to:  follow  up  on  outstanding  punch  list  items,  maintenance  issues,  landlord 
coordination,  or  permit  office  requirements. 

•  Providing  any  service  not  mentioned  in  the  basic  Scope  of  Services 

•  Researching  existing  base  building  construction  data  (i.e.  construction  type  and  assembly  UL  ratings),  if  not 
available  from  building  owner. 

•  Providing  code  analysis  outside  the  project  area 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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FEES 

Fees  for  the  above  mentioned  services  are  as  follows: 


Phase  I- Architectural 

Principal  (4hrs  X  $175.00)  $700.00 

Project  Manager  (10  hrs  x  $140.00)  $1 ,400.00 

Jr.  Designer  (16  hrs  X  $84.00)  $1,344.00 

_ Reimbursables _ $50.00 

Total  Architectural  $3,494.00 


Hourly  services  and  those  above  and  beyond  the  services  previously  listed  will  be  billed  at  the  current  hourly 
rates  listed  below: 


Architectural 

MEP 

Structural 

Principal 

$175.00 

Senior  Project  Manager 

$140.00 

Project  Manager 

$140.00 

Senior  Architect/Designer 

$125.00 

Architect/Designer 

$100.00 

Junior  Architect/Designer 

$84.00 

Support  Staff 

$62.00 

Fees  and  hourly  rates  quoted  herein  are  subject  to  change  on  January  1st  of  each  year. 

Reimbursable  expenses  (i.e.,  printing,  faxes,  travel,  reproductions,  long-distance  telephone  calls)  have  been 
included  in  the  fees  above. 

MEP  engineering.  Structural  engineering  and  AV  design  services  are  not  included  in  the  scope  of  work  and  in 
the  fee  schedule  above.  If  required,  EDD  will  procure  services  of  the  required  consultants  and  present  lAF  with  a 
separate  proposal  for  approval. 

BILLING  AND  PAYMENT 

Retainaqe 

NPLC  shall  make  an  initial  payment  of  zero  dollars  ($0.00)  (retainer)  upon  execution  of  this  Agreement.  This  retainer  shall  be  held  by  EDD  and  applied 
towards  the  last  30%  of  professional  services  provided.  Invoices  shall  be  submitted  by  EDD  (monthly),  are  due  upon  presentation  and  shall  be  considered 
PAST  DUE  if  not  paid  within  thirty  (30)  calendar  days  of  the  invoice  date. 

Interest 

If  payment  is  not  received  by  EDD  within  thirty  (30)  calendar  days  of  the  invoice  date,  NPLC  shall  pay  as  interest  an  additional  charge  of  one-and  one-half 
(1 .5)  percent  (or  the  maximum  allowable  by  law,  whichever  is  lower)  of  the  PAST  DUE  amount  per  month.  Payment  thereafter  shall  first  be  applied  to 
accrued  interest  and  then  to  the  unpaid  principal. 

Collection  Cost 

In  the  event  legal  action,  is  necessary  to  enforce  the  payment  provisions  of  this  Agreement,  EDD  shall  be  entitled  to  collect  from  NPLC  any  judgment  or 
settlement  sums  due,  reasonable  attorneys'  fees,  court  costs  and  expenses  incurred  by  EDD  in  connection  therewith  and,  in  addition,  the  reasonable  value 
of  EDD's  time  and  expenses  spent  in  connection  with  such  collection  action,  computed  at  EDD's  prevailing  fee  schedule  and  expense  policies. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Suspension  of  Services 

If  NPLC  fails  to  make  payments  when  due  or  otherwise  is  in  breach  of  this  Agreement,  EDO  may  suspend  performance  of  services  upon  five  (5)  calendar 
days'  notice  to  NPLC.  EDO  shall  have  no  liability  whatsoever  to  NPLC  for  any  costs  or  damages  as  a  result  of  such  suspension  caused  by  any  breach  of 
this  Agreement  by  NPLC. 

Termination  of  Services 

If  NPLC  fails  to  make  payment  to  EDO  in  accordance  with  the  payment  terms  herein,  this  shall  constitute  a  material  breach  of  this  Agreement  and  shall  be 
cause  for  termination  by  EDO. 

Set-offs,  Back  charges,  Discounts 

Payment  of  invoices  is  in  no  case  subject  to  unilateral  discounting  or  set-offs  by  NPLC,  and  payment  is  due  regardless  of  suspension  or  termination  of  this 
Agreement  by  either  party. 

Payments  to  EDO 

Payments  to  EDO  shall  not  be  withheld,  postponed  or  made  contingent  on  the  construction,  completion  or  success  of  the  project  or  upon  receipt  by  NPLC 
of  offsetting  reimbursement  or  credit  from  other  parties  who  may  have  caused  Additional  Services  or  expenses.  No  withholdings,  deductions  or  offsets 
shall  be  made  from  EDO's  compensation  for  any  reason  unless  EDD  has  been  found  to  be  legally  liable  for  such  amounts. 


TERMS 

Termination 

Either  NPLC  or  EDD  may  terminate  this  Agreement  at  any  time  with  or  without  cause  upon  giving  the  other  party  seven  (7)  calendar  day’s  prior  written 
notice.  NPLC  shall  within  thirty  (30)  calendar  days  of  termination  pay  EDD  for  all  services  rendered  and  all  costs  incurred  up  to  the  date  of  termination,  in 
accordance  with  the  compensation  provisions  of  this  contract. 

ADA  Compliance  in  Existing  Buildings 

The  Americans  with  Disabilities  Act  (ADA)  requires  the  removal  of  architectural  barriers  in  existing  facilities  where  such  removal  is  readily  achievable.  ADA 
provides  that  alterations  to  a  facility  must  be  made  in  such  a  manner  that,  to  the  maximum  extent  feasible,  the  altered  portions  of  the  facility  are  readily 
accessible  to  and  by  individuals  with  disabilities.  NPLC  acknowledges  that  the  requirements  of  the  ADA  will  be  subject  to  various  and  possibly 
contradictory  interpretations.  NPLC  acknowledges  that  the  definition  of  "readily  achievable"  contained  in  the  ADA  is  flexible  and  subject  to  interpretation  on 
a  case-by-case  basis.  The  Design  Professional  will  use  his  or  her  reasonable  professional  efforts  and  judgment  to  interpret  applicable  ADA  requirements 
and  to  advise  NPLC  as  to  the  modifications  to  NPLC's  facility  that  may  be  required  to  comply  with  the  ADA.  Such  interpretation  and  advice  will  be  based 
on  what  is  known  about  ADA  interpretations  at  the  time  this  service  is  rendered.  The  Design  Professional,  however,  cannot  and  does  not  warrant  or 
guarantee  that  NPLC's  facility  will  fully  comply  with  interpretations  of  ADA  requirements  of  other  federal,  state  and  local  laws,  rules,  codes,  ordinances  and 
regulations  as  they  apply  to  the  project. 

Opinion  of  Probable  Cost 

In  providing  opinions  of  probable  construction  cost,  NPLC  understands  that  EDD  has  no  control  over  costs  or  the  price  of  labor,  equipment  or  materials,  or 
over  the  Contractor's  method  of  pricing,  and  that  the  opinions  of  probable  construction  costs  provided  herein  are  to  be  made  on  the  basis  of  EDD's 
qualifications  and  experience.  EDD  makes  no  warranty,  expressed  or  implied,  as  to  the  accuracy  of  such  opinions  as  compared  to  bid  or  actual  costs. 
Verification  of  Existing  Conditions 

Inasmuch  as  the  remodeling  and/or  rehabilitation  of  an  existing  building  requires  that  certain  assumptions  be  made  regarding  existing  conditions,  and 
because  some  of  these  assumptions  may  not  be  verifiable  without  expending  additional  sums  of  money  or  destroying  otherwise  adequate  or  serviceable 
portions  of  the  building,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  claim,  liability  or  cost  (including 
reasonable  attorneys'  fees  and  costs  of  defense)  for  injury  or  economic  loss  arising  or  allegedly  arising  out  of  the  professional  services  provided  under  this 
Agreement,  excepting  only  those  damages,  liabilities  or  costs  attributable  to  the  sole  negligence  or  willful  misconduct  of  EDD. 

Ownership  of  Instruments  of  Service 

All  reports,  plans,  specifications,  computer  files,  field  data,  notes  and  other  documents  and  instruments  prepared  by  the  Design  Professional  as 
instruments  of  service  shall  remain  the  property  of  the  Design  Professional.  The  Design  Professional  shall  retain  all  common  law,  statutory  and  other 
reserved  rights,  including  the  copyright  thereto. 

Delivery  of  CAD  Files 

In  accepting  and  utilizing  any  drawings  or  other  data  on  any  form  of  electronic  media  generated  and  provided  by  EDD,  NPLC  covenants  and  agrees  that  all 
such  drawings  and  data  are  instruments  of  service  of  EDD,  who  shall  be  deemed  the  author  of  the  drawings  and  data,  and  shall  retain  all  common  law, 
statutory  law  and  other  rights,  including  copyrights.  The  electronic  files  submitted  by  EDD  to  NPLC  are  submitted  for  an  acceptance  period  of  five  (5)  days. 
Any  defects  NPLC  discovers  during  this  period  will  be  reported  to  EDD  and  will  be  corrected  as  part  of  EDD's  Basic  Scope  of  Services.  Correction  of 
defects  detected  and  reported  after  the  acceptance  period  will  be  compensated  for  as  Additional  Services.  NPLC  further  agrees  not  to  use  these  drawings 
and  data,  in  whole  or  in  part,  for  any  purpose  or  project  other  than  the  project  which  is  the  subject  of  this  Agreement.  NPLC  agrees  to  waive  all  claims 
against  EDD  resulting  in  any  way  from  any  unauthorized  changes  or  reuse  of  the  drawings  and  data  for  any  other  project  by  anyone  other  than  EDD.  In 
addition,  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost,  including  reasonable 
attorneys'  fees  and  costs  of  defense,  arising  from  any  changes  made  by  anyone  other  than  EDD  or  from  any  reuse  of  the  drawings  and  data  without  the 
prior  written  consent  of  EDD.  Linder  no  circumstances  shall  transfer  of  the  drawings  and  other  instruments  of  service  on  electronic  media  for  use  by  NPLC 
be  deemed  a  sale  by  EDD,  and  EDD  makes  no  warranties,  either  express  or  implied,  of  merchantability  and  fitness  for  any  particular  purpose. 
Indemnification 

EDD  agrees,  to  the  fullest  extent  permitted  by  law,  to  indemnify  and  hold  NPLC  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys' 
fees  and  costs  of  defense)  to  the  extent  caused  by  EDD's  negligent  acts,  errors  or  omissions  in  the  performance  of  professional  services  under  this 
Agreement  and  those  of  his  or  her  sub-consultants  or  anyone  for  whom  EDD  is  legally  liable.  NPLC  agrees,  to  the  fullest  extent  permitted  by  law,  to 
indemnify  and  hold  EDD  harmless  from  any  damage,  liability  or  cost  (including  reasonable  attorneys'  fees  and  costs  of  defense)  to  the  extent  caused  by 
NPLC's  negligent  acts,  errors  or  omissions  and  those  of  his  or  her  contractors,  subcontractors  or  consultants  or  anyone  for  whom  NPLC  is  legally  liable. 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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and  arising  from  the  project  that  is  the  subject  of  this  Agreement.  EDO  is  not  obligated  to  indemnify  NPLC  in  any  manner  whatsoever  for  NPLC's  own 
negligence. 

Limitation  of  Liability 

In  recognition  of  the  relative  risks  and  benefits  of  the  project  to  both  NPLC  and  EDO,  the  risks  have  been  allocated  such  that  NPLC  agrees,  to  the  fullest 
extent  permitted  by  law,  to  limit  the  liability  of  EDO  and  his  or  her  sub-consultants  to  NPLC  and  to  all  construction  contractors  and  subcontractors  on  the 
project  for  any  and  all  claims,  losses,  costs,  damages  of  any  nature  whatsoever  or  claims  expenses  from  any  cause  or  causes,  so  that  the  total  aggregate 
liability  of  EDO  and  his  or  her  sub-consultants  to  all  those  named  shall  not  exceed  EDO's  total  fee  for  services  rendered  on  this  project,  whichever  is 
greater.  Such  claims  and  causes  include,  but  are  not  limited  to  negligence,  professional  errors  or  omissions,  strict  liability,  breach  of  contract  or  warranty. 
Neither  EDD,  its  consultants,  nor  its  agents  or  employees  shall  be  jointly,  severally,  or  individually  liable  to  the  owners  in  excess  of  the  compensation  to  be 
paid  pursuant  to  this  agreement  by  reason  of  any  act  or  omission,  including  breach  of  contract  or  negligence,  not  amounting  to  a  willful  or  intentional 
wrong. 

Applicable  Law 

it  is  the  intent  of  the  parties  hereto  that  all  questions  with  respect  to  the  terms  of  this  contract  and  the  rights  and  the  liabilities  of  the  parties  hereto  shall  be 
determined  in  accordance  with  the  laws  of  the  Commonwealth  of  Virginia. 

Employment 

During  the  term  of  this  contract  and  for  a  period  of  12  months  past  the  term  of  this  contract,  NPLC  may  not  employ,  offer  employment  or  discuss 
employment  opportunities  with  EDD  employees. 

SPECIFICATION  OF  MATERIALS 

NPLC  understands  and  agrees  that  products  or  building  materials  that  are  permissible  under  current  building  codes  and  ordinances  may,  at  some  future 
date,  be  banned  or  limited  in  use  in  the  construction  industry  because  of  presently  unknown  hazardous  and/or  defective  characteristics.  NPLC  agrees  that 
if  any  such  product  or  material  specified  for  this  Project  by  EDD  and  its  consultant(s)  shall,  at  any  future  date  be  suspected  or  discovered  to  be  defective  or 
a  health  or  safety  hazard,  then  NPLC  shall  waive  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s). 

NPLC  further  agrees  that  if  the  NPLC  directs  EDD  or  its  consultants  to  specify  any  product  or  material  after  EDD  or  its  consultants  have  informed  NPLC 
that  such  product  or  material  may  not  be  suitable  or  may  embody  characteristics  that  are  suspected  of  causing  or  may  cause  the  product  or  material  to  be 
considered  a  hazardous  substance  in  the  future,  NPLC  waives  all  claims  as  a  result  thereof  against  EDD  and  its  consultant(s)  and  NPLC  agrees,  to  the 
fullest  extent  permitted  by  law,  to  indemnify  and  hold  harmless  EDD  and  its  consultant(s)  from  any  damages,  liabilities  or  costs  including  reasonable 
attorneys’  fees  and  defense  costs,  arising  in  any  way  from  the  specification  or  use  of  any  products  or  materials  which,  at  any  future  date,  become  known  or 
suspected  health  and  safety  hazards. 

ACCEPTANCE 

We  reserve  the  right  to  cancel  or  amend  this  proposal,  if  necessary,  if  not  accepted  within  thirty  (30)  days. 

If  this  proposal  meets  with  your  approval,  please  sign  and  date  the  original,  and  return  it  to  our  office  at 
7653  Leesburg  Pike,  Falls  Church,  VA  22043,  ATTN:  LISA  LAYMAN. 

Accepted:  _  _ 

Inter-American  Foundation  Date 

We  welcome  any  questions  or  comments.  Please  feel  free  to  call,  or  I  will  be  happy  to  meet  with  you  at  your 
convenience.  We  look  forward  to  building  a  creative  and  successful  working  relationship  with  you  and  your 
associates. 

Best  regards, 

Lisa  Layman,  LEED  AP  ID+C 
Principal 

Eighth  Day  Design,  Inc. 

(703)  712-8313 


This  proposal  or  quotation  includes  data  that  shall  not  be  disclosed  outside  Quadrangle  Development  Corporation  and  NPLC,  and  shall  not  be  duplicated, 
used,  or  disclosed-in  whole  or  in  part-for  any  purpose  other  than  to  evaluate  this  proposal  or  quotation. 
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Inter-American  Foundation 

Invoice 

number  2017366 

1331  Pennsylvania  Ave 

Suite  1200  North 

Date 

01/26/2018 

Washington,  DC  20004 

Shayla  Summerhill 

Project 

17053  INTER-AMERICAN  FOUNDATION 
-PRESIDENTS  OFFICE 

Professional  Services  Through  December  31, 2017. 


INVOICE  SUMMARY 

Description 

Contract 

Amount 

Prior 

Billed 

Percent 

Complete 

Current 

Billed 

ARCH  CD'S 

3,444.00 

0.00 

100.00 

3,444.00 

REIMBURSABLE  EXPENSES 

50.00 

0.00 

100.00 

50.00 

Total 

3,494.00 

0.00 

100.00 

3,494.00 

Invoice  total 

3,494.00 

Aging  Summary 

Invoice  Number 

Invoice  Date 

Outstanding 

Current 

Over  30 

Over  60 

Over  90 

Over  120 

2017366 

01/26/2018 

3,494.00 

3,494.00 

Total 

3,494.00 

3,494.00 

0.00 

0.00 

0.00 

0.00 
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Inter-American  Foundation 

Invoice 

number  *  Approved  * 

1331  Pennsylvania  Ave 

Suite  1200  North 

Date 

01/23/2018 

Washington,  DC  20004 

Shayla  Summerhill 

Project 

17053  INTER-AMERICAN  FOUNDATION 
-PRESIDENTS  OFFICE 

Professional  Services  Through  December  31, 2017. 


INVOICE  SUMMARY 

Description 

Contract 

Amount 

Prior 

Billed 

Percent 

Complete 

Current 

Billed 

ARCH  CD'S 

3,444.00 

0.00 

100.00 

3,444.00 

REIMBURSABLE  EXPENSES 

50.00 

0.00 

100.00 

50.00 

Total 

3,494.00 

0.00 

100.00 

3,494.00 

Invoice  total 

3,494.00 
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Invoice  date  01/23/2018 


DORMA 

INTERIOR 


Glass  Wall  Systems 

PURE” 

PURE  Enclose” 

Priv6~ 

Fusion™ 

DORMA  REVEAL” 
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MS 
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Frameless  and  Framed  Glass  Walls  DORMA  interior  Glass  Wall  Systems  bring  the  benefits  of 

glass  to  the  workplace — transparency,  daylighting,  versatility, 
efficiency,  space  saving,  and  low  cost  of  ownership.  The 
wali  systems  come  in  a  range  of  sleek  but  rugged  minimalist 
designs  and  configurations  so  you  can  select  the  system 
that  best  matches  your  project's  functional  and  aesthetic 
requirements. 


FRAMELESS 


- FRAMELESS  AND  FRAMED  INTERIOR  GLASS  WALLS 


PURE™  frameless  glass  walls  bring  a  simple,  unifying  elegance 
to  the  workplace,  while  a  choice  of  pivot  or  swing  door 
configurations  adapts  the  design  to  virtually  any  space.  The 
PURE  Enclose™  and  Prive™  designs  offer  the  transparency  ot 
glass  reinforced  with  tully  framed  panels — providing  greater 
security  and  sound  mitigation. 


The  demountable  DORMA  REVEAL™  system  offers  the  ultimate 
in  sound  attenuation,  with  fully  framed  and  interlocking  double 
glass  panels.  For  an  intriguing  look,  the  Fusion™  system 
marries  cool  glass  walls  with  warm  wood  doors. 


FRAMED 


Prive™  Framed  Sliding 


DORMA  REVEAL™ 

Framed  Pivoting  or  Sliding 


SYSTEll/IS 


DORMA  INTERIOR  GLASS  WAI 
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DORMA  PURE™  GLASS  WALLS  WITH  SLIDING  DOORS 


FRAMELESS 

PURE™ 

Glass  Walls  with  Sliding  Doors 

Frameless  PURE™  Glass  Walls  with  Sliding  Doors  create 
simple,  elegant  fronts  with  extended  transparent  sightlines. 
They  work  well  wherever  space  is  limited. 

A  sleek  top  track  and  a  small  guide  at  the  sill  allow  for  a 
smooth  transition  between  office  and  corridor.  The  track  can 
be  mounted  overhead  to  the  ceiling,  recessed  in  the  ceiling, 
or  mounted  to  the  outside  of  a  wall.  The  track  can  also  be 
attached  directly  to  the  surface  of  a  fixed  piece  of  glass. 

■  PURE  Traditional  Sliding — With  hidden  rollers  that  oper¬ 
ate  on  a  compact  track,  the  PURE  sliding  door  combines 
versatility  and  durability  to  create  a  sophisticated  and 
minimalist  opening. 

■  PURE  SoftClose™  Sliding — The  PURE  SoftClose  option 
controls  and  regulates  closing  speed — preventing  the  slid¬ 
ing  door  from  slamming  or  traveling  too  quickly. 


Options 

■  Tempered  Glass 

•  Clear 

•  Low  Iron 

•  Satin  Etch 

•  Laminated 

•  Custom  designer  glass 

■  Finish  for  Rails  or  Fittings 

•  Clear  Anodized 

•  Similar  to  Satin  Stainless  Steel 

■  Lock  &  Flandle 

To  secure  the  office  space  DORMA  offers  a  diverse  selec¬ 
tion  of  locks  placed  at  the  center  of  the  door  or  elegant 
handles  which  lock  into  the  floor.  If  the  space  does  not 
need  to  be  secured,  DORMA  offers  back-to-back  handles 
or  lever  sets. 


Applications 

■  Sliding  door  applications 

■  Office  fronts 

■  Small  conference  rooms 

■  Wherever  space  is  limited  |aF-18-0224-A-001084 


DORMA 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


FRAMELESS 

PURE™ 

Glass  Walls  with  Pivoting  Doors 

Frameless  PURE™  Glass  Walls  with  Pivoting  Doors 
come  in  different  packages  for  different  mounting 
configurations  (ceiling  mount  or  wall  mount,  for 
example),  while  a  range  of  options  allows  you  to  tailor 
the  glass  wall  system  to  your  own  interior  design  and 
physical  requirements. 

The  door  features  discrete  patch  fittings  that  blend  with 
the  metai  track.  Powerful  door  closers  are  hidden  in  the 
floor  or  ceiling — ensuring  a  clean  look  that  blends  the 
door  with  the  fixed  wall  panels. 


Applications 

■  Pivoting  door  applications 

■  Office  fronts 

■  Small  conference  rooms 


DORMA 
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AMERICAN 

PVERSIGH 


DORMA  PURE"  ENCLOSE  GLASS  WALLS  WITH  PIVOTING  DOORS 


FRAMED 
PURE™ ENCLOSE 

Glass  Walls  with  Pivoting  Doors 


PURE  Enclose”  Framed  Glass  Wall  Systems  provide  the  aes¬ 
thetic  advantages  of  glass  walls  with  the  added  benefit  of  full 
framing.  The  1-3/4'  x  4-1/8'  metal  channels  at  the  floor,  ceil¬ 
ing,  and  walls  effectively  dampen  sound  transmission  and  add 
structural  definition  without  impeding  sightlines.  Full  framing 
also  accommodates  uneven  floors  that  can  make  installing 
glass  walls  difficult. 

The  pivoting  doors  can  be  controlled  by  closing  devices  con¬ 
cealed  in  the  ceiling  or  floor,  or  simply  allowed  to  swing  free. 


Applications 

■  Spaces  requiring  enhanced  sound  control 

■  Pivoting  door  applications 

■  Office  fronts 

■  Medium  to  large  conference  rooms 


^Fz18-0224-A-001088 


Variation  of  the  Enclose  style  for 


DORMA 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


FRAMED 

PRIVE™ 


Enhanced  Privacy  Glass  Walls 
with  Sliding  Doors 


Prive™  Framed  Glass  Wall  Systems  provide  the  transparency 
of  glass  combined  with  features  to  enhance  privacy  and 
security.  With  an  innovative  blend  of  metal  and  glass,  the 
Prive  design  fully  frames  the  glass  panels — adding  rigidity 
and  greater  sound  protection  without  interrupting  sightlines. 
When  fully  closed,  the  door  edge  rests  in  a  brush-lined 
channel  built  into  the  frame  posf.  These  features  combine  to 
eliminate  gaps  between  the  panels  themselves  and  between 
the  panels  and  the  surrounding  structure. 

The  Prive  door  can  be: 

■  PURE  Traditional  sliding  or 

■  PURE  SoftClose™ sliding  (optional) 

PURE  SoftClose  sliding  doors  provide  a  sophisticated  touch 
by  controlling  and  regulating  closing  speed — preventing  the 
door  from  slamming  or  fraveling  foo  quickly. 


Applications 

■  Spaces  requiring  enhanced  sound  confrol 

■  Sliding  door  applications 

■  Office  fronts 

■  Small  conference  rooms 


:0dl089 
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DORMA  PRIve'GlII  I  WALLS 


WITH  SLIDING  DOORS 


DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


FRAMED  &  FRAMELESS 
FUSION™ 

Glass  Walls  with  Wood  Door 


The  Fusion™  Glass  Wall  design  realizes  an  innovative  mixed 
media  concept:  cool  transparent  glass  walls  merged  with 
warm  wood  doors.  Intriguing  options  become  possible 
for  both  modern  and  traditional  decors.  Despite  the 
sophisticated  combination  of  elemenfs,  the  design  remains 
clean  and  simple — no  door  control  hardware  is  visible  on  the 
door. 

The  Fusion  concept  works  with  these  DORMA  Interior  Glass 
Wall  Systems: 

■  PURE™  Pivoting 

■  PURE  Enclose™  Pivoting 

■  PURE  Traditional  Sliding 

■  PURE  SoftClose™  Sliding 

Another  option  is  to  control  the  door  with  the  DORMA 
MAGNEO  Magnetic  Drive  Sliding  Entrance  System.  Magnetic 
technology  ensures  that  the  MAGNEO  is  safe,  reliable, 
whisper  quiet,  touch  free,  and  resistant  to  wear.  The  versatile 
MAGNEO  meets  all  safety  requirements  for  low  energy 
applications — its  extra  sensitive  operation  instantly  detects 
any  obstruction.  Activation  is  achieved  via  touchless  design 
push  plate,  radio  remote  control,  or  traditional  infrared 
motion  detectors. 


Applications 

The  Fusion  wood  door  can  serve  as  a  focal  point — drawing 
attention  to  an  entryway,  conference  room,  or  CEO  office, 
for  example.  Because  a  Fusion  Glass  Wall  consists  of  a 
wood  door  paired  with  either  a  PURE™  or  PURE  Enclose™ 
system,  refer  to  those  descriptions  for  basic  recommended 
applications. 


■A-001093 


IRMA  INTERIOR  GLASS  WALL  SYSTEMS 


DORMA  REVEAL'"  DEMOUNTABLE  GLASS  WALLS 


FRAMED 
DORMA  REVEAL™ 

Demountable  Glass  Walls  with 
Sliding  or  Pivoting  Doors 

DORMA  REVEAL™  Wall  Systems  are  made  from  fully  framed, 
demountable,  double  glass  panels.  By  pairing  transparency 
with  high  levels  of  sound  profection,  DORMA  REVEAL  simul¬ 
taneously  provides  openness  and  security.  A  busy  conference 
room  can  be  adjacent  to  private  offices  without  causing  noisy 
distractions.  Behind  transparent  glass  walls,  a  private  conver¬ 
sation  remains  private. 

The  DORMA  REVEAL  design  opens  up  multifaceted 
possibilities.  Solid  panels  of  laminate  or  marker  board  can 
be  intermixed  with  glass  or  used  alone  to  create  private 
space.  The  fully  framed  demountable  panels  can  be  up  10' 
tall.  They  can  be  assembled  as  demizing  walls  in  numerous 
configurations.  Then  with  a  minimum  of  expense  and 
disruption,  they  can  be  demounted  and  reconfigured  to  meet 
new  requirements. 

Options 

■  Panels 

•  Double-paned  Tempered  Glass: 

Standard  or  Custom  Designer 

•  Composite/laminate 

•  Markerboard 

■  Metal  Finish 

•  Clear  or  Painted 


Applications 

■  Applications  requiring  high  levels  of  sound  control 

■  Applications  with  changeable  space  requirements 

■  Applications  requiring  demizing  walls 


IAF-18-0224-A-001094 


DORMA 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


DOOR  AUTOMATION 
AUTOMATING  THE  OFFICE 

Pivoting  and  Sliding  Solutions 


DORMA  Interior  brings  the  advantages  of  door  automation  to 
interior  all  glass  office  fronts.  Discrete  automation  components 
are  available  to  work  with  glass  or  wood  doors  in  both  sliding 
and  pivoting  configurations.  DORMA  also  has  solutions  for 
incorporating  electronic  access  control.  Door  activation  can  be 
initiated  by  key  fob,  motion  sensor,  or  buttons. 


IAF-18-0224-A-001095 


AIVItMlUAIN 


PVERSIGHT 


AUTOMATING  THE  OFFICE 


ED  100/2  50/900 
Automatic  Swing 
Door  Operators 


The  DORMA  ED100/250/900  automatic  swing  door  operators 
are  compact  low  energy  electromechanical  devices  that  are 
virtually  silent  In  action.  They  provide  convenient  and  unob¬ 
trusive  access  control  without  compromising  the  style  and  feel 
of  the  entrance.  The  DORMA  EDIOO  and  ED250  models  can 
operate  In  either  low  energy  or  full  energy  mode. 


The  DORMA  Elegant  Activation 
Switch  is  both  beautiful  and 
flexible.  The  2.5'  x  4"  switch 
contains  a  wireless  transmitter 
and  is  less  than  5/8"  thick — 
small  enough  to  mount  directly 
on  a  glass  wall  or  even  directly 
onto  a  moving  door  panel.  The 
Touch-Free  version  conveniently 
detects  a  hand  or  other  object  2‘ 
to  4’  away. 


ERICAN 


PVERSIGHT 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


ELECTRONIC  ACCESS  CONTROL 
EAC  SOLUTIONS 


Installing  all  glass  office 
fronts  in  no  way  minimizes 
requirements  for  effective 
and  convenient  security. 
DORMA's  electronic  access 
control  systems  provide  the 
safety  and  security  your 
building  requires. 

DORMA  Electromagnetic 
Locks  provide  for  ease  of 
installation  and  longterm 
operation.  The  DORMA  EML 
series  offers  maglocks  with 
holding  forces  from  1500 
lbs  to  300  lbs,  available  in 
both  single-  and  double-door 
models. 


IAF-18-0224-A-001097 
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ELECTRONIC  ACCESS  CONTROL 


DORMA  offers  a  selecfion 
of  push  buftons  and  key 
swifches  fo  complemenf 
and  complete  any  access 
controlled  opening.  Models 
include  MKS  compatible 
key  switches,  rotary/key- 
release  switches,  alerts/ 
sounders/specialty  switches, 
and  ADA  compliant/push- 
to-exit/illuminated  push 
buttons. 


IAF-18-0224-A-001098 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


STANDARD  &  DESIGNER  GLASS 


standard  Glass 


DORMA  has  a  range  of  standard  1/2"  tempered  glass 
options  to  suit  your  application. 

■  Transparent  glass  options  include  Clear  Tempered,  Low 
Iron  Tempered,  and  Laminated  Tempered. 

■  Satin  Etch  Tempered  glass  is  available  for  applications 
requiring  privacy. 

■  Laminated  Tempered  glass  adds  a  measure  of  sound 
protection  and  added  strength 
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STANDARD  &  DES 


3NER  GLASS 


Designer  Glass 

For  extraordinary  interior  spaces, 
fabricate  DORMA  Interior  Wall 
Systems  from  1/2"  cusfom  designer 
fempered  glass. 

Contact  your  local  dealer  or  DORMA 
for  furfher  informafion  on  designer 
glass  options. 


Skyline  Steven  Sheer 
echo  etched  glass 


Skyline  Design 

Artistic  glass  solutions  can  be 

4  ' 

created  with  glass  from  Skyline 

Design — the  number  one  suppi 

ier 

of  etched  and  decorative  glass 

in 

North  America. 

Skyline’s  award-winning  studio 

is 

recognized  nationally  for  qualib 

/  Asian  Grass 

Shimmer  = 

craftsmanship.  Its  Architectural 
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DORMA  INTERIOR  GLASS  WALL  SYSTEMS 


HOUSINGS  &  HANDLES 


Housings 


DORMA  offers  a  wide  selec¬ 
tion  of  housings  and  handles 
for  glass  doors.  From  locking 
ladder  pulls  to  back-to-back 
pulls,  from  mortise  locksets 
to  simple  passage  housings, 
the  range  of  options  allows 
you  to  design  glass  office 

Handles 


fronts  that  function  precisely 
to  your  specification.  And  the 
variety  of  finishes  and  materi¬ 
als  means  you  can  choose  a 
handle  or  lock  that  perfectly 
complements  and  enhances 
your  office  front  design. 


Levers 


p-ERSIGHT 


DORMA  has  developed 
housings  that  reduce  glass 
preparation  and  provide 
maximum  clamping  area  and 
optimum  clamping  action. 


IAF-18-0224-A-001101 


HOUSINGS  &  HANDLES  /  STANDARD  FINISHES  /  SELECTOR  CHART 


Electronic  Access  Control 
DORMA  offers  comprehensive 
EAC  Solutions,  such  as  the  floor 
lock  shown  here  securing  the 
MAGNEO  Magnetic  Drive  Sliding 
Entrance  System. 


AMERICAN 

PVERSIGHT 


STANDARD  FINISHES 


SELECTOR  CHART:  FINDING  A  MATCH 


DORMA  INTERIOR  WALL  SYSTEMS 

PURE" 

PURE 

ENCLOSE" 

PRIVE" 

FUSION" 

DORMA 

REVEAL" 

Installation  Type 

Framed 

• 

• 

• 

• 

Frameless 

• 

• 

Sound 

Mitigation 

Low 

• 

Medium 

• 

• 

High 

• 

• 

Door  Type 

Pivoting 

• 

• 

• 

• 

Sliding 

• 

• 

• 

• 

Application  Type 

Office  Front 

• 

• 

• 

Executive  Office^ 

• 

Conference  Room 

• 

• 

Large  Conference  Room* 

• 

• 

• 

Entry 

• 

• 

*  Sound  mitigation;  Low  =  STC  range  18  to  22 

Medium  =  STC  range  23  to  34 
High  =  STC  range  35  to  45 

^  An  Executive  Office  incorporates  glass,  wood,  or 
electronic  access  control. 

^  A  Large  Conference  room  accommodates  more  than  9 
people  and  requires  a  pivoting  egress  door. 

“  Fusion  applications  based  on  PURE  Enclose  Pivoting 
systems  only. 
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DORMA 


AMERICAN 

PVERSIGHT 


DORMA 

Dorma  Drive,  Drawer  AC 
Reamstown,  PA 
800-523-8483 
www.dorma.com 
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MECHANICAL  SPECIFICATIONS 

PROJECT  REQUIREMENTS 

1.  PROVIDE  WORK  CONFORMING  IN  ALL  RESPECTS  TO  THE  LATEST  APPLICABLE  CODES  OF  THE 

AUTHORITIES  HAVING  JURISDICTION.  AND  ALL  APPLICABLE  RULES,  REGULATIONS,  LAWS  AND 
ORDINANCES  OF  FEDERAL  AND  LOCAL  AUTHORITIES.  INSTALL  ALL  EQUIPMENT  IN  COMPLIANCE  WITH 
ACCEPTED  INDUSTRY  STANDARDS  AND  MANUFACTURER'S  RECOMMENDATIONS. 

1.1. 

APPLICABLE  DESIGN  CODES  INCLUDE  THE  2012  FAMILY  OF  INTERNATIONAL  CODES  AS 
MODIFIED/ADOPTED  BY  THE  AUTHORITY  HAVING  JURISDICTION.  AHJ,  THIS  SHALL  INCLUDE  THE  2012 

ENERGY  CONSERVATION  CODE  AND  ANY  RELATED  DOCUMENTS. 

2. 

IN  ADHERENCE  WITH  THE  INTENT  OF  THESE  CONTRACT  DOCUMENTS,  PROVIDE  FINISHED  WORK, 

TESTED  AND  READY  FOR  OPERATION.  WHEREVER  THE  WORD  "PROVIDE"  IS  USED,  IT  SHALL  MEAN 
"FURNISH,  INSTALL,  BALANCE,  ADJUST.  AND  TEST,  COMPLETE  AND  READY  FOR  USE". 

3. 

THE  CONTRACTOR  SHALL  REVIEW  AND  COMPLY  WITH  ALL  PROJECT  REQUIREMENTS  AND  CODE 
REQUIREMENTS  FROM  THE  AHJ,  PERTAINING  TO  ENERGY  AND  GREEN  CONSTRUCTION. 

MECHANICAL  DRAWINGS  SPECIFICATIONS 

1. 

ALL  WORK  SHALL  BE  DONE  IN  ACCORDANCE  WITH  LOCAL  CODES.  THE  CONTRACTOR  SHALL  OBTAIN 

ALL  PERMITS  AND  CERTIFICATES  OF  INSPECTION  AND  INCLUDE  THE  COST  OF  SAME  IN  HIS 
CONTRACT. 

APPLICABLE  DESIGN  CODES  INCLUDE  THE  2012  VIRGINIA  MECHANICAL  CODE  AND  2012  VIRGINIA 

ENERGY  CONSERVATION  CODE. 

2. 

ALL  WORKMANSHIP,  MATERIALS,  AND  EQUIPMENT  SHALL  BE  GUARANTEED  FOR  A  PERIOD  OF  ONE 

YEAR  AFTER  ACCEPTANCE  BY  THE  OWNER. 

3. 

ALL  MATERIALS  WITHIN  PLENUMS,  SHALL  COMPLY  WITH  VMC  SECTION  602,  MATERIALS  SHALL  BE 
NONCOMBUSTIBLE  OR  SHALL  BE  LISTED  AND  LABELED  AS  HAVING  A  FLAME  SPREAD  INDEX  OF  NOT 

MORE  THAN  25  AND  A  SMOKE-DEVELOPED  INDEX  OF  NOT  MORE  THAN  50  WHEN  TESTED  IN 
ACCORDANCE  WITH  ASTM  E  84  OR  UL  723.  UNLESS  ALLOWED  BY  CODE. 

4. 

CONTRACTOR  SHALL  SALVAGE  AND  REUSE  AS  MUCH  EXISTING  EQUIPMENT,  SHEET  METAL 
DUCTWQRK  AND  FLEXIBLE  DUCTWORK  AS  POSSIBLE,  WHEN  THIS  MATERIAL  IS  SUITABLE  FOR  REUSE 

AND  PROPER  OPERATION. 

5. 

THE  SCOPE  OF  WORK  INDICATED  IN  THESE  DOCUMENTS  SHALL  INCLUDE  FULLY  FUNCTIONING 
MECHANICAL  SYSTEMS,  ADJUSTED,  TESTED,  AND  READY  FOR  USE.  PROVIDE  ALL  ITEMS  NECESSARY 

TO  COMPLETE  THE  SYSTEMS.  EXAMINE  THE  ARCHITECTURAL,  STRUCTURAL,  ELECTRICAL,  FIRE 

ALARM,  PLUMBING  AND  TELECOM  DRAWINGS  TO  BECOME  FAMILIARIZED  WITH  ALL  ASPECTS  OF 

THOSE  DESIGNS.  COORDINATE  WORK  WITH  THAT  TO  BE  PERFORMED  OR  INSTALLED  BY  OTHERS,  AND 

THAT  AFFECTING  MECHANICAL  SYSTEMS,  TO  DETERMINE  THE  EXTENT  OF  MECHANICAL  WORK 
REQUIRED.  INSTALL  ALL  WORK  IN  A  NEAT  WORKMANLIKE  MANNER. 

6. 

PROVIDE  A  TRAINING  SESSION  FOR  THE  LANDLORD'S  AND  TENANT'S  REPRESENTATIVES  AND/OR 
MAINTENANCE  PERSONNEL  TO  INSTRUCT  THEM  ON  THE  PROPER  OPERATION  AND  MAINTENANCE 
REQUIREMENTS  OF  EACH  SYSTEM  COMPONENT  IN  THIS  PROJECT.  PROVIDE  THIS  SESSION  IN 
ADDITION  TO  ANY  OTHER  SESSION  REQUIRED  BY  THE  CONTRACT  DOCUMENTS.  PROVIDE  THE 
MAINTENANCE  PERSONNEL  A  COMPLETE  SET  OF  NEW  FILTERS  FOR  ALL  EQUIPMENT. 

DUCTWORK 

7. 

DUCTWQRK  SHALL  BE  FABRICATED  FROM  FIELD  VERIFIED  DIMENSIONS.  PRIOR  TO  DUCT  FABRICATION 

CEILING  CLEARANCES  SHALL  BE  VERIFIED  WITH  STRUCTURE,  PIPES,  ETC.  DUCTWORK  SHALL  BE 
INSTALLED  PRIOR  TO:  PIPING,  PLUMBING,  SPRINKLERS,  LIGHTING  FIXTURES,  AND  ELECTRICAL  WORK 

TO  REDUCE  CONFLICTS. 

8. 

COORDINATE  WITH  ARCHITECT  THE  PAINT/FINISH  OF  NEW/EXISTING  DUCTWORKS.  STRUCTURAL 

BEAMS,  PIPING,  CONDUIT,  ETC.  AS  REQUIRED  FOR  THE  OPEN  AREAS. 

9. 

PROVIDE  CONSTANT  AIR  VOLUME  DUCTWORK  FABRICATED  OF  ZINC-COATED  SHEET  STEEL  SUITABLE 

FOR  2-INCH  STATIC  PRESSURE  CLASS  WITH  DUCT  REINFORCING  SPECIFIED  IN  THE  SMACNA 
RECTANGULAR  DUCT  REINFORCEMENT  TABLES  1-4  THROUGH  1-13.  TRANSVERSE  JOINTS  SHALL 

MEET  THE  SMACNA  JOINT  PERFORMANCE  CRITERIA  SPECIFIED  IN  THE  SMACNA  STANDARD. 
DUCTWORK  SEAL  SHALL  BE  CLASS  "B",  UNLESS  OTHERWISE  NOTED. 

ALL  DUCTWORK  DIMENSIONS  SHOWN  ON  PLANS  ARE  SHEET  METAL  DIMENSIONS. 

10. 

INSTALL  ALL  DUCTWORK  AND  HORIZONTAL  PIPING  AS  HIGH  AS  POSSIBLE,  ABOVE  THE  FINISHED 

CEILING,  UNLESS  NOTED  OTHERWISE.  PROVIDE  OFFSETS,  AS  REQUIRED,  TO  AVOID  ALL 
OBSTRUCTIONS. 

11. 

ALL  DUCTWORK  INDICATED  TO  BE  SOUND  LINED  SHALL  BE  INTERNALLY  INSULATED  WITH  1-INCH 

THICK,  2  POUND  DENSITY  INSULATION  WITH  A  MINIMUM  NRC  RATING  OF  0.75;  UNLESS  OTHERWISE 
DESIGNATED.  MAXIMUM  FLAME  AND  SMOKE  SPREAD  RATINGS  SHALL  BE  AS  DESIGNATED  IN  VMC 

604.3. 

LANDLORD  REQUIREMENTS; 

CONTRACTOR  SHALL  REVIEW  AND  BE  BOUND  BY  ALL  LANDLORD  RULES  AND  REQUIREMENTS. 
CONTRACTOR  SHALL  REVIEW  ALL  REQUIREMENTS  PRIOR  TO  SUBMISSION  OF  FINAL  PRICING. 

MECHANICAL  SYMBOLS  LIST 


I  26x12  I 

I  100  I 


I  I 


I  I 


NEW  RECTANGULAR  DUCT 

NEW  ROUND  DUCT 

EXISTING  RECTANGULAR  DUCT 
DUCT  TO  BE  DEMOLISHED 

DUCTWORK  WITH  1" 
ACOUSTICAL  SOUND  LINING 

DUCTWORK  WITH  2-HOUR 
FIRE  RATED  ENCLOSURE 

DUCT  RISING  UP 
DUCT  DROPPING  DOWN 
SUPPLY  DUCT 
RETURN  DUCT 

EXHAUST  DUCT 
TURNING  VANES 

NEW  FLEX  DUCT 
EXISTING  FLEX  DUCT 
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NEW  ROUND  RIGID  DUCT 
NEW  24"x24"  RETURN  GRILLE 

RELOCATED  24"  x  24"  RETURN  GRILLE 
EXISTING  24"  x  24"  RETURN  GRILLE 


NEW  24"  X  24"  CEILING  DIFFUSER 


RELOCATED  24"  x  24"  CEILING  DIFFUSER 


EXISTING  24"  x  24"  CEILING  DIFFUSER 

<D  KEYED  NOTE  TAG 

I  EF-#  I  EQUIPMENT  DESIGNATIONS 

EF  EXHAUST  FAN 

HP  WATER  SOURCE  HEAT  PUMP 


THESE  ARE  STANDARD  SYMBOLS  AND  MAY  NOT  ALL  APPEAR  ON  THE  CONTRACT  DRAWINGS. 
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OUTDOOR  AIR  SCHEDULE 


Project  Name:  lAF  12th  FI  S 

Unit  Total  Supply  Air:  4800  CFM 

Date:  12/06/17 

Unit  Total  Outdoor  Air  960  CFM 

Unit  Designation:  AC-13 

TOTAL  OUTSIDE  AIR  DELIVERED  TO  AC-14  SHALL  BE 
REBALANCED  TO  20%  OUTSIDE  AIR. 
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Room  Number 

Description 

Add  Rows  1 

Delete  Row  | 

Area 

(ftn 

(Az) 

Area 

Outdoor 

Air  Rate 
per  IMC 
Table 

403.3 

(Ra) 

Area 

Outdoor 

Air 

(RaAz) 

Occupant 
Load  Rate 
per  IMC 
Table 
403.3 
(People/ 
1000  ft2) 

Occupancy 

CxF/1000 

(Pz) 

Occupant 

Outdoor 

Air  Rate 
per  IMC 
Table 

403.3 

(Rp) 

Occupant 

Outdoor 

Air 

(RpPz) 

Breathing  Zone 
Outdoor  Air 
(Vbz  =  RpPz  + 
RaAz) 

Zone  Air 

Dstrlbudon 

Effectiveness 

(Ez) 

Zone 

Outdoor  Air 
(Voz  =  Vbz  / 
Ez) 

Supply  Air 
Design 
(Vpz) 

Secondary 

Recirculated 

Air 

Outdoor  Air 

Fraction 

(Zp=Voz/ 

Vpz) 

1230A 

OFFICE 

130 

0.06 

8 

30 

4 

5 

20 

28 

1  ^ 

28 

100 

0 

0.280 

EXISTING  CONFERENCE 

980 

0.06 

59 

50 

49 

5 

245 

304 

1  ■' 

304 

1000 

0 

0.304 

EXISTING  OFFICE 

6172 

0.06 

370 

5 

31 

5 

155 

525 

1  ^ 

525 

3700 

0 

0.142 

Totals 

7282 

437 

84 

420 

857 

857 

4800 

0.304 

Do  not  utilize  Occupant  Diversity 
without  specific  approval  from  the 
Authority  Having  Jurisdiction 


Occupant  Diversity 

D  =  Ps/^all  zones  Pz  Total  Required  Outdoor  Air 


I  o.scio 


762 


Ey 

0.850 


System  Population  (Ps) 


Uncorrected  O.A. 

Vou  =  D  ^all  zones  RpPz  +  Xall  zones 
RaAz 


Percentage  of  Outdoor  Air 


Diversity  -»  I  ^ 


647 


16% 


EZOF  1.0  IS  USED  BECAUSE  ALL  SKIN  LOADS  ARE  HANDLED  WITH  PERIMETER  HP'S.  INTERIOR  SYSTEM  IS  ALWAYS  AT  OR  BELOW  ZONE  TEMPERATURE. 


Method 


IMC  Chart 
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CONTENTS 

Hardware  for  Manual  Sliding  Door  Systems 

DORMA  AGILE  150  Systems 

AGILE  150  /  AGILE  150  Syncro 

3 

AGILE  150  Typical  Assemblies 

4 

AGILE  150  Parts 

6 

AGILE  150  /  AGILE  150  Syncro  Accessories 

7 

AGILE  150  Laminated  Glass  Accessories 

7 

AGILE  150  End  Cap  and  Brush  Profile 

8 

DORMA  RS  120  /  DRS  120  Systems 

RS  120  /  RS  120  Syncro  /  DRS  120 

9 

RS  120  Typical  Assemblies 

10 

DRS  120  Typical  Assemblies 

11 

RS  120  /  RS  120  Syncro  Sliding  Gear 

12 

RS  120  /  RS  120  Syncro  /  DRS  120  Parts 

13 

RS  120  /  RS120  Syncro  /  DRS  120  Accessories 

14 

Accessories 

General  Accessories 

15 

IAF-18-0224-A-001106 

2 


DORMA 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  AGILE  150  SYNCRO 


DORMA  AGILE  150  /  AGILE  150  SYNCRO 

Sleek  Design  -  Sophisticated  Technology 


Compact  and  durable 
Combining  versatility  and 
durability  with  sleek  European 
design,  the  AGILE  150  system  is 
suitable  for  use  with  glass,  wood, 
composite,  or  metal  sliding  doors. 
The  AGILE  150  system  operates 
on  a  compact  track  with  the  roller 
assembly  hidden  inside.  The  track 
can  be  mounted  on  a  wall,  ceiling 
or— for  the  sleek  appearance  of  no 
track  at  all— recessed  into  the 
ceiling  to  give  the  appearance  of 
an  all  glass  sliding  door.  In 
addition  to  its  aesthetic  benefits, 
the  AGILE  150  system  provides 
superior  versatility  in  installation 
and  maintenance.  No  glass  drilling 
or  machining  is  required  for 
installation. 

Minimal  gap 

The  compact  dimensions  of  the 
AGILE  150  track  profile  and  its 
enclosed  roller  assembly  allow  for 
minimal  clearances  between  the 
glass  and  wall  or  glass/glass 
components. 


Sophisticated 
track  roller  technology 
The  AGILE  150  meets  a  wide 
range  of  demanding  customer 
requirements.  Just  two 
maintenance-free  clamp-type 
carriers  support  and  transport 
glass  panels  weighing  up  to  330  lb 
(150  kg),  with  a  maximum  height 
of  108"  (2.74  m).  The  carriers  use 
the  same  track  roller  technology  as 
the  DORMA  HSW  horizontal  sliding 
wall  systems,  which  has  proven 
successful  over  many  years. 
Regarding  ease  of  operation, 

AGILE  requires  only  4%  of  the 
overall  maximum  door  mass  to 
overcome  initial  friction  and  set 
the  door  in  motion.  Even  large 
doors  can  be  operated  with 
minimal  effort. 

Reliable  stop 

Specially  developed  catch-type 
buffers  gently  decelerate  the 
panels  and  reliably  hold  them  in 
both  their  closed  and  opened 
states. 


Elegant  floor  guide 
The  AGILE  150  features  an 
attractive  zinc  die  cast  floor  guide 
that  can  be  adjusted  for  different 
glass  sizes.  It  uses  a  rotating 
plastic  insert  to  safely  guide  glass 
elements  from  5/16"  (8  mm)  to 
9/16"  (14  mm)  thick. 

One  system  -  many  solutions 
The  AGILE  150  is  truly  versatile. 
The  system  can  be  mounted  at  the 
wall,  to  the  ceiling,  or  along  a 
header  in  either  its  single-panel  or 
double-panel  configuration,  and 
with  or  without  fixed  sidelites. 

No  glass  preparation 
With  the  AGILE  150,  drilling 
and  cutting  glass  panels  is 
unnecessary.  Using  its  extensive 
expertise  in  glass  fabrication, 
DORMA  has  designed  the  fittings 
so  that  a  simple  clamping  action 
safely  secures  the  panels.  The 
uncomplicated  installation  is 
simple  and  quick.  The  standard 
variable  clamp-type  carriers  can 
accommodate  glass  thicknesses 
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from  3/8"  (10  mm)  to  1/2"  (12 
mm).  Even  after  installing  the  glass 
panels,  the  clamp-type  carriers 
enable  you  to  make  vertical 
adjustments  of  +/-3/16"  (5  mm) 
as  required. 

Long  service  life 

To  ensure  a  long  service  life  for  the 
AGILE  150,  DORMA  has  subjected 
the  system  to  extensive  tests 
involving  more  than  100,000 
operating  cycles.  And  because  it  is 
highly  corrosion  resistant,  you  can 
install  and  use  the  AGILE  150  in 
damp  areas  with  complete 
confidence. 

Convenient  Syncro  version 
The  AGILE  system  is  also  available 
in  a  Syncro  version  that  makes  use 
of  a  virtually  invisible  and  thoroughly 
proven  cable  and  pulley  return 
system.  In  this  configuration, 
double-paneled  sliding  door  sets 
open  and  close  as  bi-parting  doors 
when  just  one  of  the  panels  is 
operated. 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  TYPICAL  ASSEMBLIES 


TYPICAL  ASSEMBLIES 

— -  TL  =  GW  X  2 


GW  =  OW  4- 

(60  mm) 


Features  and  Data 
DORMA  AGILE  150 

For  installations  with  one  or  two 
door  ieaves,  mounted  to  waii  or 
ceiling;  for  3/8'  (10  mm)  and 
1/2'  (12  mm)  giass  thickness 

Max.  weight  of  door  leaves 
330  lb  (150  kg) 

Max.  height  of  door  leaves 
108'  (2.74  m) 

Calculation  of  glass  height 
GH  =0H-  1-1 1/16'  (43  mm) 
or 

GH  =  DLO  +  3/4'  (20  mm) 

(see  drawing) 

Calculation  of  giass  width 
GW  =  OW  +  2-3/8'  (60  mm) 

[min.  19-11/16'  (500  mm)] 

Torque  for  screws 
in  the  clamp-carriers 
9  Ib-ft  (12  Nm) 


GW  Glass  width 

TL  Track  length 

GH  Glass  height 

OH  Opening  height 

OW  Opening  width 

DLO  Daylight  opening  (bottom  of 
track  to  finished  floor) 
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Track  fixed  to  ceiling 


9_7/1C" 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  TYPICAL  ASSEMBLIES 


- T 

L - ► 

-  T 

L  - 

I 

I 

SW=GW 

SW  =  GW 

,  SW  =  GW  , 

I  +  1-3/16“  (30  mm) 

i 

*+  1-3/16"  (30  mm)" 

3/16“  (4  mm) 

”+  1-3/16“  (30  mm) 

■■ 

Features  and  Data 
DORMA  AGILE  150 

For  installations  with  one  or 
two  door  leaves,  with  sidelltes; 
for  3/8"  (10  mm)  and  1/2' 

(12  mm)  glass  thickness 

Max.  weight  of  door  leaves 
330  lb  (150  kg) 

Max.  height  of  door  leaves 
108’  (2.74  m) 

Calculation  of  glass  height 
Sliding  panels: 

GH  =  OH -1-11/16’  (43  mm) 
(see  right  drawing) 

SIdelltes: 

SH  =  OH  -  1-7/8’  (48  mm) 
(see  left  drawing) 

Calculation  of  glass  width 
Sliding  panels: 

GW  =  TL/2 

[min.  19-11/16’  (500  mm)] 
Sidelltes: 

SW  =  GW  -I- 1-3/16’  (30  mm) 

Torque  for  screws 
in  the  clamp-carriers 


2-13/16" 


1-5/8" 


1-3/iy 

I 


9  Ib-ft 

(12  Nm) 

GW 

Glass  width 

TL 

Track  length  /  ✓ 

GH 

Glass  height 

SH 

Sidelite  height  (fixed  panel) 

OH 

Opening  height 

SW 

Sidelite  width  (fixed  panel) 

X 

5/8'  for  3/8*  glass  (16  mm  for  10  mm  glass) 
9/16*  for  1/2*  glass  (14  mm  for  12  mm  ^ass) 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  PARTS 


Single  parts  for  version  without  sidelites  Single  parts  for  version  with  sidelites 


AGILE  150  Track  Profile 
ceiling  or  wall  mount 
(for  Installation  without  sidelites), 
drilled,  stock  length  157"  (4  m) 
Ref.  No.  807.340 
•  Weight  in  Ib/ft  (kg/m) 

1.4  (1.910) 

Cover  profile  807.341/342  must 
be  ordered  separately. 


AGILE  150  Syncro  Track 
celling  mount 

(for  installation  without  sidelites), 
stock  length  157'  (4  m) 

Ref.  No.  807.353 

Cover  profile  807.341  must  be 
ordered  separately. 


AGILE  150  Syncro  Track 
Profile  wall  mount 
(for  Installation  without  sidelites), 
drilled,  stock  length  157"  (4  m) 
Ref.  No.  807.355 
Ref.  No.  807.354 

(mounting  between  walls) 

Angle  profile  807.342  must  be 
ordered  separately. 


AGILE  150  Cover  Profile, 
celling  mount 

(for  installation  without  sidelites), 
stock  length  157'  (4  m) 

Ref.  No.  807.341 
■  Weight  in  Ib/ft  (kg/m) 

0.38  (0.52) 

For  use  with  807.340/353  Track  Profile. 


AGILE  150  Angle  Profile, 
wall  mount,  drilled, 
stock  length  157"  (4  m) 

Ref.  No.  807.342 
•  Weight  in  Ib/ft  (kg/m) 

1.06  (1.450) 

For  use  with  807.340/355  Track  Profile 


AGILE  150  Wood 
Door  Adaptor  Profile, 
drilled,  for  wood  doors  from 
1-1/16"  (28  mm)  to  1-3/4”  thick, 
44  mm  stock  length  157’  (4  m) 
Ref.  No.  807.369 


AGILE  150  Track  Profile 
ceiling  mount,  drilled, 

(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.360 
•  Weight  in  Ib/ft  (kg/m) 

1.92  (2.623) 


The  sidelite/edge  profile  807.361  ar>d 
view  protection  profile  807.362  must  be 
ordered  separately. 


AGILE  150  Syncro 
Track  ceiling  mount 
(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.373 

The  sidelite/edge  profile  807.361  and 
view  protection  profile  807.362  must  be 
ordered  separately. 


AGILE  150  Sidelite 
ceiling  mount  profile 
(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.361 
■  Weight  in  Ib/ft  (kg/m) 

0.26  (0.348) 

For  use  with  807.360/373. 


AGILE  150  View  Protection 
ceiling  mount  profile 
to  cover  gap  in  entry  area 
(for  installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.362 
•  Weight  in  Ib/ft  (kg/m) 

0.30  (0.405) 

For  use  with  807.360/373. 


AGILE  150  Sidelite  Inlaid 
profile,  ceiling  mount 
to  cover  gap  in  sidelite  area 
(for  Installation  with  sidelites), 
stock  length  157"  (4  m) 

Ref.  No.  807.364 

For  use  with  807.360/373  track. 


AMERICAN - - 

PVE”™*  IGHT 


IAF-18-0224-A-001110 


HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  SYNCRO  ACCESSORIES  FLOOR  GUIDES 


AGILE  150/AGILE 


AGILE  150  accessory  set 
3/8"  (10  mm)  to  9/16”  (14  mm) 
glass  door  thickness 
Max.  panel  weight 
330  lb  (150  kg) 

Set  includes: 

2  rollers,  2  track  stops,  and 
1  floor  guide 

Ref.  No.  807.725 


15/16" 

(24  mm) 


AGILE  150  floor  guide 
adjustable  for  3/8"  (10  mm), 
1/2"  (12  mm),  and  9/16 
(13.5  mm)  glass  thickness 
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150  SYNCRO  ACCESSORIES 


AGILE  150  commercial/wood 
door  accessory  set 
1-1/16"  (28  mm)  to  1-3/4" 
(44  mm)  door  thickness 
Max.  panel  weight 
330  lb  (150  kg) 

Set  includes: 

2  rollers,  2  track  stops,  and 
1  wood  door  floor  guide 
Ref.  No.  807.845 


AGILE  150  Syncro  set 
for  2-panel  synchronously 
opening  system. 

Max.  panel  width: 

39-3/8"  (1000  mm) 

Max.  panel  weight: 

176  lb  (80  kg) 

Set  includes: 

2  X  accessory  set 
1  X  deflection  device 
incl.  cable,  adjustable 


Ref.  No..  807.330 

Track  profiles  etc.  to  be  ordered 
separately. 

NOTE:  AGILE  track  rail/wall 
angle  must  be  prepared  for  syncro 
system  before  installing  it. 

Please  read  the  mounting 
instructions  carefully. 


Ref.  No.  807.326 
Weight  in  Ib/ft  (kg/m): 
0.21  (0.094) 


AGILE  150  wood 
door  floor  guide 
Ref.  No.  807.226 


Laminated  glass  accessories 

Ref.  No.  934.801 
3M™  Scotch-Weld™  EPX™  plus 
II  applicator  with  2:1  and  1:1 
plunger 


Ref.  No.  934.800 
3M™  Scotch-Weld™  Urethane 
Adhesive,  DP  605  NS,  off  white, 
1  tube  per  4  roller  carriers 


Ref.  No.  934.802 

3M™  Scotch-Weld™  EPX™  plus 

II  mixing  square  nozzle,  5.3  mm 


Ref.  No.  807.640 
Laminated  glass  component,  pair 
of  clamp  carrier  plates,  backset, 
and  screws 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  AGILE  150  END  CAPS  BRUSH  PROFILE 


AGILE  150  End  Cap 


AGILE  150  endcap 
2-1/4"  (57  mm) 
for  wall  mount  track 
Ref.  No.  807.340/342 
Ref.  No.  807.720 
Weight  in  lb  (kg): 

0.03  (0.014) 


AGILE  150  endcap 
2-1/8"  (54  mm) 
for  ceiling  mount  track 
Ref.  No.  807.340/341 
Ref.  No.  807.721 
Weight  in  lb  (kg): 

0.03  (0.014) 


AGILE  150  endcap 
2-7/8”  (72  mm) 
for  track  with 
sidelite  installation 
Ref.  No.  807.360 
Ref.  No.  807.722 
Weight  in  lb  (kg): 
0.03  (0.014) 


AGILE  150  Brush  Profile 


Flat  bar  by  others 


Brush  profile 

for  gaps  up  to  1/2"  (13  mm), 
stock  length  118'  (3  m) 

Ref.  No.  807.400 

Brush  profile 
for  gaps  up  to 
11/16'  (18  mm), 
stock  length  118'  (3  m) 


Track  brush 
Ref.  No.  807.385 
stock  length  49'  (1.3  m) 


Ref.  No.  807.402 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  RS  120  SYNCRO  DRS  120 


DORMA  RS  120  /  RS  120  SYNCRO  /  DRS  120 


Rugged  Construction  -  Easy  Operation 


Rugged  track 

The  DORMA  RS  120  and  DRS 
120  feature  a  hollow  profiled 
aluminum  track  that  is  light,  yet 
rugged  and  resistant  to  twisting. 
It  can  be  mounted  directly  under 
the  ceiling  or  onto  a  wall.  Cutting 
to  the  required  size  is  simplicity 
itself.  The  raised,  convex  profiie 
of  the  rail  surface  prevents 
dust  and  dirt  from  collecting. 

Clip-on  covers 
The  RS  120  covers  are 
aluminum  and  easily  clipped 
onto  the  track.  If  the  track  is  top 
mounted  onto  the  ceiling,  the 
covers  are  used  on  both  sides;  if 
the  track  is  side  mounted,  the 
cover  is  used  on  the  exposed 
side  only.  The  covers  also  can 
easily  be  cut  to  size. 

The  DRS  120  utilizes  the 
RS  track  with  DORMA  DRS 
ciamp-on  rails.  Rail  heights  are 
available  in  3-5/8',  4”,  6’,  and 
10"  tail.  Snap-on  covers  make 
installation  quick  and  easy. 


Sidelite  profile 

A  special  profile  to  be  hung  and 
screwed  into  the  track  is 
available  for  systems  that  include 
fixed  sideiites.  The  sidelite 
profiie  ensures  the  correct 
mounting  distance  between  the 
glass  and  the  track.  Sidelite 
profiles  can  be  provided  with 
clip-on  covers.  Also,  protection 
profiles  are  available  to  cover 
from  below  where  sidelite 
profiles  are  exposed  in  the 
passage  area. 

Gentle,  easy  action 
The  carriers  run  on  large  nylon 
wheels  with  needle  bearings, 
giving  a  quiet  and  very  low  friction 
ride.  They  are  made  from  high 
grade,  glass-fiber-reinforced 
nylon,  which  is  corrosion 
resistant  and  extremely  strong. 

End  stop  and  holder 
An  ingenious  device  within  the 
track  operates  as  a  cushioned 
end  stop,  retaining  the  door 
securely  in  the  end  positions. 


Syncro  version 

The  RS  120  Syncro  features  a 
cable  and  deflection  device  for 
synchronously  opening  a  bi-panel 
installation.  Opening  one  panel 
automatically  opens  the  other,  so 
a  minimum  of  effort  leads  to  the 
maximum  opening  width. 

No  glass  preparation 
DORMA  has  extensive  experience 
working  with  tempered  glass,  which 
has  led  to  the  development  of  a 
mechanism  for  clamping  glass 
panels  within  the  DORMA  RS 
sliding-door  gear.  Drilling  or 
cutting  the  glass  panels  is 
unnecessary.  The  clamping 
mechanism  also  allows  you  the 
flexibility  of  adjusting  the  height 
of  the  doors  after  they’ve  been 
hung,  without  dismantling  them. 


PVERSIGHT 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  TYPICAL  ASSEMBLIES 


TYPICAL  ASSEMBLIES 


- 1 

—  GW  ^ 

L - 

—  GW  ^ 

_ 

_  _  _  _ 

3/16"  i 

Sidelite 
panel  left. 

^4  mm)  I 

Sidelite 
panel  right. 

behind 

behind 

SW  =  GW  + 

SW  =  GW  + 

1-9/16"  (40  mm) 

k 

1-9/16"  (40  mm) 

gyi}  — ^ 

Sidelite 
panel  left, 
behind 

SW  =  GW  + 

1-9/16"  (40  mm) 

Features  and  Data 
DORMA  RS  120 

For  one  or  more  door  leaves,  with 
or  without  sidelites;  3/8"  (10  mm) 
and  1/2'  (12  mm)  glass  thickness. 


Maximum  weight  of  door  ieaves 


No.  of 

max  weight 

carriers 

per  door  leaf 

2 

264  lb  (120  kg) 

3 

330  lb  (150  kg) 

Caiculation  of  glass  height 
Height  of  sliding  door  leaf: 
GH=  OH -4-5/8' (118  mm) 
(see  left  drawing) 

Height  of  sidelite: 

SH  =  OH  -  2-3/4'  (70  mm) 

+  insert  into  floor  (see  right 
drawing) 

Calculation  of  glass  width 
Width  of  sliding  door  leaf: 

GW  =  TL/2  [min.  19-11/16' 
(500  mm)] 

Width  of  sidelite: 

SW  =  GW  +  1-9/16'  (40  mm) 

Torque  for  screws  in  the 
clamping  patches 
15  Ib-ft  (20  Nm) 


AMERICAN 

PVE“^  IGHT 


Without 

Sidelite 


2“(51.5nm) 


5/16r 


~h-h 

I 


(28  mm) 

ys-atiir 


(10  or  12  mm) 
tempered  glass 

3/16-  7/8- 


(5  mm) 


7 

*±  3/16"  (5  mm) 


(20  mm) 


With 

Sidelite 


2-7/8" 


(23  mm) 


GW  Glass  width 

TL  Track  length 

GH  Glass  height 

SH  Sidelite  height  (fixed  panel) 

OH  Opening  height 

SW  Sidelite  width  (fixed  panel) 


Adjustable 
floor  guide 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS 


DRS  120  TYPICAL  ASSEMBLIES 


- -  TL  =  C 

- -  GW  - — 

.Wx2  - — 

t 

« 

SW  =  GW-i- 
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1. 

Features  and  Data 
DORMA  DRS  120 

For  one  or  more  door  leaves,  with 
or  without  sidelites;  3/8’  (10  mm) 
and  1/2"  (12  mm)  glass  thickness. 


Maximum  weight  of  door  leaves 


No.  of 

max  weight 

carriers 

per  door  leaf 

2 

264  lb  (120  kg) 

3 

330  lb  (150  kg) 

Calculation  of  glass  height 
Height  of  sliding  door  leaf: 

GH  =  OH -5-15/16’ (151  mm) 

Height  of  sidelite: 

SH  =  OH -6-3/4’ (171  mm) 

Calculation  of  glass  width 
Width  of  sliding  door  leaf: 

GW  =  OW  +  1-3/8’  (35  mm) 


1-7/8’ 


i(47.5  mm) 


15/16’ 


(24  mm) 


X 

o 


s  S 


?  ° 

- 

It 

gc 

a: 

u 

*3/8"  (10  mm)  or 
1/2"  (12  mm) 
TEMPERED 
GLASS 


1-15/16" 


(49  mm) 


TEMPERED 


15/16" 


(24  mm) 


GUSS* 


X 

o 


- 1/4"  (6  mm) 


1/4"  (6  mm) 


1/4"  (6  mm)  — ^ 


Width  of  sidelite: 

SW  =GW  -I-  1-3/8’  (35  mm) 


Torque  for  screws  in  the 
clamping  patches 

15  Ib-ft  (20  Nm) 

GW 

Glass  width 

TL 

Track  length 

GH 

Glass  height 

SH 

Sidelite  height  (fixed  panel) 

OH 

Opening  height 

OW 

Opening  width 

SW 

Sidelite  width  (fixed  panel) 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  /  RS  120  SYNCRO  SLIDING  GEAR 


RS  120  /  RS  120  SYNCRO  SLIDING  GEAR 


7-7/8“  (200  mm) 


Sliding  door  gear  RS  120 
consisting  of  1  track,  2  carriers 
with  ciamping  patches  and 
support  screw  for  3/8“  (10  mm) 
and  1/2"  (12  mm)  giass  thick¬ 
ness,  2  end  stops,  and  1  fioor 
guide. 


IGHT 


Sliding  door  gear 

RS  120  Syncro 

For  2-panei  synchronously 

opening  system, 

max.  panel  width 

2  X  39-3/8*  (1000  mm) 

max.  panel  weight 

176  lb  (86  kg) 

per  panel,  consisting  of: 

2  X  accessory  set  907.125 
1  X  deflection  device  incl.  cable, 
adjustable 
Ref.  No.  907.150 

The  folkming  parts  must  be  ordered 
separately:  sidelite  profile,  cover  profile, 
view  protection  profile. 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  RS  120  /  RS  120  SYNCRO  /  DRS  120  PARTS 


INDIVIDUAL  PARTS  RS  120  /  RS  120  SYNCRO  /  DRS  120 


RS  Track 

prepared  for  ceiling  or  wall 
mount,  stock  length  157“  (4  m) 
Ref.  No.  907.121 
Weight  in  Ib/ft  (kg/m); 

0.99  (1.355) 


Endcap 

track  connected  to  ceiling, 
including  screws 
Ref.  No.  907.129 
Weight  in  lb  (kg): 

0.08  (0.037) 


Endcap 

track  connected  to  wall, 
including  screws 
Ref.  No.  907.127 
Weight  in  lb  (kg): 

0.08  (0.037) 


RS  Cover  profile 
stock  length  157“  (4  m) 
*Snap  on  covers  for 
RS  Track  907.121 
Ref.  No.  907.140 
Weight  in  Ib/ft  (kg/m): 
0.61  (0.826) 


RS  Sidelite  profile 
connectable  to  track, 
non  prepared, 
stock  length  157“  (4  m) 
Ref.  No.  907.122 
Weight  in  Ib/ft  (kg/m): 
1.23  (1.680) 


RS  Bottom  view 

protection  profile 

(only  in  combination  with  sidelite 

profile  07.122  and  cover  profile 

07.140) 

stock  length  157“  (4  m) 

Ref.  No.  907.138 
Weight  in  Ib/ft  (kg/m): 

0.12  (0.164) 


AMERICAN 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  ACCESSORIES 


RS  120  /  RS  120  SYNCRO  /  DRS  120  ACCESSORIES 


Set  of  accessories 

Set  of  accessories  for 

RS  120  /  RS  120  Syncro 

for  RS  120 

RS  120  Syncro 

floor  guide 

consisting  of  2  carriers  with 

consisting  of 

adjustable 

clamping  patches — 3/8"  (10 

2  X  Ref.  No.  907.125, 

Ref.  No.  907.126 

mm)  and  1/2'  (12  mm)  glass 

Syncro  cable 

Weight  in  lb  (kg): 

thickness  — and  support  screw, 

2  end  stops  with  safety  catch,  1 

Ref.  No.  907.160 

0.05  (0.024) 

floor  guide 

Additional  carrier  with 

Ref.  No.  907.125 

clamping  patches 

3/8"  (10  mm)  and 

1/2'  (12  mm)  thickness 
max.  panel  weight 

330  lb  (150  kg) 

Ref.  No.  907.123 

DRS  120  floor  guide 
adjustable 
Ref.  No.  932.988 
Weight  in  lb  (kg): 
0.05  (0.024) 


Set  of  accessories 
for  DRS  120 

consisting  of  2  rollers  with 
mounting  brackets  and  guide, 
2  end  stops,  1  floor  guide 
Ref.  No.  consult  factory 


AMERICAN  IAF.18.0224-A-001118 
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HARDWARE  FOR  MANUAL  SLIDING  DOOR  SYSTEMS  ACCESSORIES 


GENERAL  ACCESSORIES 


Hook  lock 

for  sliding  doors,  prepared 
for  Europrofiie  cylinder,  left 
hand  and  right  hand,  with 
lock  keeper  plate,  suitable 
for  lever  handles  with  follower 
Ref.  No.  905.202 
Weight  in  lb  (kg): 
aluminum  2.92  (1.325) 

Strike  box 

to  suit  hook  lock  (905.202), 
non-handed,  only  to  be  used 
with  bi- parting  systems 
Ref.  No.  905.201 
Weight  in  lb  (kg): 
aluminum  1.96  (89) 


*Left/right  hand  (illustration  shows  left  hand)  is  determined  by  view  from  hanging  side. 


Europrofile  cylinder 
key/thumbturn,  handed  (please 
specify  right/left  hand) 

Ref.  No.  901.004  (LH) 

Ref.  No.  901.002  (RH) 


Set  of  lever  handles 
Flat  handles 

Available  in  101  Clear  Anodized 
or  107  Aluminum  similar  to  Satin 
Stainless  Steel  finishes 

Ref.  No.  910.314 


Set  of  lever  handles 

Tubular  handles 

Available  in  101  Clear  Anodized 

or  107  Aluminum  similar  to  Satin 

Stainless  Steel  finishes 

Ref.  No.  910.301 


Glass  Cut 


1-15/16" 
(50  mm) 


Flush  pull 

aluminum,  to  be  glued 
onto  the  glass — 
requires  glass  cut 
Ref.  No.  907.200 
Weight  in  lb  (kg): 

0.16  (0.072) 
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www.dorma.com 


DORMA  USA,  Inc. 
Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567 
Tel:  800  523  8483 
Fax:  800  274  9724 
archdw@dorma-usa.com 


DORMA  Canada 

1680  Courtney  Park  Drive,  Unit  13 
Mississauga,  Ontario  L5T  1R4 


DORMA  Mexico 

Calle  Sur  110  no.  63,  Col.  Toiteca 
01150  Mexico,  D.F. 


Tel:  800  387  4938  Tel:  5255  5272  6937 

Fax:  905  670  5850  Fax:  5255  5272  6948 

www.dormacanada.com  |^pO[3|^a02^d^DC^33pjjt2'0^ 
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ACORCf 


CERTIFICATE  OF  LIABILITY  INSURANCE 


DATE  (MM/DD/YYYY) 

10/3/2017 


THIS  CERTIFICATE  IS  ISSUED  AS  A  MATTER  OF  INFORMATION  ONLY  AND  CONFERS  NO  RIGHTS  UPON  THE  CERTIFICATE  HOLDER.  THIS 
CERTIFICATE  DOES  NOT  AFFIRMATIVELY  OR  NEGATIVELY  AMEND,  EXTEND  OR  ALTER  THE  COVERAGE  AFFORDED  BY  THE  POLICIES 
BELOW.  THIS  CERTIFICATE  OF  INSURANCE  DOES  NOT  CONSTITUTE  A  CONTRACT  BETWEEN  THE  ISSUING  INSURER(S).  AUTHORIZED 
REPRESENTATIVE  OR  PRODUCER,  AND  THE  CERTIFICATE  HOLDER. 


IMPORTANT:  If  the  certificate  holder  is  an  ADDITIONAL  INSURED,  the  policy(ies)  must  have  ADDITIONAL  INSURED  provisions  or  be  endorsed. 
If  SUBROGATION  IS  WAIVED,  subject  to  the  terms  and  conditions  of  the  policy,  certain  policies  may  require  an  endorsement.  A  statement  on 


PRODUCER 

HMS  Insurance  Associates,  Inc. 
20  Wight  Ave  Suite  300 
Hunt  VaiieyMD  21030 


name*''^  Darlene  Placek 

S;gL.E»t.  443-632-3399 

443-632-3484 

dplacek@hmsia.com 

INSURER(S)  AFFORDING  COVERAGE 

NAIC# 

INSURER  A  Charter  Oak  Fire  Ins.  Co. 

25615 

INSURER  B  The  Phoenix  Ins.  Co. 

25623 

INSURER  c  Travelers  Property  Casualty  Co.  of  America 

25674 

INSURER  D  Farmington  Casualty 

41483 

INSURER  E  The  Travelers  Indemnity  Co. 

25658 

INSURER  F 

INSURED 

Capitai  Construction  Group  LLC 
3321  12th  Street  NE 
Washington  DC  20017 


CAPiCON-01 


COVERAGES 


CERTIFICATE  NUMBER:  1145081983 


REVISION  NUMBER: 


THIS  IS  TO  CERTIFY  THAT  THE  POLICIES  OF  INSURANCE  LISTED  BELOW  HAVE  BEEN  ISSUED  TO  THE  INSURED  NAMED  ABOVE  FOR  THE  POLICY  PERIOD 
INDICATED.  NOTWITHSTANDING  ANY  REQUIREMENT,  TERM  OR  CONDITION  OF  ANY  CONTRACT  OR  OTHER  DOCUMENT  WITH  RESPECT  TO  WHICH  THIS 
CERTIFICATE  MAY  BE  ISSUED  OR  MAY  PERTAIN,  THE  INSURANCE  AFFORDED  BY  THE  POLICIES  DESCRIBED  HEREIN  IS  SUBJECT  TO  ALL  THE  TERMS, 
EXCLUSIONS  AND  CONDITIONS  OF  SUCH  POLICIES.  LIMITS  SHOWN  MAY  HAVE  BEEN  REDUCED  BY  PAID  CLAIMS. 

fOTDCrSOBRj  POUCYEFFnwSJCYEXP  r7.«-ro 

INSD  WVD  POLICY  NUMBER  I  (MM/DD/YYYY)  (MM/DD/YYYY)  UMITS 


INSR 

LTR 


TYPE  OF  INSURANCE 


GENL  AGGREGATE  L  MR  APPL  ES  PER: 
POLICY  [X]  JECT  EZI  LOC 


COMMERCIAL  GENERAL  LIABIUTY 
CLAIMS-MADE  OCCUR 


CO7J05589A 


7/26/2017 


7/26/2018 


OTHER: 


EACH  OCCURRENCE 
DAMAGE  lOKbNIbD - 

PREMISES  (Ea  occurrence) 


$1,000,000 


$300,000 


MED  EXP  (Any  one  person) 


PERSONAL  &  ADV  INJURY 


GENERAL  AGGREGATE 


PRODUCTS  -  COMP/OP  AGG 


COMBINED  SINGLE  LIMR 

(Ea  accident) 


$5,000 


$1,000,000 


$2,000,000 


$2,000,000 


AUT( 


OMOBILE  LIABIUTY 
ANY  AUTO 


OWNED 
AUTOS  ONLY 
HIRED 

AUTOS  ONLY 


BA7J057568 


7/26/2017 


7/26/2018 


*1,000,000 


BODILY  INJURY  (Per  person) 


SCHEDULED 
ALROS 
NON-OWNED 
AUTOS  ONLY 


BODILY  INJURY  (Per  accident) 

PROPER  I Y  DAMAGE 

(Per  accident) 


UMBRELLA  LIAB 
EXCESS  LIAB 


DED 


OCCUR 

CLAIMS-MADE 


CUP7J060966 


7/26/2017 


7/26/2018 


EACH  OCCURRENCE 


$5,000,000 


AGGREGATE 


$5,000,000 


RETENTION  $10,000 


WORKERS  COMPENSATION 
AND  EMPLOYERS’  LIABIUTY  y ,  ^ 

ANY  PROPRIETOR/PARTNER/EXECUnVE 
OFFICER/MEMBER  EXCLUDED? 

(Mandatory  in  NH) 

If  yes,  describe  under 
DESCR  PTION  OF  OPERATIONS  below 


UB7J055213 


7/26/2017 


7/26/2018 


V  PER 
^  STATUTE 


OTH¬ 

ER 


MD/DC/VA 


N/A 


E.L  EACH  ACC  DENT 


SI, 000,000 


E.L  DISEASE  -  EA  EMPLOYEE 


SI, 000,000 


E.L  DISEASE  -  POLICY  LIMIT 


SI, 000, 000 


Leased/Rented  Equip 


TBD 


7/26/2017 


7/26/2018 


Limit 


$10,000 


DESCRIPTION  OF  OPERATIONS  /  LOCATIONS  /  VEHICLES  (ACORD  101,  AddiUonal  Remadcs  Schedule,  may  be  attached  if  more  space  is  required) 

1325-1331  Pennsyivania  Ave.,  NW,  Washington,  DC 

Nationai  Piace  -  Nationai  Piace  Lease  Company,  LLC;  Nationai  Piace  Land  Company,  LLC;  QDC  Property  Management,  inc.,  and 
Westdeutsche  ImmobiiienBank,  AG,  and  the  agents,  representatives,  officers,  directors,  and  empioyees  of  each  are  inciuded  as  additionai 
insureds  for  automobiie  iiabiiity,  generai  iiabiiity  (for  on-going  and  compieted  operations),  and  umbreila  when  required  by  a  written  contract 
per  attached  endorsements.  Generai  Liabiitiy  and  Automobiie  Liabiiity  are  written  on  a  primary  and  noncontributory  basis.  Waiver  of 
subrogation  in  favor  of  the  additionai  insured  inciuded  under  the  generai  iiabiitiy,  automobiie  iiabiity,  umbreiia  and  workers  compensation  per 
attached  endorsements. 


CERTIFICATE  HOLDER 

CANCELLATION 

National  Place  Lease  Company,  LLC 
do  Ebix  BPO 

PO  Box  12010-44 

Hemet  CA  92546-8010 

SHOULD  ANY  OF  THE  ABOVE  DESCRIBED  POLICIES  BE  CANCELLED  BEFORE 
THE  EXPIRATION  DATE  THEREOF,  NOTICE  WILL  BE  DELIVERED  IN 
ACCORDANCE  WITH  THE  POLICY  PROVISIONS. 

AUTHORIZED  REPRESENTATIVE 

■  1  1  1 
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COMMERCIAL  AUTO 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BUSINESS  AUTO  EXTENSION  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  foliowing: 
BUSINESS  AUTO  COVERAGE  FORM 


GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  the  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  BROAD  FORM  NAMED  INSURED 

B.  BLANKET  ADDITIONAL  INSURED 

C.  EMPLOYEE  HIRED  AUTO 

D.  EMPLOYEES  AS  INSURED 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 


H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

J.  PERSONAL  PROPERTY 

K.  AIRBAGS 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

M.  BLANKET  WAIVER  OF  SUBROGATION 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 


PROVISIONS 

A.  BROAD  FORM  NAMED  INSURED 

The  following  is  added  to  Paragraph  A.I.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  organization  you  newly  acquire  or  form  dur¬ 
ing  the  policy  period  over  which  you  maintain 
50%  or  more  ownership  interest  and  that  is  not 
separately  insured  for  Business  Auto  Coverage. 
Coverage  under  this  provision  is  afforded  only  un¬ 
til  the  180th  day  after  you  acquire  or  form  the  or¬ 
ganization  or  the  end  of  the  policy  period,  which¬ 
ever  is  earlier. 

B.  BLANKET  ADDITIONAL  INSURED 

The  following  is  added  to  Paragraph  c.  in  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

Any  person  or  organization  who  is  required  under 
a  written  contract  or  agreement  between  you  and 
that  person  or  organization,  that  is  signed  and 
executed  by  you  before  the  "bodily  injury"  or 
"property  damage"  occurs  and  that  is  in  effect 
during  the  policy  period,  to  be  named  as  an  addi¬ 
tional  insured  is  an  "insured"  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 


this  insurance  applies  and  only  to  the  extent  that 
person  or  organization  qualifies  as  an  "insured" 
under  the  Who  Is  An  Insured  provision  contained 
in  Section  II. 

C,  EMPLOYEE  HIRED  AUTO 

1.  The  following  is  added  to  Paragraph  A.I., 
Who  Is  An  Insured,  of  SECTION  II  -  COV¬ 
ERED  AUTOS  LIABILITY  COVERAGE: 

An  "employee"  of  yours  is  an  "insured"  while 
operating  an  "auto"  hired  or  rented  under  a 
contract  or  agreement  in  an  "employee's" 
name,  with  your  permission,  while  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 

2.  The  following  replaces  Paragraph  b.  in  B.5., 
Other  Insurance,  of  SECTION  IV  -  BUSI¬ 
NESS  AUTO  CONDITIONS: 

b.  For  Hired  Auto  Physical  Damage  Cover¬ 
age,  the  following  are  deemed  to  be  cov¬ 
ered  "autos"  you  own: 

(1)  Any  covered  "auto"  you  lease,  hire, 
rent  or  borrow;  and 

(2)  Any  covered  "auto"  hired  or  rented  by 
your  "employee"  under  a  contract  in 
an  "employee's"  name,  with  your 
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COMMERCIAL  AUTO 


permission,  while  performing  duties 
related  to  the  conduct  of  your  busi¬ 
ness. 

However,  any  "auto"  that  is  leased,  hired, 
rented  or  borrowed  with  a  driver  is  not  a 
covered  "auto". 

D.  EMPLOYEES  AS  INSURED 

The  following  is  added  to  Paragraph  A.1.,  Who  Is 
An  Insured,  of  SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE: 

Any  "employee"  of  yours  is  an  "insured"  while  us¬ 
ing  a  covered  "auto"  you  don’t  own,  hire  or  borrow 
in  your  business  or  your  personal  affairs. 

E.  SUPPLEMENTARY  PAYMENTS  -  INCREASED 
LIMITS 

1.  The  following  replaces  Paragraph  A.2.a.(2), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(2)  Up  to  $3,000  for  cost  of  bail  bonds  (in¬ 
cluding  bonds  for  related  traffic  law  viola¬ 
tions)  required  because  of  an  "accident" 
we  cover.  We  do  not  have  to  furnish 
these  bonds. 

2.  The  following  replaces  Paragraph  A.2.a.(4), 
of  SECTION  II  -  COVERED  AUTOS  LIABIL¬ 
ITY  COVERAGE: 

(4)  All  reasonable  expenses  incurred  by  the 
"insured"  at  our  request,  including  actual 
loss  of  earnings  up  to  $500  a  day  be¬ 
cause  of  time  off  from  work. 

F.  HIRED  AUTO  -  LIMITED  WORLDWIDE  COV¬ 
ERAGE  -  INDEMNITY  BASIS 

The  following  replaces  Subparagraph  (5)  in  Para¬ 
graph  B.7.,  Policy  Period,  Coverage  Territory, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

(5)  Anywhere  in  the  world,  except  any  country  or 
jurisdiction  while  any  trade  sanction,  em¬ 
bargo,  or  similar  regulation  imposed  by  the 
United  States  of  America  applies  to  and  pro¬ 
hibits  the  transaction  of  business  with  or 
within  such  country  or  jurisdiction,  for  Cov¬ 
ered  Autos  Liability  Coverage  for  any  covered 
"auto"  that  you  lease,  hire,  rent  or  borrow 
without  a  driver  for  a  period  of  30  days  or  less 
and  that  is  not  an  "auto"  you  lease,  hire,  rent 
or  borrow  from  any  of  your  "employees", 
partners  (if  you  are  a  partnership),  members 
(if  you  are  a  limited  liability  company)  or 
members  of  their  households. 


(a)  With  respect  to  any  claim  made  or  "suit" 
brought  outside  the  United  States  of 
America,  the  territories  and  possessions 
of  the  United  States  of  America,  Puerto 
Rico  and  Canada: 

(i)  You  must  arrange  to  defend  the  "in¬ 
sured"  against,  and  investigate  or  set¬ 
tle  any  such  claim  or  "suit"  and  keep 
us  advised  of  all  proceedings  and  ac¬ 
tions. 

(ii)  Neither  you  nor  any  other  involved 
"insured"  will  make  any  settlement 
without  our  consent. 

(iii)  We  may,  at  our  discretion,  participate 
in  defending  the  "insured"  against,  or 
in  the  settlement  of,  any  claim  or 
"suit". 

(iv)  We  will  reimburse  the  "insured"  for 
sums  that  the  "insured"  legally  must 
pay  as  damages  because  of  "bodily 
injury"  or  "property  damage"  to  which 
this  insurance  applies,  that  the  "in¬ 
sured"  pays  with  our  consent,  but 
only  up  to  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE. 

(v)  We  will  reimburse  the  "insured"  for 
the  reasonable  expenses  incurred 
with  our  consent  for  your  investiga¬ 
tion  of  such  claims  and  your  defense 
of  the  "insured"  against  any  such 
"suit",  but  only  up  to  and  included 
within  the  limit  described  in  Para¬ 
graph  C.,  Limits  Of  Insurance,  of 
SECTION  II  -  COVERED  AUTOS 
LIABILITY  COVERAGE,  and  not  in 
addition  to  such  limit.  Our  duty  to 
make  such  payments  ends  when  we 
have  used  up  the  applicable  limit  of 
insurance  in  payments  for  damages, 
settlements  or  defense  expenses. 

(b)  This  insurance  is  excess  over  any  valid 
and  collectible  other  insurance  available 
to  the  "insured"  whether  primary,  excess, 
contingent  or  on  any  other  basis. 

(c)  This  insurance  is  not  a  substitute  for  re¬ 
quired  or  compulsory  insurance  in  any 
country  outside  the  United  States,  its  ter¬ 
ritories  and  possessions,  Puerto  Rico  and 
Canada. 
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You  agree  to  maintain  all  required  or 
compulsory  insurance  in  any  such  coun¬ 
try  up  to  the  minimum  limits  required  by 
local  law.  Your  failure  to  comply  with 
compulsory  insurance  requirements  will 
not  invalidate  the  coverage  afforded  by 
this  policy,  but  we  wiil  oniy  be  liable  to  the 
same  extent  we  would  have  been  liable 
had  you  complied  with  the  compulsory  in¬ 
surance  requirements. 

(d)  It  is  understood  that  we  are  not  an  admit¬ 
ted  or  authorized  insurer  outside  the 
United  States  of  America,  its  territories 
and  possessions,  Puerto  Rico  and  Can¬ 
ada.  We  assume  no  responsibility  for  the 
furnishing  of  certificates  of  insurance,  or 
for  compliance  in  any  way  with  the  laws 
of  other  countries  relating  to  insurance. 

G.  WAIVER  OF  DEDUCTIBLE  -  GLASS 

The  following  is  added  to  Paragraph  D.,  Deducti¬ 
ble,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

No  deductible  for  a  covered  "auto”  will  apply  to 
glass  damage  if  the  glass  is  repaired  rather  than 
replaced. 

H.  HIRED  AUTO  PHYSICAL  DAMAGE  -  LOSS  OF 
USE  -  INCREASED  LIMIT 

The  following  replaces  the  last  sentence  of  Para¬ 
graph  A.4.b.,  Loss  Of  Use  Expenses,  of  SEC¬ 
TION  ill  -  PHYSICAL  DAMAGE  COVERAGE; 

However,  the  most  we  will  pay  for  any  expenses 
for  loss  of  use  is  $65  per  day,  to  a  maximum  of 
$750  for  any  one  "accident". 

I.  PHYSICAL  DAMAGE  -  TRANSPORTATION 
EXPENSES  -  INCREASED  LIMIT 

The  following  replaces  the  first  sentence  in  Para¬ 
graph  A.4.a.,  Transportation  Expenses,  of 
SECTION  III  -  PHYSICAL  DAMAGE  COVER¬ 
AGE; 

We  will  pay  up  to  $50  per  day  to  a  maximum  of 
$1 ,500  for  temporary  transportation  expense  in¬ 
curred  by  you  because  of  the  total  theft  of  a  cov¬ 
ered  "auto"  of  the  private  passenger  type. 

J.  PERSONAL  PROPERTY 

The  following  is  added  to  Paragraph  A.4.,  Cover¬ 
age  Extensions,  of  SECTION  III  -  PHYSICAL 
DAMAGE  COVERAGE: 

Personal  Property 

We  will  pay  up  to  $400  for  "loss"  to  wearing  ap¬ 
parel  and  other  personal  property  which  is: 

(1)  Owned  by  an  "insured";  and 


(2)  In  or  on  your  covered  "auto". 

This  coverage  applies  only  in  the  event  of  a  total 
theft  of  your  covered  "auto". 

No  deductibles  apply  to  this  Personal  Property 
coverage. 

K.  AIRBAGS 

The  follovwng  is  added  to  Paragraph  B.3.,  Exclu¬ 
sions,  of  SECTION  III  -  PHYSICAL  DAMAGE 
COVERAGE; 

Exclusion  3.a.  does  not  apply  to  "loss"  to  one  or 
more  airbags  in  a  covered  "auto"  you  own  that  in¬ 
flate  due  to  a  cause  other  than  a  cause  of  "loss" 
set  forth  in  Paragraphs  A.1,b.  and  A.1.C.,  but 
only; 

a.  If  that  "auto"  is  a  covered  "auto"  for  Compre¬ 
hensive  Coverage  under  this  policy; 

b.  The  airbags  are  not  covered  under  any  war¬ 
ranty;  and 

c.  The  airbags  were  not  intentionally  inflated. 

We  will  pay  up  to  a  maximum  of  $1,000  for  any 
one  "loss". 

L.  NOTICE  AND  KNOWLEDGE  OF  ACCIDENT  OR 
LOSS 

The  following  is  added  to  Paragraph  A.2.a.,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 

Your  duty  to  give  us  or  our  authorized  representa¬ 
tive  prompt  notice  of  the  "accident"  or  "loss"  ap¬ 
plies  only  when  the  "accident"  or  "loss"  is  known 
to; 

(a)  You  (if  you  are  an  individual); 

(b)  A  partner  (if  you  are  a  partnership); 

(c)  A  member  (if  you  are  a  limited  liability  com¬ 
pany); 

(d)  An  executive  officer,  director  or  insurance 
manager  (if  you  are  a  corporation  or  other  or¬ 
ganization);  or 

(e)  Any  "employee"  authorized  by  you  to  give  no¬ 
tice  of  the  "accident"  or  "loss". 

M.  BLANKET  WAIVER  OF  SUBROGATION 

The  follownng  replaces  Paragraph  A.5.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  BUSINESS  AUTO  CONDI¬ 
TIONS: 

5.  Transfer  Of  Rights  Of  Recovery  Against 
Others  To  Us 

We  waive  any  right  of  recovery  we  may  have 
against  any  person  or  organization  to  the  ex¬ 
tent  required  of  you  by  a  written  contract 
signed  and  executed  prior  to  any  "accident" 
or  "loss",  provided  that  the  "accident"  or  "loss" 
arises  out  of  operations  contemplated  by 
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such  contract.  The  waiver  applies  only  to  the 
person  or  organization  designated  in  such 
contract. 

N.  UNINTENTIONAL  ERRORS  OR  OMISSIONS 

The  following  is  added  to  Paragraph  B.2.,  Con¬ 
cealment,  Misrepresentation,  Or  Fraud,  of 
SECTION  IV  -  BUSINESS  AUTO  CONDITIONS: 


The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  given  by  you  shall  not 
prejudice  your  rights  under  this  insurance.  Ho\w- 
ever  this  provision  does  not  affect  our  right  to  col¬ 
lect  additional  premium  or  exercise  our  right  of 
cancellation  or  non-renewal. 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

BLANKET  ADDITIONAL  INSURED  -  PRIMARY  AND 
NON-CONTRIBUTORY  WITH  OTHER  INSURANCE 


This  endorsement  modifies  insurance  provided  under  the  following; 
.  BUSINESS  AUTO  COVERAGE  FORM 

PROVISIONS 


1.  The  following  is  added  to  Paragraph  A.1.C.,  Who 
Is  An  Insured,  of  SECTION  II  -  COVERED 
AUTOS  LIABILITY  COVERAGE: 

This  includes  any  person  or  organization  who  you 
are  required  under  a  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  to  name 
as  an  additional  insured  for  Covered  Autos 
Liability  Coverage,  but  only  for  damages  to  which 
this  insurance  applies  and  only  to  the  extent  of 
that  person's  or  organization's  liability  for  the 
conduct  of  another  "insured". 


oS^^S 


2.  The  following  is  added  to  Paragraph  B.5.,  Other 
Insurance  of  SECTION  IV  -  BUSINESS  AUTO 
CONDITIONS: 

Regardless  of  the  provisions  of  paragraph  a.  and 
paragraph  d.  of  this  part  5.  Other  Insurance,  this 
insurance  is  primary  to  and  non-contributory  with 
applicable  other  insurance  under  which  an 
additional  insured  person  or  organization  is  the 
first  named  insured  when  the  written  contract  or 
agreement  between  you  and  that  person  or 
organization,  that  is  signed  by  you  before  the 
"bodily  injury"  or  "property  damage"  occurs  and 
that  is  in  effect  during  the  policy  period,  requires 
this  insurance  to  be  primary  and  non-contributory. 
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COMMERCIAL  GENERAL  LIABILITY 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY 


BLANKET  ADDITIONAL  INSURED 
(CONTRACTORS) 


This  endorsement  modifies  insurance  provided  under  the  following: 
COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 


1.  WHO  IS  AN  INSURED  -  (Section  II)  is  amended 
to  include  any  person  or  organization  that  you 
agree  in  a  "written  contract  requiring  insurance" 
to  include  as  an  additional  insured  on  this  Cover¬ 
age  Part,  but: 

a)  Only  with  respect  to  liability  for  'bodily  injury", 
"property  damage"  or  "personal  injury";  and 

b)  If,  and  only  to  the  extent  that,  the  injury  or 
damage  is  caused  by  acts  or  omissions  of 
you  or  your  subcontractor  in  the  performance 
of  "your  work"  to  which  the  "written  contract 
requiring  insurance"  applies.  The  person  or 
organization  does  not  qualify  as  an  additional 
insured  with  respect  to  the  independent  acts 
or  omissions  of  such  person  or  organization. 

2.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  limited  as  follows: 

a)  In  the  event  that  the  Limits  of  Insurance  of 
this  Coverage  Part  shown  in  the  Declarations 
exceed  the  limits  of  liability  required  by  the 
"written  contract  requiring  insurance",  the  in¬ 
surance  provided  to  the  additional  insured 
shall  be  limited  to  the  limits  of  liability  re¬ 
quired  by  that  'Vvritten  contract  requiring  in¬ 
surance".  This  endorsement  shall  not  in¬ 
crease  the  limits  of  insurance  described  in 
Section  III  —  Limits  Of  Insurance. 

b)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury",  "prop¬ 
erty  damage"  or  "personal  injury"  arising  out 
of  the  rendering  of,  or  failure  to  render,  any 
professional  architectural,  engineering  or  sur¬ 
veying  services,  including: 

i.  The  preparing,  approving,  or  failing  to 
prepare  or  approve,  maps,  shop  draw¬ 
ings,  opinions,  reports,  surveys,  field  or¬ 
ders  or  change  orders,  or  the  preparing, 
approving,  or  failing  to  prepare  or  ap¬ 
prove,  drawings  and  specifications;  and 

ii.  Supervisory,  inspection,  architectural  or 
engineering  activities. 


c)  The  insurance  provided  to  the  additional  in¬ 
sured  does  not  apply  to  "bodily  injury"  or 
"property  damage"  caused  by  "your  work" 
and  included  in  the  "products-completed  op¬ 
erations  hazard"  unless  the  "written  contract 
requiring  insurance"  specifically  requires  you 
to  provide  such  coverage  for  that  additional 
insured,  and  then  the  insurance  provided  to 
the  additional  insured  applies  only  to  such 
'bodily  injury"  or  "property  damage"  that  oc¬ 
curs  before  the  end  of  the  period  of  time  for 
which  the  "written  contract  requiring  insur¬ 
ance"  requires  you  to  provide  such  coverage 
or  the  end  of  the  policy  period,  whichever  is 
earlier. 

3.  The  insurance  provided  to  the  additional  insured 
by  this  endorsement  is  excess  over  any  valid  and 
collectible  "other  insurance",  whether  primary, 
excess,  contingent  or  on  any  other  basis,  that  is 
available  to  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  if  the 
"written  contract  requiring  insurance"  specifically 
requires  that  this  insurance  apply  on  a  primary 
basis  or  a  primary  and  non-contributory  basis, 
this  insurance  is  primary  to  "other  insurance" 
available  to  the  additional  insured  which  covers 
that  person  or  organization  as  a  named  insured 
for  such  loss,  and  we  will  not  share  with  that 
"other  insurance".  But  the  insurance  provided  to 
the  additional  insured  by  this  endorsement  still  is 
excess  over  any  valid  and  collectible  "other  in¬ 
surance",  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  the  addi¬ 
tional  insured  when  that  person  or  organization  is 
an  additional  insured  under  such  "other  insur¬ 
ance". 

4.  As  a  condition  of  coverage  provided  to  the 
additional  insured  by  this  endorsement: 

a)  The  additional  insured  must  give  us  written 
notice  as  soon  as  practicable  of  an  "occur¬ 
rence"  or  an  offense  which  may  result  in  a 
claim.  To  the  extent  possible,  such  notice 
should  include: 
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i.  How,  when  and  where  the  "occurrence" 
or  offense  took  place; 

ii.  The  names  and  addresses  of  any  injured 
persons  and  witnesses;  and 

iii.  The  nature  and  tocation  of  any  injury  or 
damage  arising  out  of  the  "occurrence"  or 
offense. 

b)  If  a  claim  is  made  or  "suit"  is  brought  against 
the  additional  insured,  the  additional  insured 
must: 

i.  Immediately  record  the  specifics  of  the 
claim  or  "suit"  and  the  date  received;  and 

ii.  Notify  us  as  soon  as  practicable. 

The  additional  insured  must  see  to  it  that  we 
receive  written  notice  of  the  claim  or  "suit"  as 
soon  as  practicable. 

c)  The  additional  insured  must  immediately 
send  us  copies  of  all  legal  papers  received  in 
connection  with  the  claim  or  "suit",  cooperate 
with  us  in  the  investigation  or  settlement  of 
the  claim  or  defense  against  the  "suit",  and 
othen/vise  comply  with  all  policy  conditions. 

d)  The  additional  insured  must  tender  the  de¬ 
fense  and  indemnity  of  any  claim  or  "suit"  to 


any  provider  of  "other  insurance"  which  would 
cover  the  additional  insured  for  a  loss  we 
cover  under  this  endorsement.  However,  this 
condition  does  not  affect  whether  the  insur¬ 
ance  provided  to  the  additional  insured  by 
this  endorsement  is  primary  to  "other  insur¬ 
ance"  available  to  the  additional  insured 
which  covers  that  person  or  organization  as  a 
named  insured  as  described  in  paragraph  3. 
above. 

5.  The  following  definition  is  added  to  SECTION  V. 

-DEFINITIONS: 

"Written  contract  requiring  insurance"  means 
that  part  of  any  written  contract  or  agreement 
under  which  you  are  required  to  include  a 
person  or  organization  as  an  additional  in¬ 
sured  on  this  Coverage  Part,  provided  that 
the  'bodily  injury"  and  "property  damage"  oc¬ 
curs  and  the  "personal  injury"  is  caused  by  an 
offense  committed: 

a.  After  the  signing  and  execution  of  the 
contract  or  agreement  by  you; 

b.  While  that  part  of  the  contract  or 
agreement  is  in  effect;  and 

c.  Before  the  end  of  the  policy  period. 
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THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

CONTRACTORS  XTEND  ENDORSEMENT 


This  endorsement  modifies  insurance  provided  under  the  follo\wing: 

COMMERCIAL  GENERAL  LIABILITY  COVERAGE  PART 

GENERAL  DESCRIPTION  OF  COVERAGE  -  This  endorsement  broadens  coverage.  However,  coverage  for  any 
injury,  damage  or  medical  expenses  described  in  any  of  the  provisions  of  this  endorsement  may  be  excluded  or 
limited  by  another  endorsement  to  this  Coverage  Part,  and  these  coverage  broadening  provisions  do  not  apply  to 
the  extent  that  coverage  is  excluded  or  limited  by  such  an  endorsement.  The  following  listing  is  a  general  cover¬ 
age  description  only.  Limitations  and  exclusions  may  apply  to  these  coverages.  Read  all  the  provisions  of  this  en¬ 
dorsement  and  the  rest  of  your  policy  carefully  to  determine  rights,  duties,  and  what  is  and  is  not  covered. 


A.  Aircraft  Chartered  With  Pilot 

B.  Damage  To  Premises  Rented  To  You 

C.  Increased  Supplementary  Payments 

D.  Incidental  Medical  Malpractice 

E.  Who  Is  An  Insured  -  Newly  Acquired  Or  Formed 
Organizations 

F.  Who  Is  An  Insured  -  Broadened  Named  Insured 
-  Unnamed  Subsidiaries 

G.  Blanket  Additional  Insured  -  Owners,  Managers 
Or  Lessors  Of  Premises 

PROVISIONS 

A.  AIRCRAFT  CHARTERED  WITH  PILOT 

The  following  is  added  to  Exclusion  g.,  Aircraft, 
Auto  Or  Watercraft,  in  Paragraph  2.  of  SECTION 
I  -  COVERAGES  -  COVERAGE  A  BODILY  IN¬ 
JURY  AND  PROPERTY  DAMAGE  LIABILITY: 

This  exclusion  does  not  apply  to  an  aircraft  that 
is: 

(a)  Chartered  with  a  pilot  to  any  insured; 

(b)  Not  owned  by  any  insured;  and 

(c)  Not  being  used  to  carry  any  person  or  prop¬ 
erty  for  a  charge. 

B.  DAMAGE  TO  PREMISES  RENTED  TO  YOU 

1.  The  first  paragraph  of  the  exceptions  in  Ex¬ 
clusion  j..  Damage  To  Property,  in  Para¬ 
graph  2.  of  SECTION  I  -  COVERAGES  - 
COVERAGE  A  BODILY  INJURY  AND 
PROPERTY  DAMAGE  LIABILITY  is  deleted. 

2.  The  following  replaces  the  last  paragraph  of 
Paragraph  2.,  Exclusions,  of  SECTION  I  - 
COVERAGES  -  COVERAGE  A.  BODILY 


H.  Blanket  Additional  Insured  -  Lessors  Of  Leased 
Equipment 

I.  Blanket  Additional  Insured  -  States  Or  Political 
Subdivisions  -  Permits 

J.  Knowledge  And  Notice  Of  Occurrence  Or  Offense 

K.  Unintentional  Omission 

L.  Blanket  Waiver  Of  Subrogation 

M.  Amended  Bodily  Injury  Definition 

N.  Contractual  Liability  -  Railroads 


INJURY  AND  PROPERTY  DAMAGE  LI¬ 
ABILITY: 

Exclusions  c.  and  g.  through  n.  do  not  apply 
to  "premises  damage".  Exclusion  f.(1){a) 
does  not  apply  to  "premises  damage"  caused 
by: 

a.  Fire; 

b.  Explosion; 

c.  Lightning; 

d.  Smoke  resulting  from  such  fire,  explosion, 
or  lightning;  or 

e.  Water; 

unless  Exclusion  f.  of  Section  I  -  Coverage  A 
-  Bodily  Injury  And  Property  Damage  Liability 
is  replaced  by  another  endorsement  to  this 
Coverage  Part  that  has  Exclusion  -  All  Pollu¬ 
tion  Injury  Or  Damage  or  Total  Pollution  Ex¬ 
clusion  in  its  title. 

A  separate  limit  of  insurance  applies  to 
"premises  damage"  as  described  in  Para¬ 
graph  6.  of  SECTION  III  -  LIMITS  OF  IN¬ 
SURANCE. 
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3.  The  following  replaces  Paragraph  6.  of  SEC¬ 
TION  III  -  LIMITS  OF  INSURANCE: 

Subject  to  5.  above,  the  Damage  To  Prem¬ 
ises  Rented  To  You  Limit  is  the  most  we  will 
pay  under  Coverage  A  for  damages  because 
of  "premises  damage"  to  any  one  premises. 
The  Damage  To  Premises  Rented  To  You 
Limit  will  apply  to  all  "property  damage" 
proximately  caused  by  the  same  "occur¬ 
rence",  whether  such  damage  results  from: 
fire;  explosion:  lightning;  smoke  resulting  from 
such  fire,  explosion,  or  lightning:  or  water;  or 
any  combination  of  any  of  these  causes. 

The  Damage  To  Premises  Rented  To  You 
Limit  will  be: 

a.  The  amount  shown  for  the  Damage  To 
Premises  Rented  To  You  Limit  on  the 
Declarations  of  this  Coverage  Part;  or 

b.  $300,000  if  no  amount  is  shown  for  the 
Damage  To  Premises  Rented  To  You 
Limit  on  the  Declarations  of  this  Coverage 
Part. 

4.  The  following  replaces  Paragraph  a.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

a.  A  contract  for  a  lease  of  premises.  How¬ 
ever,  that  portion  of  the  contract  for  a 
lease  of  premises  that  indemnifies  any 
person  or  organization  for  "premises 
damage"  is  not  an  "insured  contract": 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Premises  damage"  means  "property  dam¬ 
age"  to: 

a.  Any  premises  while  rented  to  you  or  tem¬ 
porarily  occupied  by  you  with  permission 
of  the  owner;  or 

b.  The  contents  of  any  premises  while  such 
premises  is  rented  to  you,  if  you  rent  such 
premises  for  a  period  of  seven  or  fewer 
consecutive  days. 

6.  The  following  replaces  Paragraph  4.b.(1)(b) 
of  SECTION  IV  -  COMMERCIAL  GENERAL 
LIABILITY  CONDITIONS: 

(b)  That  is  insurance  for  "premises  damage": 
or 

7.  Paragraph  4.b.(1){c)  of  SECTION  IV  - 
COMMERCIAL  GENERAL  LIABILITY  CON¬ 
DITIONS  is  deleted. 


C.  INCREASED  SUPPLEMENTARY  PAYMENTS 

1.  The  following  replaces  Paragraph  1.b.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGE: 

b.  Up  to  $2,500  for  the  cost  of  bail  bonds 
required  because  of  accidents  or  traffic 
law  violations  arising  out  of  the  use  of  any 
vehicle  to  which  the  Bodily  Injury  Liability 
Coverage  applies.  We  do  not  have  to  fur¬ 
nish  these  tx)nds. 

2.  The  following  replaces  Paragraph  l.d.  of 
SUPPLEMENTARY  PAYMENTS  -  COVER¬ 
AGES  A  AND  B  of  SECTION  I  -  COVER¬ 
AGES: 

d.  All  reasonable  expenses  incurred  by  the 
insured  at  our  request  to  assist  us  in  the 
investigation  or  defense  of  the  claim  or 
"suit",  including  actual  loss  of  earnings  up 
to  $500  a  day  because  of  time  off  from 
work. 

D.  INCIDENTAL  MEDICAL  MALPRACTICE 

1.  The  following  is  added  to  the  definition  of  "oc¬ 
currence"  in  the  DEFINITIONS  Section: 

"Occurrence"  also  means  an  act  or  omission 
committed  in  providing  or  failing  to  provide 
"incidental  medical  services",  first  aid  or 
"Good  Samaritan  services"  to  a  person. 

2.  The  following  is  added  to  Paragraph  2.a.(1)  of 
SECTION  II  -  WHO  IS  AN  INSURED: 

Paragraph  (1)(d)  above  does  not  apply  to 
"bodily  injury"  arising  out  of  providing  or  fail¬ 
ing  to  provide: 

(i)  "Incidental  medical  services"  by  any  of 
your  "employees"  who  is  a  nurse  practi¬ 
tioner,  registered  nurse,  licensed  practical 
nurse,  nurse  assistant,  emergency  medi¬ 
cal  technician  or  paramedic;  or 

(ii)  First  aid  or  "Good  Samaritan  services"  by 
any  of  your  "employees"  or  "volunteer 
workers",  other  than  an  employed  or  vol¬ 
unteer  doctor.  Any  such  "employees”  or 
"volunteer  workers"  providing  or  failing  to 
provide  first  aid  or  "Good  Samaritan  ser¬ 
vices"  during  their  work  hours  for  you  will 
be  deemed  to  be  acting  within  the  scope 
of  their  employment  by  you  or  performing 
duties  related  to  the  conduct  of  your  busi¬ 
ness. 
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3.  The  following  is  added  to  Paragraph  5.  of 

SECTION  III  -  LIMITS  OF  INSURANCE: 

For  the  purposes  of  determining  the  applica¬ 
ble  Each  Occurrence  Limit,  all  related  acts  or 
omissions  committed  in  providing  or  failing  to 
provide  "incidental  medical  services",  first  aid 
or  "Good  Samaritan  services"  to  any  one  per¬ 
son  will  be  deemed  to  be  one  "occurrence". 

4.  The  following  exclusion  is  added  to  Para¬ 
graph  2.,  Exclusions,  of  SECTION  I  -  COV¬ 
ERAGES  -  COVERAGE  A  BODILY  INJURY 
AND  PROPERTY  DAMAGE  LIABILITY; 

Sale  Of  Pharmaceuticals 

"Bodily  injury"  or  "property  damage"  arising 
out  of  the  willful  violation  of  a  penal  statute  or 
ordinance  relating  to  the  sale  of  pharmaceuti¬ 
cals  committed  by,  or  with  the  knowledge  or 
consent  of,  the  insured. 

5.  The  following  is  added  to  the  DEFINITIONS 
Section: 

"Incidental  medical  services"  means; 

a.  Medical,  surgical,  dental,  laboratory,  x-ray 
or  nursing  service  or  treatment,  advice  or 
instruction,  or  the  related  furnishing  of 
food  or  beverages;  or 

b.  The  furnishing  or  dispensing  of  drugs  or 
medical,  dental,  or  surgical  supplies  or 
appliances. 

"Good  Samaritan  services"  means  any  emer¬ 
gency  medical  services  for  which  no  compen¬ 
sation  is  demanded  or  received. 

6.  The  following  is  added  to  Paragraph  4.b.,  Ex¬ 
cess  Insurance,  of  SECTION  IV  -  COM¬ 
MERCIAL  GENERAL  LIABILITY  CONDI¬ 
TIONS; 

The  insurance  is  excess  over  any  valid  and 
collectible  other  insurance  available  to  the  in¬ 
sured,  whether  primary,  excess,  contingent  or 
on  any  other  basis,  that  is  available  to  any  of 
your  "employees"  or  "volunteer  workers"  for 
"bodily  injury"  that  arises  out  of  providing  or 
failing  to  provide  "incidental  medical  ser¬ 
vices",  first  aid  or  "Good  Samaritan  services" 
to  any  person  to  the  extent  not  subject  to 
Paragraph  2.a.(1)  of  Section  II  -  Who  Is  An 
Insured. 

E.  WHO  IS  AN  INSURED  -  NEWLY  ACQUIRED 
OR  FORMED  ORGANIZATIONS 

The  following  replaces  Paragraph  4.  of  SECTION 
II -WHO  IS  AN  INSURED: 


4.  Any  organization  you  newly  acquire  or  form, 
other  than  a  partnership,  joint  venture  or  lim¬ 
ited  liability  company,  of  which  you  are  the 
sole  owner  or  in  which  you  maintain  the  ma¬ 
jority  ownership  interest,  will  qualify  as  a 
Named  Insured  if  there  is  no  other  insurance 
which  provides  similar  coverage  to  that  or¬ 
ganization.  However; 

a.  Coverage  under  this  provision  is  afforded 
only; 

(1)  Until  the  180th  day  after  you  acquire  or 
form  the  organization  or  the  end  of  the 
policy  period,  whichever  is  earlier,  if  you 
do  not  report  such  organization  in  writing 
to  us  within  180  days  after  you  acquire  or 
form  it;  or 

(2)  Until  the  end  of  the  policy  period,  when 
that  date  is  later  than  180  days  after  you 
acquire  or  form  such  organization,  if  you 
report  such  organization  in  writing  to  us 
within  180  days  after  you  acquire  or  form 
it,  and  we  agree  in  writing  that  it  will  con¬ 
tinue  to  be  a  Named  Insured  until  the  end 
of  the  policy  period; 

b.  Coverage  A  does  not  apply  to  "bodily  injury" 
or  "property  damage"  that  occurred  before 
you  acquired  or  formed  the  organization;  and 

c.  Coverage  B  does  not  apply  to  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  an 
offense  committed  before  you  acquired  or 
formed  the  organization. 

F.  WHO  IS  AN  INSURED  -  BROADENED  NAMED 
INSURED  -  UNNAMED  SUBSIDIARIES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  of  your  subsidiaries,  other  than  a  partnership, 
joint  venture  or  limited  liability  company,  that  is 
not  shown  as  a  Named  Insured  in  the  Declara¬ 
tions  is  a  Named  Insured  if  you  maintain  an  own¬ 
ership  interest  of  more  than  50%  in  such  subsidi¬ 
ary  on  the  first  day  of  the  policy  period. 

No  such  subsidiary  is  an  insured  for  "bodily  injury" 
or  "property  damage"  that  occurred,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  committed  after  the  date,  if  any.  during  the 
policy  period,  that  you  no  longer  maintain  an 
ownership  interest  of  more  than  50%  in  such  sub¬ 
sidiary. 
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G.  BLANKET  ADDITIONAL  INSURED  -  OWNERS, 
MANAGERS  OR  LESSORS  OF  PREMISES 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  a  premises 
owner,  manager  or  lessor  and  that  you  have 
agreed  in  a  written  contract  or  agreement  to  in¬ 
clude  as  an  additional  insured  on  this  Coverage 
Part  is  an  insured,  but  only  with  respect  to  liability 
for  "bodily  injury",  "property  damage",  "personal 
injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Arises  out  of  the  ownership,  maintenance  or 
use  of  that  part  of  any  premises  leased  to 
you. 

The  insurance  provided  to  such  premises  owner, 
manager  or  lessor  is  subject  to  the  following  pro¬ 
visions: 

a.  The  limits  of  insurance  provided  to  such 

>  premises  owner,  manager  or  lessor  will  be 

the  minimum  limits  which  you  agreed  to  pro¬ 
vide  in  the  written  contract  or  agreement,  or 
the  limits  shown  on  the  Declarations,  which- 
*  ever  are  less. 

b.  The  insurance  provided  to  such  premises 

<  owner,  manager  or  lessor  does  not  apply  to: 

(1)  Any  "bodily  injury"  or  "property  damage" 
that  occurs,  or  "personal  injury"  or  "adver¬ 
tising  injury"  caused  by  an  offense  that  is 
committed,  after  you  cease  to  be  a  tenant 
in  that  premises:  or 

(2)  Structural  alterations,  new  construction  or 
demolition  operations  performed  by  or  on 
behalf  of  such  premises  owner,  lessor  or 
manager. 

c.  The  insurance  provided  to  such  premises 
owner,  manager  or  lessor  is  excess  over  any 
valid  and  collectible  other  insurance  available 
to  such  premises  owner,  manager  or  lessor, 
whether  primary,  excess,  contingent  or  on 
any  other  basis,  unless  you  have  agreed  in 
the  written  contract  or  agreement  that  this  in¬ 
surance  must  be  primary  to,  or  non¬ 
contributory  with,  such  other  insurance,  in 
which  case  this  insurance  will  be  primary  to, 
and  non-contributory  with,  such  other  insur¬ 
ance. 

AMEF  ‘  ^  ■ 
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H.  BLANKET  ADDITIONAL  INSURED  -  LESSORS 
OF  LEASED  EQUIPMENT 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  person  or  organization  that  is  an  equipment 
lessor  and  that  you  have  agreed  in  a  written  con¬ 
tract  or  agreement  to  include  as  an  insured  on 
this  Coverage  Part  is  an  insured,  but  only  with  re¬ 
spect  to  liability  for  "bodily  injury",  "property  dam¬ 
age",  "personal  injury"  or  "advertising  injury"  that: 

a.  Is  "bodily  injury"  or  "property  damage"  that 
occurs,  or  is  "personal  injury"  or  "advertising 
injury"  caused  by  an  offense  that  is  commit¬ 
ted,  subsequent  to  the  execution  of  that  con¬ 
tract  or  agreement:  and 

b.  Is  caused,  in  whole  or  in  part,  by  your  acts  or 
omissions  in  the  maintenance,  operation  or 
use  of  equipment  leased  to  you  by  such 
equipment  lessor. 

The  insurance  provided  to  such  equipment  lessor 
is  subject  to  the  following  provisions: 

a.  The  limits  of  insurance  provided  to  such 
equipment  lessor  will  be  the  minimum  limits 
which  you  agreed  to  provide  in  the  written 
contract  or  agreement,  or  the  limits  shown  on 
the  Declarations,  whichever  are  less. 

b.  The  insurance  provided  to  such  equipment 
lessor  does  not  apply  to  any  "bodily  injury"  or 
"property  damage"  that  occurs,  or  "personal 
injury"  or  "advertising  injury"  caused  by  an  of¬ 
fense  that  is  committed,  after  the  equipment 
lease  expires. 

c.  The  insurance  provided  to  such  equipment 
lessor  is  excess  over  any  valid  and  collectible 
other  insurance  available  to  such  equipment 
lessor,  whether  primary,  excess,  contingent 
or  on  any  other  basis,  unless  you  have 
agreed  in  the  written  contract  or  agreement 
that  this  insurance  must  be  primary  to,  or 
non-contributory  with,  such  other  insurance, 
in  which  case  this  insurance  will  be  primary 
to,  and  non-contributory  with,  such  other  in¬ 
surance. 

I.  BLANKET  ADDITIONAL  INSURED  -  STATES 
OR  POLITICAL  SUBDIVISIONS  -  PERMITS 

The  following  is  added  to  SECTION  II  -  WHO  IS 
AN  INSURED: 

Any  state  or  political  subdivision  that  has  issued  a 
permit  in  connection  with  operations  performed  by 
you  or  on  your  behalf  and  that  you  are  required 
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by  any  ordinance,  law  or  building  code  to  include 
as  an  additional  insured  on  this  Coverage  Part  is 
an  insured,  but  only  with  respect  to  liability  for 
"bodily  injury",  "property  damage",  "personal  in¬ 
jury"  or  "advertising  injury"  arising  out  of  such  op¬ 
erations. 

The  insurance  provided  to  such  state  or  political 
subdivision  does  not  apply  to: 

a.  Any  "bodily  injury,"  "property  damage,"  "per¬ 
sonal  injury"  or  "advertising  injury"  arising  out 

^  of  operations  performed  for  that  state  or  po¬ 

litical  subdivision;  or 

b.  Any  "bodily  injury"  or  "property  damage"  in¬ 
cluded  in  the  "products-completed  operations 

,  hazard". 

J.  KNOWLEDGE  AND  NOTICE  OF  OCCUR¬ 
RENCE  OR  OFFENSE 

The  following  is  added  to  Paragraph  2.,  Duties  In 
The  Event  of  Occurrence,  Offense,  Claim  or 
Suit,  of  SECTION  IV  -  COMMERCIAL  GEN¬ 
ERAL  LIABILITY  CONDITIONS; 

e.  The  following  provisions  apply  to  Paragraph 
a.  above,  but  only  for  the  purposes  of  the  in¬ 
surance  provided  under  this  Coverage  Part  to 
you  or  any  insured  listed  in  Paragraph  1.  or  2. 
of  Section  II  -  Who  Is  An  Insured: 

,  (1)  Notice  to  us  of  such  "occurrence"  or  of¬ 

fense  must  be  given  as  soon  as  practica¬ 
ble  only  after  the  "occurrence"  or  offense 
'  is  known  by  you  (if  you  are  an  individual), 

any  of  your  partners  or  members  who  is 
an  individual  (if  you  are  a  partnership  or 
joint  venture),  any  of  your  managers  who 
is  an  individual  (if  you  are  a  limited  liability 
company),  any  of  your  "executive  offi¬ 
cers"  or  directors  (if  you  are  an  organiza¬ 
tion  other  than  a  partnership,  joint  venture 
or  limited  liability  company)  or  any  "em¬ 
ployee"  authorized  by  you  to  give  notice 
of  an  "occurrence"  or  offense. 

(2)  If  you  are  a  partnership,  joint  venture  or 
limited  liability  company,  and  none  of  your 
partners,  joint  venture  members  or  man¬ 
agers  are  individuals,  notice  to  us  of  such 
"occurrence"  or  offense  must  be  given  as 
soon  as  practicable  only  after  the  "occur¬ 
rence"  or  offense  is  known  by: 

(a)  Any  individual  who  is: 

(i)  A  partner  or  member  of  any  part¬ 
nership  or  joint  venture; 
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(ii»  A  manager  of  any  limited  liability 
company;  or 

(iii)  An  executive  officer  or  director  of 
any  other  organization; 

that  is  your  partner,  joint  venture 
member  or  manager;  or 

(b)  Any  "employee"  authorized  by  such 
partnership,  joint  venture,  limited  li¬ 
ability  company  or  other  organization 
to  give  notice  of  an  "occurrence"  or 
offense. 

(3)  Notice  to  us  of  such  "occurrence"  or  of  an 
offense  will  be  deemed  to  be  given  as 
soon  as  practicable  if  it  is  given  in  good 
faith  as  soon  as  practicable  to  your  work¬ 
ers’  compensation  insurer.  This  applies 
only  if  you  subsequently  give  notice  to  us 
of  the  "occurrence"  or  offense  as  soon  as 
practicable  after  any  of  the  persons  de¬ 
scribed  in  Paragraphs  e.  (1)  or  (2)  above 
discovers  that  the  "occurrence"  or  offense 
may  result  in  sums  to  which  the  insurance 
provided  under  this  Coverage  Part  may 
apply. 

However,  if  this  Coverage  Part  includes  an  en¬ 
dorsement  that  provides  limited  coverage  for 
"bodily  injury"  or  "property  damage"  or  pollution 
costs  arising  out  of  a  discharge,  release  or  es¬ 
cape  of  "pollutants"  which  contains  a  requirement 
that  the  discharge,  release  or  escape  of  "pollut¬ 
ants"  must  be  reported  to  us  within  a  specific 
number  of  days  after  its  abrupt  commencement, 
this  Paragraph  e.  does  not  affect  that  require¬ 
ment. 

K.  UNINTENTIONAL  OMISSION 

The  following  is  added  to  Paragraph  6.,  Repre¬ 
sentations,  of  SECTION  IV  -  COMMERCIAL 
GENERAL  LIABILITY  CONDITIONS; 

The  unintentional  omission  of,  or  unintentional 
error  in,  any  information  provided  by  you  which 
we  relied  upon  in  issuing  this  policy  will  not  preju¬ 
dice  your  rights  under  this  insurance.  However, 
this  provision  does  not  affect  our  right  to  collect 
additional  premium  or  to  exercise  our  rights  of 
cancellation  or  nonrenewal  in  accordance  with 
applicable  insurance  laws  or  regulations. 

L.  BLANKET  WAIVER  OF  SUBROGATION 

The  following  is  added  to  Paragraph  8.,  Transfer 
Of  Rights  Of  Recovery  Against  Others  To  Us, 
of  SECTION  IV  -  COMMERCIAL  GENERAL  LI¬ 
ABILITY  CONDITIONS; 

IAF-18-0224-A-001133 
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COMMERCIAL  GENERAL  LIABILITY 


If  the  insured  has  agreed  in  a  contract  or  agree¬ 
ment  to  waive  that  insured's  right  of  recovery 
against  any  person  or  organization,  we  waive  our 
right  of  recovery  against  such  person  or  organiza¬ 
tion,  but  only  for  payments  we  make  because  of; 

a.  "Bodily  injury"  or  "property  damage"  that  oc¬ 
curs;  or 

b.  "Personal  injury"  or  "advertising  injury" 
caused  by  an  offense  that  is  committed; 

subsequent  to  the  execution  of  that  contract  or 
agreement. 

M.  AMENDED  BODILY  INJURY  DEFINITION 

The  following  replaces  the  definition  of  "bodily 
injury"  in  the  DEFINITIONS  Section: 


3.  "Bodily  injury"  means  bodily  injury,  mental 
anguish,  mental  injury,  shock,  fright,  disability, 
humiliation,  sickness  or  disease  sustained  by 
a  person,  including  death  resulting  from  any 
of  these  at  any  time. 

N.  CONTRACTUAL  LIABILITY  -  RAILROADS 

1.  The  following  replaces  Paragraph  c.  of  the 
definition  of  "insured  contract"  in  the  DEFINI¬ 
TIONS  Section: 

c.  Any  easement  or  license  agreement; 

2.  Paragraph  f.(1)  of  the  definition  of  "insured 
contract"  in  the  DEFINITIONS  Section  is  de¬ 
leted. 


A 
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UMBRELLA 


THIS  ENDORSEMENT  CHANGES  THE  POLICY.  PLEASE  READ  IT  CAREFULLY. 

WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS 


This  endorsement  modifies  insurance  provided  under  the  following: 

COMMERCIAL  EXCESS  LIABILITY  (UMBRELLA)  INSURANCE 


The  following  is  added  to  Paragraph  11.,  OUR  RIGHT 
TO  RECOVER  FROM  OTHERS.,  of  SECTION  IV  - 
CONDITIONS.: 

If  the  insured  has  agreed  in  a  contract  or  agreement 
to  waive  that  insured's  right  of  recovery  against  any 
person  or  organization,  we  waive  our  right  of  recovery 
against  such  person  or  organization,  but  only  for 
payments  we  make  because  of: 


a.  "Bodily  injury"  or  "property  damage"  caused  by  an 
"occurrence"  that  takes  place;  or 

b.  "Personal  injury"  or  "advertising  injury"  caused  by 
an  "offense"  that  is  committed; 

subsequent  to  the  execution  of  the  contract  or  agree¬ 
ment. 
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PVERSIGHT 


TRAVELERS] 

ONE  TOWER  SQUARE 
HARTFORD,  CT  06183 


WORKERS  COMPENSATION 
AND 

EMPLOYERS  LIABILITY  POLICY 


ENDORSEMENT  WC  00  03  13  (00)-01 


POLICY  NUMBER: 


WAIVER  OF  OUR  RIGHT  TO  RECOVER  FROM  OTHERS  ENDORSEMENT 


We  have  the  right  to  recover  our  payments  from  anyone  liable  for  an  Injury  covered  by  this  policy.  We  will  not 
enforce  our  right  against  the  person  or  organization  named  in  the  Schedule.  (This  agreement  applies  only  to  the 
extent  that  you  perform  work  under  a  written  contract  that  requires  you  to  obtain  this  agreement  from  us.) 

This  agreement  shall  not  operate  directly  or  Indirectly  to  benefit  any  one  not  named  in  the  Schedule. 

SCHEDULE 


DESIGNATED  PERSON: 


DESIGNATED  ORGANIZATION: 

ANY  PERSON  OR  ORGANIZATION  FOR  WHICH  THE  INSURED  HAS 
AGREED  BY  WRITTEN  CONTRACT  EXECUTED  PRIOR  TO  LOSS  TO 
FURNISH  THIS  WAIVER. 


AMERICAN 
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aECrRK:Al  COmimOR  sm  Ra;$E  (WCUfT  WEAK£AS  MW  AVAfll^  ounw  DO-K^^ 
roOVIK  WW.  DETAHEO  TYPO)  PANa  DMCrOfSS  MIH  (HWA  NUMSefI  AM)  LOAD  SERVED  fOR  EACH  ACTIVE  mm. 
ANY  UNUSED  BHEAI^  SWU  BE  TIVWEO  TO  TIC  W  POSTIOH  AM)  IABEI£)  AS  SPARE. 

EUinnCAL  COKTKUTTDR  SHAU  HCmPT  ITS  ENGINEER  Cr  ANYPROeiAtS  PEinAHHG  TO  CIRCUT  AVAIIASUTY  ^ 
CAPACnY  PffiOR  TO  ROUGTMIE 

CONTfW:iOR  Sim  MAIIHAIN  AN  ACCURATE  REID  SET  MAJWm  VlHH  ACTUAL  CACUD  NUMSERS  AND  PTKPVEe  All  ASOULT 
DRAVWIG  TO  BUUmG  OVniER  AT  T)<  COMPLETN)N  OF  TTS  PROJECT^ 

AU  DEVICES  AND  EOUPIAENT  OUTSATE  ITS  SCOPE  OF  WOW  ARE  E»ST1NG  TO  REMAIN  UNLESS  OTTTERWISE  N0m>. 

6.  ALL  MW  SWTTaiES  AND  FIATES  SHAU.  MATCH  EXTSTTNG  TBIANT  STArffiARDS. 

7.  ALlFKTUFE£SAM)DEVTCESWmiSUeSCRiPT{E)AOJACENTTOTHEMAB£E»SI1NGTOREMA^ 

1  All  FDCTURES  AM)  DEVICES  WITH  SUBSCRIPT  (R)  ADJACENT  TO  DSM  ARE  RaOCATED. 

ALi  FIGURES  AND  DEVICES  WITHOUT  A  SUBSCRIPT  ARE  TO  BE  TCW^ 

to.  REFBT  TO  ARCHNECnURAAREFUCTEDCEUNGPlAN  FOR  EXACT  LOCATIO)iS,  MOUNTING  AND  SPEORCATIOHS  OF  AU 
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r\s-.  »F  E-Pwtp.ow6  Plot  qate:  yz/n/iov  iQ:*a  am 


_ _  POWER  PLAN  KEY  NOTES  ® 

’•  <2)  FOR  SYSltMS  FWWnjffi  BASE  FEB  COKNECDOM  TO  POWER  ANO  COMMIMCATONS.  BASIS 

Wlp£SIGH:<CWC«T8WR£.2+2SVSTtMCOMFIGlRAllONTHATWaiCO«SISTSOfp)PCCRCWISt2#iaf+l#l2N+l#126l 

ORCUTS  (2#12H<-1#12H+1#126).  COMTRACTOfI  SKWi  MAKE  THE  FOWL  H«»-  VWHI CONKCCTKW  TO^ 
S«T^  C^ntniMTlIfiE  HAS  BEBI  WSTAOfD.  PROVIDE  A 1 1/4'  COHDOfT  FROJrf  COW4lf JCAIKW  JU'KIION  BOX  STUBBO) 

UP  TO  ABOVE  THE  CaitC  FOR  EXimaoei  OF  COWMUUCATWJ  CABUNG  BY  OntERS. 

WW  WATER  HEATER  OWH-1. 27TV.  SWGlf  PHASE,  8  KW. 

J^WKAFLUSJ1MOUMTEDCOMBaWTIWO£VK£WITHQUAORECEPTAaf,OArA  AMD  AV  RECEPTAClf  S.  BASK  OF  DtStSH 
wkdaoiogat  series. 

^  ^  ^  ^  ^  ^ SPACE  FOR  POfttR  COK^ 

riUSH  FUXm  DtVICc. 

PROVTDE 1 VV  CONDUIT  WITH  PIU  WIRE  UWDER  TTC  STAB  AND  STUBBED  UP  WTO  CEILBX;  SPACE  FOR  EXTENSION  OF 
COMMMCATIONS  AHftW  AV  CABlllQ  MO  THE  FUBH  aOOfl  OEWt 

PWTOEAJUHCTIOHBOXA80VETHEACC£SSI8LECaK6FOR120VPOWtflfOHCARDR£AOERS.  CONNECT  TO  CfCUIT 
PfiOVJOE  2- / 12  +  GROW®  W  V4‘ COIWAT  FOR  POWER  WWIG  TO  CARO  READWS 
PCTOiSKW  OF  l®W  VOLTAGE  CASUNG  FOR  CARO  READERS. 

!!^.f!®‘!f;^,^^^”^'^*^^-S«6LEPKAStPfiOV1DC2#IOtGWV«AF»CONMECTTOAHEW3W.lPCK 

BRCAKBl  IN  PAJCLHI0A2, 

11.  PfiOVlOCAHEWNEMALS-SORRECCITAClfFOflCONNECTlCIHTORACXPAOUHTEDUPSIJHflS. 

12  *WVTOE  A  GfiOUKO  BAR  FOR  SERVER  ROOM  BWPMBIT.fiEFHT  TO  OCTAA  ON  TbS  SHEET. 

IS  PROV»£AR«CTlOHBOXABOVETHEC£lJWGfDRFim)R£AVEOUI^ 

14.  PfWD£AAJNCTX)N8<KMIHmANDPWLVWI)OWNTOCAflDR£AOEfltOCAflOM.PROVIOE2#12+Gfiyrt 
PIWIDE  DOOR  RQEASE  PUSH  BUTTON  AT  RECEfTXW  DESK,  WITH  a’4X:  AlO  POU.  WW  UP  TO  J  BOX  ABOVE  CEUNa 

15.  KW  AC-t2-1  AN0C0N0ENSW3  SECTION  CU-12-1  ON  THE ROOF,  205V.  SWGIE  PHASE.  »®OOfi  WrMCA-lAH,  OUIDOOR  UWT 

MCA  -  110  A.  SYSTEM  MOtt* «  2QA  PJWVBE  A  3QA.2P  OKCOIMCT  SVmCH  FUSS)  AT  20A,  ANO  A  NEW  2(WP  Cfl^ 

BflEAJ®  m  PAIR  lAIO-141  PWMIE  AN  EMOIl  DMON  REa)(®»«  WAn  HOUR  CHECK  METBl  P«MDE  A 12SY  20A  OF® 

RECON^  FOR  COWtCnON  TO  CONDBISATE  PWAP,  PANEL.  Afll».  PMMDE  A  20A.  GFXJ.  WP  DUPLEX  AT  THE  CONOENSlMC 
UHN  tCXTATKW  FOR  MAWIENANCt  PURPOSES.COIIHECTEO  TO  OBair  AB132. 

AHOIMTAOUIlETMOWnEDaUSHATTH£CEin®FORCONHECTKINTO  FUTURE 

PnOJECnOR. 
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~  JJS"™  ™  ™  w™  ““Ea  « m 

HUUUNG  llv  rtXlunrfS: 


AC  DOCr  SMO«  OOKTroftS  swa  B£  lESItO  TO  KSUW  PROPER  OPEAAlWfJ  FOR  AlARM  AND  IMT 

oJWI-vwWrt 

S!SS!2(l^!Xf J!Si^  KCllDWG  AWMICWTOM  AM)  MAU^  FK£  ALARM  KUPABiT  S  OPOATWG  If 

GOOD  WOfifaVG  CONOmOM  f  Ofl  ALL  AlAflM  A/fO  IROOBlf  SIGNALS  ASSOCttIH)  WITH  IMS  AREA. 

^TECTTHE  EMSnWS  BUlflWG  SMOKE/FK  OnEClKWSySTEM  AS  ftfOWREO  TO  PREVENT  FALSE  ALARMS  DUE 

i  V  Uuno  I  KULIKfn. 

oonE  njuwiG  is  equipped  wth  sprhohis. 

Aa  RRE  AlAfiAl  EQUIPMEMT  SHALL  RBAAIN  OPERAItOfttL  AND  W  PUCE  AS  THE  BUU)  OUT  OCCURS. 

£  1?^  IHIERRLPnOM  Of  THE  BlRLOlf IG  FWE  AlARfJ  SYSTEM,  OBTAIN  WRTnEH  PERAUSSKW  fftW  Tl€ 

zsrsSSKSsisSaSJS 

^  MOOOTCATIOMS  to  E»STK6  base  bulwg  fwe 

WMJf lSuSl  WMJNCIATOR  PANEL,  ETC,  SHAR  8£  BLOKATtD  VITTWI  flRE  ALARM  SUBUTnALS  PREPAKD  ST 

ACCORDANCE  WITH  MANUFACTURERS  RCCOMMEKOATlOfLS. 

'  *■  STATIONS,  VLSUAL  ALARM  DEVICES,  AIMKBIE  ALARM  DEVICES,  AND  SMOf^HEAT  DETECTORS  TO 

WSCAMHASraoefSAKENOTACCEPfAeiE  MoumiMiHflcmsuaKMi 
UCHESAFFTOTKEBOTTDMOFlENSORBIfXIKESBELOWCElliMjTOTOPOfLENiwflCKEVERlSLOVVn  REPLACE ALLEHISIMj 

REQWRED  TO  PHOVDE  THE  MMMUM  llUW^TX)M  LEVEL  REQURED  W  THE  STANDARDS  REFERENCED  ABOVE, 

TO  WSTAaADOriJOMAL  BOOSTER  PAWL  MTHAUWaSSARY 
WTEBCONMECTIOW  WITH  BASE  BUROUfG  FIRE  ALARM  SYSTEM  AHO  f<EW  12W.  1fl.  2QA  EMERGEHCTORCUIT  TO  S8IVE  600^ 

WSIWS  FA  STROBE  DEVICES  VMCH  ARE  NOT  ADA  COMFliMa  A«  PTKMOE  WW 
STROBES  WMOL  00  NOT  HAVE  A^ 

UfAfSS  THE  ESSTPffl  ADA  COItfUANT  STROBE  FTTSTWREQIAREO  CANDELA  RATWG  FOR  THE  NEW  AREA  BEING  SOtVS). 

ACHW  COVERAGE  FORTW  ARU  SERVED.  PflOVCE  AaWSTABLE  CAKOEU  SETTINGS  Ofl  ALL  ff£W  ADA  COMPUMff  STROK  DEVICES. 

19,  COmsraOBSlWlKIDiraAJOIIICareBLOCAIIONOfSPEAKBBHCaiKS, 

”■  lETraaNC.Effi£PTfOllMA««l 

STATKWSWMCH  SHALL  BE  RED  WITH  WmElETTERPIG. 

miillvCAL  RuUGH-IL 

22.  COOIWUTEAa  WORK  MTH  LOCAL  FIRE  WARSHAU5  OFFICE. 

MOWTTED  IN  RETURN  TO  AC  FOR  ALL  WITTS  2.000  CFM  OR  MORE.  SMOKE  DETECTOR  SHALL  BE 
TO  AC  IRITT  AND  8UIMI6  RRE  ALARM  SYSTEM.  UPON  SfAOW  DETECTOR  SENSING  SMOKE.  AC  IPBT  SHAU  K 

OEACnVATEO  AND  AN  ALARM  SIGNAL  SHAa  BE  SENT  TO  BWIDIMG  FIRE  ALARM  SYSTEM. 

?!1S5!  22S,*25if^25I!?*^  to  control  smoke  damper  WIEBCOWIECT  SMIKE  DHECrOR  WITH  BASE  BWWIG  FM 

ACRVATION,  SUPERVISION  AND  ANI.VNClATWL  PIIERCONNECT  SMOKE  OEIECIOft  WTH  SMOKE 
fWi)£12OV.IPH20ACOIMCTI0llfROMBASE6inJ)ll6EM£flG£MCY 
PANa  TO  SMO(«  DAMPER.  PROVIDE  WL  NECESSARY  REUYS  FOR  PROPER  OPERATION  Of  SMOKE  DAMPPl 
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Quote  #QM432280i^n 

National  Business  Furniture,  LLC 

770  South  70th  Street  Milwaukee,  Wl  53214 
Phone  (800)  558-1010  x3588  Fax  (800)  329-9349 


Ship-To  Address  kvargas@iaf.gov _ 

KAREN  VARGAS 
BUYER 

INTERAMERICAN  FOUNDATION 
1331  PENNSYLVANIA  AVE  NW  STE1700 
WASHINGTON,  DC  20004  Source:  99 

(202)  524-8869  Cat:  46 

Cust#:  BS5510 


Item  # 

Qty 

Description 

Options 

Lead 

Time 

Catalog 

Price 

Total 

Merch 

LESCUST 

1 

MYSTIC  CONE  TABLE  96"  X  42"  (Orig  Item# 

41 649) 

NATURAL 

2-4  Wks 

$1,208.29 

$1,208.29 

1 

LIFETIME  GUARANTEE 

FREE 

Important  Information: 

YOUR  ORDER  IS  MADE-TO-ORDER  AND  NON-RETURNABLE. 


DELIVERY  LEVEL  -  TAILGATE  DELIVERY,  YOU  WILL  NEED  PERSONNEL  OR  EOUIPMENT  TO  LOWER 
THE  ITEMS  FROM  THE  TRUCK  AND  BRING  THEM  INSIDE.  PLEASE  CONTACT  US  IF  INSIDE  DELIVERY 
IS  REOUIRED 

This  quote  is  for  Open  Market  items,  if  you  require  GSA  approved  aiternatives,  piease  contact 
me  to  discuss. 

FOB  destination  pricing  is  quoted,  the  deiivery  cost  is  inciuded  in  the  cost  of  each  item 
Price  refiects  quoted  discount,  vaiid  for  90  days  from  1/29/2018. 


**  Cage  Code:  6P292  *  DUNS:  07-616-4771  *  TaxlD:  20-3851320  ** 


Merchandise 

$1,208.29 

Shipping  &  Handiinq 

0.00 

Subtotal 

1,208.29 

Total  Tax  ..p  ..g  noo/i  a 

nnii4n  0.00 

Customer  PO#:  Quoted  By:  CAM  KULICK  Ext:  3588  On:  01/29/18  Page  1 

Order  Total 

L/ L/  I  I  I  L/  «K  j 

$1,208.29 

Quotations  &  Drawings  property  of  National  Business  Furniture  -  MIL  per  FAR3. 104-3.  Copyright  2018. 
The  provided  items  consist  of  $1 ,01 9.00  in  Merchandise  and  $1 89.29  in  Freight  and  Insurance. 
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DORMA  Interior  Glass  Wall  Systems  bring 
the  benefits  of  glass  to  the  workplace — 
transparency,  daylighting,  versatility, 
efficiency,  space  saving,  and  low  cost  of 
ownership.  These  glass  wall  systems  come 
In  a  range  of  sleek  but  rugged  minimalist 
designs  and  configurations,  allowing  you  to 
select  a  system  that  matches  your  project’s 
functional  and  aesthetic  requirements. 

DESIGN 

REVEAL”  Wall  Systems  are  made  from 
fully  framed,  demountable,  double  glass 
panels.  By  pairing  transparency  with 
high  levels  of  sound  protection,  REVEAL 
simultaneously  provides  openness  and 
security.  A  busy  conference  room  can  be 
adjacent  to  private  offices  without  causing 
noisy  distractions.  Behind  transparent 
glass  walls,  a  private  conversation  remains 
private. 

The  Reveal  design  opens  up  multifaceted 
possibilities.  Solid  panels  of  laminate  or 
marker  board  can  be  intermixed  with  glass 
or  used  alone  to  create  private  space.  The 
fully  framed  demountable  panels  can  be 
up  to  10'  tall.  They  can  be  assembled  as 
demising  walls  in  numerous  configurations. 
Then  with  a  minimum  of  expense  and 
disruption,  they  can  be  demounted  and 
reconfigured  to  meet  new  requirements. 

APPLICATIONS 

Reveal  Wall  Systems  are  suitable  for 
applications  that  require: 

■  High  levels  of  sound  control 

■  Ability  to  change  how  space  is  used 

■  Demising  walls 

Door  control  options:  Both  sliding  and 
pivoting  glass  doors  are  available. 

OPTIONS 

DORMA  Interior  offers  numerous  options 
for  customizing  a  Reveal  Wall  System  for 
your  specific  project.  See  our  website — 
www.dorma-interior.us — for  more 
information. 


DORMA  Interior 
Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567-0411 
800-451-0649 
www.dorma-interior.us 
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CAPITAL 
Construction 
Group 


Date:  December  26,  2017 


From:  CAPITAL  Construction  Group,  LLC 

3321  12™  Street  NE,  Suite  3 
Washington,  DC  20017 
(202)  526-3420  phone 
(202)  526-3421  fax 


To:  Lisa  Layman 

Eight  Day  Design 
7653  Leesburg  Pike 
Ealls  Church,  VA  22043 


Project  Title  and  Number:  Inter-American  Eoundation  Glass  Partition 

CCG  Project  No.  7102-33 

Project  Location:  1331  Pennsylvania  Ave  NW,  Suite  1200  North  Washington,  DC 

20004 

Architect  /  Engineer  of  Record:  Eight  Day  Design 


Subcontractor:  Global  Glass  &  Film 


Manufacturer/  Supplier:  N/A 


SUBMITTAL  TITLE:  Glass  Wall  Partition 

SUBMITTAL  TYPE:  SUBMITTAL 

SPECIFICATION  08900-01 

SECTION: 

DRAWING  /  DETAIL  NO.: 

COMMENTS: 

Q  Approved  Q  Approved  as  Noted  Q  Revise  &  Resubmit  Q  Rejected 

DISTRIBUTION:  FILE  &  FIELD 
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Contact  Information 


DORMA  USA,  Inc. 

Dorma  Drive,  Drawer  AC 
Reamstown,  PA  17567-0411 

Office  Hours 

Monday- Friday 
8:00  AM  to  6:00  PM  EST 

Phone 

800-523-8483 

717-336-3881 

Email 

glassorders.us@dormakaba.com 

Email  requesting  quotes 

glassestimates.us@dormakaba.com 

FAX 

888-238-4401 
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As  of 

January  2018 

Ref. 

Ref. 

Reference 

GMBH 

dormakaba 

dormakaba 

BHMA 

dormakaba 

Finish  # 

USA  Finish  # 

USA  Finish  # 

Equivalent 

Code 

Anodized  Aluminum  Parts 


Clear 

150 

628 

628 

628 

CL 

Similar  to  Stainless  Steel 

113 

619 

107/113 

670 

SSS 

Special  Anodized 

199 

199 

199 

— 

SA 

Painted  or  Powder  Coated 

Special  Paint/Powder 

399 

399 

999 

- 

SF 

NOTES: 

-  Custom  powder  or  point  finishes  ordered  os  399  or  non-standard  anodizing  ordered  as  199  must  be  approved  by 
dormakaba  prior  to  quoting.  Not  all  custom  finishes  are  possible  at  the  published  list  prices.  If  a  non-standard 
finish  request  is  approved  by  dormakaba  for  processing,  a  quote  will  be  required. 

•  dormakaba  always  reserves  the  right  to  refuse  any  custom  finish  order. 

•  Finish  #  is  dormakabo's  numerical  representation  within  the  part  number. 

•  Please  contact  factory  for  special  finishes. 

-  Note  that  full  length  finished  extrusions  may  include  clamping  marks  to  be  cut  off  in  field  prior  to  installation. 

-  dormakaba  finishes  are  representative  of  industry  recognized  BHMA  or  other  finishes.  Exact  match  from 
dormakaba  to  a  base  metal  finish,  a  competitors  product,  or  from  lot  to  lot  is  never  guaranteed. 
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Product  Shipping  Schedule 

O 


Key 

Orders  received  by  2<X)  PM  EST 

Mon. 

Tues. 

Wed. 

Thurs. 

Fri. 

© 

Non- Fabricated  items  ship  in  1  business  day: 

Tues. 

Wed. 

Thurs. 

Fri. 

•Mon. 

o 

Standard  Fabricated  and  Non-Standard  Fabricated 

items  ship  in  up  to  3  business  days: 

Thurs. 

Fri. 

*Mon. 

•Tues. 

•Wed. 

© 

Custom  Fabricated  items  ship  in  up  to  5  business  days: 

*Mon. 

*Tues. 

*Wed. 

•Thurs. 

•Fri. 

Speciai  Fabricated/Finishes  and  Speciai  Order  items: 

up  to  5  weeks. 

*  Indicates  the  following  week. 


NOTES: 

•  Above  fabrication  schedule  is  based  on  10  fabrication  items  per  order.  For  fabrication  orders  over  10  per  order, 
please  contact  Customer  Service  for  a  custom  schedule. 

•  UPS  will  ship  a  maximum  of  130  united  inches  (length  +  circumference)  @  108"  maximum  length. 

•  Accelerated  shipping  is  available  at  customer  expense. 

•  dormakaba  is  committed  to  using  the  most  efficient  method  of  shipping  orders  unless  otherwise  specified. 

•  Orders  are  not  guaranteed  to  ship  same  day. 

•  Additional  expenses  to  dormakaba  as  a  result  of  special  packaging  request  from  customer  will  be  added  to  the 
customer  invoice  and  may  extend  lead  time. 


Delivery 

Ship  dates  are  contingent  upon  conditions  at  time  of  acknowledgement  and  can  be  subject  to  delays  due  to  strikes 
and/or  other  labor  issues,  material  shortages,  equipment  failure,  fire,  flood,  or  other  acts  of  God,  or  causes  beyond 
our  control,  dormakaba  is  not  liable  under  any  circumstances  for  consequential  damages  arising  from  such  delays. 


Freight  Policy  for  Consignees  within  Contiguous  United  States 

Customer  orders  that  exceed  $5,000  (USD)  in  net  value  (before  tax  and  freight)  will  be  shipped  by  a  carrier  selected 
by  DORMA,  freight  prepaid  as  a  single  shipment  to  a  single  business  destination  within  the  contiguous  United 
States.  Other  terms  apply  to  Alaska,  Hawaii,  Puerto  Rico,  and  export  orders.  When  a  customer  requests  either 
multiple  destinations  or  multiple  shipments  to  the  same  destination,  the  $5,000  minimum  will  apply  to  each 
shipment  requested.  Items  backordered  from  an  order  qualifying  for  prepaid  shipping  charges  will  be  shipped 
prepaid. 

Orders  less  than  $5000  in  net  value  will  be  shipped  by  a  carrier  selected  by  DORMA,  with  shipping  and  handling 
charges  added  to  the  customer’s  invoice.  COD  for  orders  under  $1000.00  net  for  non-account  holders. 

All  charges  resulting  from  customer  designated  carrier,  airfreight,  special  handling,  special  routing,  or  other  freight 
services  requested  by  the 

customer  will  be  prepaid  and  added  to  the  customers  invoice. 

All  goods  ship  F.O.B.  factory.  Title  and  risk  of  loss  pass  to  the  customer  upon  tender  of  shipment  to  the  carrier.  If 
product  is  damaged  in  transit,  consignee  must  file  claim  with  the  carrier. 

Freight  Policy  for  Consignees  in  Alaska,  Hawaii,  Puerto  Rico,  and  Destinations  Outside  the  Contiguous  United  States 

Customer  orders  that  exceed  $5,000  (USD)  in  net  value  (before  tax  and  freight)  will  be  shipped  by  a  carrier  selected 
by  DORMA,  freight  prepaid  to  a  U  S.  airport  or  port  of  exit  for  single  shipment  orders.  When  a  customer  requests 
either  multiple  destinations  or  multiple  shipments  to  the  same  destination,  the  $5,000  minimum  will  apply  to  each 
shipment  requested.  Items  backordered  from  an  order  qualifying  for  prepaid  shipping  charges  will  be  shipped 
prepaid  as  Buyer's  exclusive  remedy. 

At  DORMA's  option,  this  freight  policy  may  be  subject  to  special  terms  and  conditions  for  certain  export  orders. 
Orders  less  than  $5000  in  net  value  will  be  shipped  to  a  US  airport  or  port  of  exit  by  a  carrier  selected  by  DORMA, 
with  shipping  and  handling  charges  added  to  the  customer's  invoice. 

All  charges  resulting  from  customer  designated  carrier,  airfreight,  special  handling,  special  routing,  or  other  freight 
services  requested  by  the  customer  will  be  prepaid  and  added  to  the  customer's  invoice. 

All  goods  ship  FO  B.  factory.  Customer  shall  be  responsible  for  obtaining  Insurance.  Title  and  risk  of  loss  for 
products  shall  pass  when  made  available  to  customer  on  delivery  to  carrier  in  the  United  States;  provided  that  if 
payment  has  not  been  made  at  the  time  of  shipment,  DORMA  shall  retain  title  (but  not  risk  of  loss)  until  payment 
has  been  made.  If  product  is  damaged  in  transit,  customer  must  file  claim  exclusively  with  airline,  carrier,  vessel 
and/or  insurance  company;  provided,  however,  if  DORMA  has  not  received  payment  in  full  at  the  time  the  product  is 
damaged  in  transit,  DORMA  shall  hove  the  right  to  file  claim  exclusively  with  airline,  carrier,  vessel  and/or  insurance 
company. 
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Warranty  Policy 


All  DORMA  MUTO  Premium  and  Comfort  are  covered  by  a  2-year  warranty. 

All  goods  sold  are  warranted  to  be  free  from  defects  in  material  and  workmanship,  the  foregoing  comprises  seller's 
sole  and  entire  warranty.  All  other  warranties,  written  or  verbal,  expressed  or  implied,  and  including  but  not  limited 
to  warranties  of  merchantability  or  fitness  for  intended  purpose  are  expressly  excluded. 

Seller's  sole  obligation  under  these  warranties,  during  the  period  after  date  of  manufacture  as  listed  above,  shall  be 
to  issue  credit,  repair  or  replace  any  items  or  part  thereof  which  is  proved  to  be  other  than  as  warranted. 

Seller  shall  have  the  sole  right  to  determine  whether  such  parts  shall  be  repaired  or  replaced  or  whether  credit  shall 
be  issued.  No  allowance  shall  be  made  for  any  labor  charges  for  replacement  of  parts,  adjustments  or  repairs,  or 
any  other  work.  In  no  event  shall  seller  be  liable  for  collateral  or  consequential  damages. 

If  goods  are  claimed  to  be  other  than  as  warranted,  seller,  upon  notice  promptly  given,  will  either  examine  the  goods 
at  their  site  or  issue  shipping  instructions  for  return  to  seller  (transportation  costs  prepaid  by  buyer).  These 
warranties  shall  not  extend  to  any  goods  or  parts  thereof  which  have  been  subjected  to  misuse  or  neglect,  damage 
by  accident,  rendered  defective  by  reason  of  improper  installation  or  by  the  performance  of  repairs,  modifications 
or  attachment  to  other  products  outside  of  seller's  plant. 

Because  DORMA  has  no  control  over  conditions  under  which  its  products  are  used,  DORMA  specifically  does  not 
warrant  the  adequacy  or  sufficiency  of  any  device  or  recommendations  given  to  buyer.  Nor  does  DORMA  warrant 
that  every  DORMA  product  complies  with  every  code,  standard  or  regulation  in  every  community  except  as 
specifically  stated  in  a  published  DORMA  catalog  or  in  writing  by  an  officer  of  the  company.  Nor  is  DORMA  bound 
by  the  terms  of  buyer's  agreements  with  other  parties. 

For  projects  located  outside  the  United  States  or  Canada,  the  limited  warranty  period  for  all  products  is  1  year 
from  the  date  of  manufacture.  DORMA  regional  businesses  located  outside  the  United  States  or  Canada  may 
offer  different  warranty  periods.  “United  States  or  Canada"  is  defined  as  the  several  states  of  the  United  States, 
the  District  of  Columbia,  the  commonwealths,  territories  and  possessions  of  the  United  States,  and  all  of  the 
Canadian  provinces  and  territories. 
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Terms  of  Sale 


All  prices  shown  ore  in  U  S.  Dollars  and  ore  subject  to  change  without  notice.  Prices  on  acknowledged  orders  ore 
firm  for  shipment  within  three  months  of  order  date.  All  other  orders  subject  to  price  in  effect  at  time  of  shipment. 

Terms 

1%  10  Days,  Net  30. 

Minimum  Order 

$50.00  net  minimum  invoice. 


Orders 

We  reserve  the  right  to  decline  the  whole  or  part  of  orders  in  which  price,  finishes,  quantity  of  goods,  or  credit 
status  of  the  buyer  is  not  satisfactory  to  us.  We  reserve  the  right  to  discontinue  items  or  change  specifications  at 
any  time  without  notice  and  without  incurring  any  obligations.  DORMA  cannot  be  held  liable  for  extended  delivery 
dates  that  may  result  in  the  cancellation  of  an  order. 

Acknowledgments 

Acknowledgements  are  exact  copies  of  the  manufacturing  order  and  should  be  checked  upon  receipt.  If 
acknowledgement  is  incorrect,  please  notify  DORMA  Customer  Service  immediately. 

Order  Cancellations  and  Changes 

For  standard  product  or  standard  fabricated  product  (i.e.,  products  that  are  not  custom  and  not  special  order) 
with  a  defined  1  to  3  day  lead  time: 

•  Changes  or  cancellations  will  be  allowed  without  penalty  within  3  hours  of  order  acknowledgement. 

-  Changes  or  cancellations  made  more  than  3  hours  after  order  acknowledgement  may  incur  a  fee  for  recovery  of 
processing  costs. 

-  Charges  for  changing  an  order  will  be  based  on  the  status  of  the  order  at  the  time  of  the  change. 

•  Orders  cancelled  more  than  3  hours  after  order  acknowledgement  will  incur  a  50%  minimum  restock  fee. 


For  standard  product  or  standard  fabricated  product  (i.e.,  products  that  are  not  custom  and  not  special  order) 
with  o  defined  5  days  or  more  lead  time: 

-  Changes  or  cancellations  will  be  allowed  without  penalty  within  24  hours  of  order  receipt. 

•  Changes  or  cancellations  made  more  than  24  hours  of  order  receipt  may  incur  a  fee  for  recovery  of  processing  costs. 

•  Charges  for  changing  an  order  will  be  based  on  the  status  of  the  order  at  the  time  of  the  change. 

-  Orders  cancelled  more  than  24  hours  after  order  receipt  will  incur  a  50%  minimum  restock  fee. 


Cancellations  for  custom  or  special  order  products  will  not  be  accepted  and  will  be  invoiced  the  full  value  of  the 
order. 


Returned  Goods 

Goods  determined  defective  within  the  terms  of  our  warranty  may  be  returned  for  replacement.  Goods  returned 
due  to  any  other  factors  are  subject  to  a  35%  restocking  fee.  For  all  returns,  contact  the  factory  for  a  “Return  of 
Goods  Authorization"  number  (RGA).  All  returns  must  bear  the  RGA  number  provided.  Unauthorized  returns  will 
not  be  accepted.  The  complete  RGA  policy  is  available  upon  request.  All  returns  must  be  shipped  to  dormakaba,  Inc., 
Returns  Department,  Dorma  Drive,  Reamstown,  PA,  17567. 

To  protect  our  customers  from  liability,  do  not  sign  the  delivery  receipt  until  shipment  has  been  inspected  thoroughly. 

Customer  is  responsible  to  moke  necessary  notations  on  the  delivery  receipt  after  inspection.  Failure  to  note 
damaged  items  and/or  shortages  on  the  receipt  releases  DORMA  from  all  liability;  therefore,  customer  is  responsi¬ 
ble  for  any  replacement  costs.  If  damage  or  shortage  is  noted,  please  notify  your  DORMA  customer  service 
representative  within  48  hours  of  receiving  your  shipment. 
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MUTO  Ordering  Guide 
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Sliding  Panels 


System 

Capacity 


Four  Sliding  Panels  — 
(XL  80  TEL  Bi-Part) 
One  Sliding  Panel  — 
Two  Sliding  Panels'  — 


4P 

M 

—  Medium 

Type 

IP 

L 

—  Heavy 

TEL 

2P 

XL 

—  Extra  Heavy 

IP 

XL 

150 

Sliding  Panel 

Thickness*  1-3/8“  to  1  31/32* 

(35  to  50)  Wood  DO' 
-(Default  1-3/4") 


WD 

- 

8MM 

- 

10MM 

- 

12MM 

- 

13.5MM 

— 

12MM 

MUTO 


PREMIUM 


Portfolio  LandM  — 

COMFORT 

3301b  050  kg)- 

150 

XL- 

PREMIUM 

264  lb  (120  kg)  (SC  only)  - 

120 

Self-Closing  — 
(120  only) 

SC 

SYNCHRO 

Model 

176  lb  (80  kg)- 

80^ 

Other 

DMSC 

11Olb(50kg)- 

50 

5ystem 

DM 

continued 

below 


Door  Weight 


Options 


—  2  Panels  Move  Simultaneously 
(N/Awith  DORMOTION) 

—  Dampener  (DORMOTION)  for 
SC  units  -  opening  cyde 

^  DORMOTION 


Mount  Type 


CE-S 

—  Ceiling  Mount  -  Surface 

399 

CE-R 

—  Ceiling  Mount  -  Recessed 

Sliding  Panel  ^ 

Miter 

199 

W 

—  Wall  Mount 

Width 

MITER 

113 

G 

—  Glass  Mount  Door  Panel  Width  (DW)  *  — 

SPECIFY 

150 

No  Fixed  Panel  — 

1  X  Fixed  Panel  — 

1FP 

2  X  Rxed  Panel  — 

2FP 

SPECIFY 

PNL1 


SPECIFY 

PNL2 


Fixed  Panels 


Fixed  Panel  Widths 


TLG 


150 

SI 


MUTO  Finish 

—  Special  (Powder  Coat/Paint) 

—  Special  Anodized  * 

—  Similar  to  Stainless  Steel  (SS 
(619  as  of  January  2018) 
Clear  Anodized  Aluminum 


(628  as  of  January  2018) 


Tempered 

Laminated 

Glass 


Status 

Indicator 


o 


1  Two  bi-parting  panels  or  two  panels  for  single  telescopic. 

2  MUTO  Premium  XL  80  not  availabie  Less  DORMOTION. 

3  Minimum  and  maximum  panel  widths  vary  by  MUTO  model. 

4  For  custom  199  or  399  finishes,  there  may  be  minimum  order  quantities 
based  on  minimum  tot  charges.  Lead  time  wiil  be  extended. 

5  Dimensions  are  converted  from  millimeters  to  the  dosest  1/16" 
where  possible.  Always  verify  with  Technical  Service  for  critical 
dimension  verifications. 


6  One  (1),  three  (3),  and  five  (5)  day  lead  time  kits  are  based  on  mcKimum  order 
of  ten  (10)  units. 

7  Default  wood  door  thickness  will  be  1-3/4"  (44)  unless  otherwise  spedfied. 

8  Stock  157"  (4  m)  extrusion  lengths  include  clamp  marks  on  mounting  surface 
within  approximately  1/2*- 1-3/4"  (13-44)  from  each  end  and  may  need  cut  in 
field  for  surface  applied  units.  Clamp  marks  are  typically  hidden  once  installed 
for  CE-R  units. 


AMEF 

pyEt 
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Door  Panel  Sizing 


MUTO  Sliding  Systems 


dormakaba^^ 


MUTO  Door  Panel  Sizing 


O 


DISCLAIMER 

•  When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key.  When 
maximizing  door  panel  width, 
height,  or  thickness,  one  or 
more  of  the  other  dimensions 
(width,  height,  or  thickness)  will 
require  reductions  to  remain  at 
or  below  the  maximum 
allowable  weight  capacity  of 
the  specific  MUTO  sliding  unit, 
within  industry  codes, 
standards,  or  specifications, 
and  within  door  manufacturer 
recommendations. 

-  All  formulas  apply  to  both  gloss 
and  wood  panel 

-  Always  refer  to  Glass 
Association  of  North  America 
(GANA)  when  sizing  tempered 
glass  doors. 


o 


Door  Panel  Height  Formulas 
Wall  Mount 

(XL)  GH  =  CH  +  7/8"  (22)  +  X 
(U  M)  GH  =  CH  +  3/4"  (18)  +  X 


Glass  Mount 

(XL)  GH  =  TH  -  1-7/8“  (47) 
(L)  GH  =  TH  -  1-9/16"  (40) 


JM  U 

&  i  8 
u)  g  S 
s  i  a 

O  (J  < 


ill 

U  Q  0- 
o  •» 


«  0  ? 
o 

I 


I  8 

D  fli 

0  • 

i  8 


ea  S 

•I  o 


O  I 


3 

-J 


KEY 

Wall  Mount 

X  =  Top  of  Clear  Opening  to 
Bottom  Edge  of  Track 
GH  =  Door  (Glass)  Height 
CH  =  Clear  Opening  Height 

Glass  Mount 

TH  =  Finished  Floor  to  Top  of  Track 
(Total  Height) 

GH  =  Door  (Glass)  Height 
CH  =  Clear  Opening  Height 

Y  =  Varies  based  on  glass  thickness 

Ceiling  Mount 

TH  =  Finished  Floor  to  Top  of  Track 
(Total  Height) 

GH  =  Door  (Glass)  Height 

Fixed  Panel  Ceiling  Mount 

TH  =  Finished  Floor  to  Top  of  Track 
(Total  Height) 

GH  =  Door  (Glass)  Height 
CH  =  Clear  Opening  Height 
FPH  =  Fixed  Panel  Height 

Y  =  Varies  based  on  glass  thickness 


O 

^ir 

MUTO  Sliding  Systems  Price  List  #27 


Ceiling  Mount  Fixed  Panei  (Sideiite)  Ceiling  Mount 

(XL)  GH  =  TH  -  1-7/8“  (47)  (XL)  GH  =  TH  -  1-7/8“  (47)  FPH  =  CH  +  1/8“  (3) 

(L,  M)  GH  =  TH  -  1-9/16“  (40)  (L)  GH  =  TH  -  1-9/16“  (40)  FPH  =  CH  -r  1/8“  (3) 


<8  £ 
Ji  "o 
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MUTO  Door  Panel  Sizing 


MUTO  Sliding  Systems 


Door  Panel  Sizing 


Single  Door  Width  Formulas 


KEY 

DW  =  Door  Ponel  Width 
CW  =  Clear  Opening  Width 
TL  =  Track  Length 
FPW  =  Fixed  Panel  Width 


Single  Door  Wall  Mount  (XL,  L,  M) 

DW  =  CW  +  2-3/8”  (60)* 


Single  Door  Ceiling  Mount  (XL,  L,  M) 

DW  =  CW  4.  2-3/8”  (60)* 


TL=2xDW 


V3n6* 

(30) 


1-3/16‘ 

(30) 


1-3/1A* 

(30)  I 


(30) 


CW 


I _ J  *  If  single  door  panel  closes  against 

□W  •  CW  ♦  2-3/8“  (60)  jamb  or  only  overlaps  an  one  side, 

subtract  1-3/16"  (30)  from  formula. 


CW 


•OW.  CW  ♦  2-V8“  (60) 


*  If  single  door  panel  closes  against 
jamb  or  only  overlaps  on  one  side, 
subtract  1-3/16"  (30)  from  formula. 


Single  Door  plus  2  x  Fixed  Panels  (XL,  L)  Single  Door  plus  Fixed  Panel  Closing  against  Jamb  (XL,  L) 

DW  =  CW  4- 1-3/16”  (30)  DW  =  CW  4- 1-3/16”  (30) 


TL  Crf  ind.  endcaps,  2  x  3/32“  [2]) 


FPW2 


V3/16‘. 


(30) 


FPW1 


V3/16* 


(30) 


November  10/ 


TL  (bid.  endcaps  2  x  3/32”  [2]) 


FPW  =  TL  -  CW 


1-3/16* 


(30) 


CW 


8-0224-A-001 1 53 
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Door  Panel  Sizing 


MUTO  Sliding  Systems 
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MUTO  Door  Panel  Sizing 


O 


O 


Double  Door  Ceiling  Mount  Width  Formula 


DISCLAIMER 

•  When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key.  When 
maximizing  door  panel  width, 
height,  or  thickness,  one  or 
more  of  the  other  dimensions 
(width,  height,  or  thickness)  will 
require  reductions  to  remain  at 
or  below  the  maximum 
allowable  weight  capacity  of 
the  specific  MUTO  sliding  unit, 
within  industry  codes, 
standards,  or  specifications, 
and  within  door  manufacturer 
recommendations. 

•  Maximum  door  panel  width  will 
vary  depending  on  type  of 
MUTO,  weight,  capacity,  and 
options. 

•  All  formulas  apply  to  both  glass 
and  wood  panel  applications. 

•  Always  refer  to  Glass 
Association  of  North  America 
(GANA)  when  sizing  tempered 
glass  doors. 


Glass  Mount  Door  Width  Formulas 

Single  Door  Glass  Mount  (XL,  L) 

DW  =  CW  +  2-3/8"  (60) 


Double  Doors  with  Fixed  Panels  (XL,  L) 
DW  -  CW  +  2  +  1  1/16"  (27) 


TL  Of  ind.  andccps  2  x  3/32"  [2]) 


:4xDW+1/2’a2) 


FPW2 


1-3/16“ 


(30) 


1/4" 


(6) 


CW 


CW  =  CWt2-r1-1/16“(27) 


DW  =  CWt2  +  1-1/16"(27) 


FPW1 


,  1-3/16" 


(30) 


Double  Door  Glass  Mount  (XL,  L) 

DW  =  CW  ^  2  + 1-1/16“  (27) 


KEY 

DW 

CW 

TL 

FPW 


=  Door  Panel  Width 
=  Cleor  Opening  Width 
=  Track  Length 
=  Fixed  Panel  Width 


o 


TL  =  2x  DW  +  2-5/8"(67) 


CW 


1-3/16"  1-3/16". 


(30)  (30) 


TL  =  4xDW-r1/2"a2) 


FPW 


FPW2 


CW 


V3/16" 


(30) 


CW  =  CW+2  +  1-VI6"(27) 


V3/16" 


(30) 


V4" 


(6) 


FPW1 


IAF-18-0! 
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MUTO  Sliding  Systems 


Ceiling  (CE-R)  Recessed  Mount  Applications 


MUTO  Ceiling  (CE-R) 

Recessed  Mount  Applications 

Premium  XL  150/80  DORMOTION  (DM),  XL  150,  XL  120  SC  Sliding  Panels 
Concealed  or  Recessed  into  Ceiling,  Header,  Drywall,  or  Drop  Ceiling 

Two  most  common  applications 


S"  (127) 


Option  1 

Recessed  both  sides, 
Drywall  vertically 
mounted. 


4-15/16"  (125) 


4-3/4"  (121) 


3-15/16"  (100) 

3-9/16"  (90) 


Option  2 

Recessed  both  sides. 

(May  be  drop  ceiling 
profile  836.820  or 
reinforced  drywall;  drop 
ceiling  shown.) 


Other  applications 


Option  3 

Recessed  both  sides,  drop  ceiling 
profile  by  drywall. 

(Drop  ceiling  profile  836.820  one  side 
by  flush  vertical  drywall  other  side.) 


Option  4 

Recessed  one  side  only.  Drop  celling 
profile  by  drywall  above. 

(Drop  ceiling  profile  836.820  one  side 
by  vertical  drywall  above.) 


Option  5 

Recessed  both  sides. 

Drop  ceiling  profile  by  drywall. 

(Drop  ceiling  profile  836.820  one  side  by 
reinforced  drywall  other  side.) 
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Option  6 


Recessed  one  side  only. 
Drop  ceiling  profile  by 
drywall. 

(Drop  celling  profile 
836.820  cover  side  by 
reinforced  drywall  above 
sidelite  profile.) 


it  •«  /itH  /4/\A\ 


Option  7 

Recessed  one  side  only. 
Drop  celling  profile  by 
drywall. 

(Drop  ceiling  profile 
836.820  one  side  by 
reinforced  drywall  above 
cover.) 

-18-0224-A-001155 
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MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Surface  Mount 

Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

o 

(D 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

Q  236.589  Set  Ceiling  CE-S  2,060  2,266  2,678 

H  lx  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


p=^^= 

Q  236.591 

Set 

Celling  CE-S 

2,245 

2,470 

2,919 

1  X  Panel  (IP) 

1 

2  X  Fixed  Panel  (2FP) 

236.531 

Ft. 

Required  ADD  for  units 

173 

187 

223 

- ^ - 

exceeding  154"  (3912) 

Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


o 

236.593 

Set 

Celling  CE-S 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

3,296 

3,626 

4,285 

2 

236.531 

Ft. 

Required  ADD  for  units 

173 

187 

223 

exceeding  154"  (3912) 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.461 

Sot 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  change  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45“  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list$x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Inci.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chari/Sidelite  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Calling 

Surfaco 

Mount 

S 

i 

SQ 

1 

a 

D 

_ 

Single  Door  (IP)  Kit  shown 


Q  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(g  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnitXLISODM 


Double  Sidelite  Ceiling 
SurfoM  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Caver  Profile  and  Clips 

•  Set  Roller  Carriers^ 

.  UnitXLISODM^ 


Technical 

Details 

•  Glass  tNckness! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 


NOTES 

•  Maximum  door  panel  sizes 
connot  all  be  combined  In 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximurrv 
contact  dormakaba 
Technical  Servic»  at 
800-523-8483. 


Set  Endcaps 
Cover  Brush 
Roor  Guide 
Sidelite  Profile  and 
Gasket 

Sidelite  Filler  Profile 
Set  Sidelite  Endcaps 
U-Channel  (inci  Gasket/ 
Endcap) 

Sidelite  Extrusion 
Mounting  hardware 


■  Set  Endcaps 

■  Cover  Brush 

■  Floor  Guide^ 

Sidelite  Profile  and 
Gasket 

Sidelite  Rller  Profile 
'  Sidelite  View  Profile 
'  Set  Sidelite  Endcaps 

■  U-Channel  (incI  Gasket/ 
Endojp) 

'  Sidelite  Extrusion 
Mounting  hardware 

Two  (2)  each  for  two 
panels  (2P) 


57"  (1448) 

•  Min  door  panel  width: 
40-3/16"  (1020) 

•  Max  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 
37-13/16"  (960) 

•  Max  clear  opening  width: 
54^5/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 
78-3/16"  C1986)|^p  .|g 


•  Poirs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
openir>g. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  StockIS?"  (4  m)  extrusion 
lengths  include  damp  marks 
on  mounting  surface  within 
approximately  1/2"-1-y4" 
(13-44)  from  each  end, 


Mox  clear  opening  width:  the  field 

111-7/8‘  0842) 
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MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Recessed  Mount 


standard  Special  Finishes  S 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Celling  (CE-R)  Recessed  Mount 

o* 

(D* 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

Q  236.595  Set  Ceiling  CE-R  2,266  2,493  2,946 

^  lx  Panel  (IP) 

^  lx  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 

'  I  P  ^  236.597  Set  Ceiling  CE-R  2,470  2,717  3,211 

H  lx  Panel  (IP) 

^  2  X  Fixed  Panel  (2FP) 

236.533  Ft.  Required  ADD  for  units  173  187  223 

I _ I  exceeding  157''  (4  m) 


Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


236.599 

Set  Ceiling  CE-R 

3,626 

3,989 

4,714 

2  X  Panel  (2P) 

1 

1 

0 

1- 

2  X  Fixed  Panel  (2FP) 

^  236.533 

Required  ADD  for  units 
exceeding  157“  (4  m) 

173 

187 

223 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sideiite), 

45“  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  19'6''  (6  m)  length 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chori/Sidelrce  &  View  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

Ceiling 

Recessed 

Mount 


See  Ceiling 
Re<%ssed 


CCE-R) 
Applications 
page  for  more 
application 
examples. 


Single  Door  (IP)  Kit  shown 


Single  Sideiite  Ceiling 

Recessed  Mount  (CE-R) 

Complete  Set 

•  Track  Profile  (Celling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

-  UnilXLISODM 

•  Set  Endcxips 

•  Cover  Brush 

•  Poor  Guide 

•  Sideiite  Profile  and 
Gasket 

•  Sideiite  Rller  Profile 

•  Set  Sideiite  Endcaps 

•  U-Channel  (ind  Gasket/ 
Endcap) 

•  Sideiite  Extrusion 
Mounting  hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separatel/. 


Double  Sideiite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Celling) 

•  Track  Mountir^ 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers' 

-  UnitXLISODNT 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide' 

•  Sideiite  Profile  and 
Gasket 

•  Sideiite  Filler  Profile 

•  Sideiite  View  Profile 

•  Set  Sideiite  Endcaps 

•  U-Channel  (inci  Gasket/ 
Endcap) 

•  Sideiite  Extrusion 
Mounting  hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start^top 
plate 

•  Recessed  Hex  Bits 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 
5/16--1/2"  (8-13) 

•  Max  door  panel  weighrt:: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118-  (3000) 

•  Max  door  panel  width: 
57-  (1448) 

•  Min  door  panel  width: 
40-3/16-  0020) 

•  Max  track  length: 

157-  (4000) 

One  Door  Panel 

•  Min  clear  opening  width: 
37-13/16"  (960) 

•  Max  clear  opening  width: 
54-5/8-  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 
78-3/16"  0986) 

•  Max  clear  opening  width: 


•See  previous  page  for 
lead  times. 

NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contoct  domnakobo  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  are  priced  for  up 
to  157"  (4  m)  length. 

•  Stcx:k  157"  (4  m)  extrusion 
lengths  inclucie  damp  marks 
on  mounting  surface.  Morks 
ore  typically  hidden  once 


111-7/8-  (2842) 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL150  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


Standard 

Special  Finishes  $ 

Finishes  $ 

Anodized/Powder  Coat 

Model  Ref.  # 

U/M  Description 

150  113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Wall  (W)  Mount 

STK 

836.510 

STK  Track  Length: 
113-3/8"  (2880) 

Set  Wall  (W) 

1  X  Panel  (IP) 

1,625® 

1.788 

. 

P 

836.521 

Set  Wall  (W) 

1,7060 

1,877® 

2,218 

1- 

5 

1  X  Panel  (IP) 

Glass  (G)  Mount 


P  836.525  Set  Glass  (G)  1,962®  2,158®  2,550 

5  1  X  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

®  Non-fabrlcoted  item;  ships  in  one  business  day  (24  hours). 

Q  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order,  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  150  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gtoss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  150  DM 

•  Set  Endear^ 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16“-1/2"  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57-0448) 

•  Min  door  panel  width: 
40-3/16-  (1020) 

•  Min  clear  opening  width: 
37-13/16-  (960) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

-  MUTO  MTO  Complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clamp  morks 
on  mounting  surface  within 
approximately1/2"- 1-3/4" 
(13-44)  from  each  end  which 
may  need  to  be  cut  in  the 
field. 
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pgnjf  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 

Model  Ref.  #  U/M  Description  150  113  199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete  @ 


Ceiling  (CE-S)  Surface  Mount 


STK 

836.512 

STK  Track  Length: 
113-3/8“  (2880) 

Set  Ceiling  (CE-S) 

1  X  Panel  (IP) 

1,625® 

1,788 

i 

0 

836.523 

Set  Ceiling  (CE-S) 

1,7060 

1,877® 

2,218 

1- 

5 

1  X  Panel  (IP) 

Ref.# 

U/M 

Accessory  Option 

Lists 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

CD  Non-fabricated  item;  ships  In  one  business  day  (24  hours). 

^  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

^  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting  Hordware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnitXLISODM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technioil  Details 

•  Glass  thickrtess: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
40-3/16"  0020) 

•  Min  clear  opening  width: 
37-13/16"  (960) 

•  Max  dear  opening  width: 
54^5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  lerrgth. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clomp  marks 
on  mounting  surface  witNn 
approcimately  1/2"- 1-3/4" 
(13-44)  from  each  erxd  which 
may  need  to  be  cut  in  the 
field. 


NovenriberlO,  2017 
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Premium  XL150  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  DM 

Complete 

(so) 

Wali  (W)  Mount 


836.527 


Set 


2 


Wall  (W) 

2  X  Panel  (2P) 


3,241© 


3,565® 


4,213 


Glass  (G)  Mount 


2 


836.531 


Set  Glass  (G) 

2  X  Panel  (2P) 


3,727®  4,100® 


4,845 


Ref.  #  U/M  Accessory  Option 


List  $ 


936.461  Set  Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide)  112 

Miter  Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite),  61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 


o 


Wall  Mount 


Glass  Mount 


O 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  upto  5  business  days. 

O  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitXL150DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Double  Panel  Glass  (G)  Mount 
Complete  Set 

.  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnftXL150DM 

•  Set  Endear^ 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2  X  330  lb  050  kg) 

•  Max  door  panel  width: 
57-0448) 

•  Min  door  partel  width: 
40-yi6-  (1020) 

•  Max  door  panel  height: 
TI8-  (3000) 

•  Min  cleor  opening  width: 
78-3/16-  (1986) 

•  Max  clear  opening  width: 
TI1-7/8-  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  wilt 
be  at  the  <»nter  of  clear 
opening. 

•  MUTO  MTO  (»mplete  set 
prices  shown  are  priced  for 
upto  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengdis  include  clamp  marks 
on  mounting  surfoce  within 
approximately1/2"- 1-3/4" 
(13-44)  from  each  end  which 
m<v  need  to  be  cut  in  the 
field. 
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MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL150  DORMOTION  (DM) 


MUTO  Premium  XL  150  DORMOTION  (DM) 

Two  Sliding  Panels 


-  Ceiling,  Surface  Mount 

Standard 

Finishes  $ 

Speciai  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M  Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

o  ® 

Ceiling  (CE-S)  Surface  Mount 

O 


2 

5 


2  X  Panel  (2P) 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.461 

SGt 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  9'6''  (6  m)  length 

21 

23 

26 

Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnrtXL150DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


e  Standard  or  Non-Standard  Fabricated;  lead  tirT>e  up  to  3  days. 

®  Custom  Fabricoted  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Techniral  Details 

•  Glass  thickness: 
5/16"-1/2'’  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X  330  lb  050  kg) 

•  Min  door  panel  width: 
40-3/16"  0020) 

•  Max  door  panel  width: 
57"  0448) 

•  Max  door  panel  height: 
118-  (3000) 

•  Min  clear  opening  width: 
78-3/16"  0986) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157-  (4000) 


NOTES 

•  Maximum  door  panel  ^es 
cannot  all  be  combined  in  one 
application.  See  disdaimer  note, 
pages  3  &5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  8(X)-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  over  38"  (965)  require  two 
tracks.  Joint  will  be  at  the 
center  of  clear  opening. 

•  MUTO  MTO  complete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clamp  marks  on 
mounting  surface  within 
apprcpcimately  V2"- 1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  in  the  field. 


O 


O 
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Premium  XL150 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Surface  Mount 

standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model 

Ref.  #  U/M 

Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

e 

(D 

(m) 

Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 

! 

236.588  Set 

2 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 

1,585 

1,744 

2,061 

Single  Sliding  Panel  (IP)  with  Two  Fixed  Panels  (2FP)  Complete 

Ceiling  (CE-S)  1,728  1,901  2,246 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units  173  187  223 

exceeding  154"  (3912) 

Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Complete 

Ceiling  (CE-S)  2,536  2,790  3,297 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units  187  223 

exceeding  154"  (3912) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes  XL Track/COV/U-Chan/SideItte  Profile,  E-Cops,  Fasteners) 

173 

187 

223 

2 


236.590 


236.531 


Set 


Ft. 


O  Star>dard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabrkxited/Rnish  or  Special  Order,  lead  time  up  to  5  wks. 


Ceiling 

Surface 

Mount 


Single  Door  (IP)  Kit  shown 


Single  Panel  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (ind  Gasket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hord/vore 


Double  Panel  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers' 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide' 

•  Sidelite  Profile  ond 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Char>nel  (ind  Gasket 
&  Erxlcap) 

•  Sidelite  Bctrusion 
Mounting  Hardware 

^Two  (2)  each  for  two 
panels  (2P) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  are  priced  for 
up  to  1S7"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clamp  marks 
on  mounting  surface  within 
approximately  1/2"- 1-3/4" 
(13-44)  from  each  end, 

Max 

the  field. 


Technical  Details 

•  Gloss  thickness; 
5/16“-1/2*  (8-13) 

•  Max  door  panel  weight; 
330  lb  050  kg) 

•  Max  door  panel  height 
118"  (3000) 

•  Max  door  panel  width; 
57“  0448) 

•  Min  door  panel  width; 

26“  (660) 

•  Max  track  length; 

157“  (4000) 

One  Door  Panel 

•  Min  clear  opening  width; 
23-5/8“  (600) 

•  Max  clear  opening  width; 
54-3/8“  0381) 

Two  Door  Panels 

•  Min  clear  opening  width; 
49-13/16“  0266) 


111-7/8“  G842) 
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MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 


One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 


-  Ceiling,  Recessed  Mount 

standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 

Model  Ref.#  U/M  Description  150  113  199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount  O  (s)  ® 


Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 

II'  236.594  Set  Celling  (CE-R)  1,744  1,918  2,267 

I  g  lx  Panel  (IP) 

J  5  lx  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  Two  Fixed  Panels  (2FP)  Complete 

236.596  Set  Ceiling  (CE-R)  1,901  2,091  2,471 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

236.533  Ft.  Required  ADD  for  units  173  187  223 

exceeding  157"  (4  m) 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Complete 


236.598 


236.533 


Set  Ceiling  (CE-R)  2,790  3,069 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  157"  (4  m) 


3,627 


223 


Ref.# 

U/M 

Accessory  Option 

Lists 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Celling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrack/COV/U-Chan/Sidelite  Profile,  E-Caps,  Fasteners) 

173 

187 

223 

t 


Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 
Custom  Fabricated  it^ms  ship  in  up  to  5  business  days. 


®  Special  Fabricated/Finish  or  Special  Order; 
lead  time  up  to  5  wks. 


Ceiling 

Recessed 

Mount 


See  Celling 

Recessed 

(CE-R) 

Applications 

page  for  more 

application 

examples. 


Single  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelite  Profile  and 
Gasket 


MM 


Single  Door  (IP)  Kit  shown 
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•  Sidelite  Rller  Profile 

•  Set  Sidelite  Er>dcaps 

•  U-Chonnel  (ind  Gasket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
^  plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separately 


Double  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  ((Veiling) 

•  Track  Mounting 
Hardware 

•  Clover  Profile  arrd  Clips 

•  Set  Roller  Carriers’ 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide’ 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (ind  Ckisket  & 
Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

•  Recessed  Clover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

’Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 
5/16--1/2"  (8-13) 

•  Max  door  panel  weight: 
330  lb  (150  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  trock  length: 

157"  (4000) 

One  Door  Panel 

•  Min  dearopeningwidth: 
23-5/8"  (600) 

•  Max  clear  opening  width: 
54-3/8"  0381) 

Two  Door  Panels 

•  Min  dearopeningwidth: 
49-13/16"  0266) 

•  Max  clear  opening  width: 
1TI-7/8-  (2842) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  mcKimum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  ©ctruslon 
lengths  include  clamp  marks 
on  mounting  surface.  Marks 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL150 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150 


One  Sliding  Panel 


-  Wall  and  Glass  Mounts 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (1P)  Complete 

Wail  (W)  Mount 


Glass  (G)  Mount 


O 

H 

2 


236.510 

STK  Track  Length: 
113-3/8"  (2880) 

Set 

Wall  (W) 

1  X  Panel  (IP) 

1,150© 

236.521 

Set 

Wall  (W) 

1  X  Panel  (IP) 

1,2080 

1,329® 

1,570 

236.525  Set  Glass  (G)  1,389®  1,528®  1,806 

1  X  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

List$ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

Glass 

Mount 


®  Non-fabrlcoted  item;  ships  In  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  Items  ship  in  up  to  5  business  days. 

®  Special  Fabrloated/Finish  or  Special  Order,  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gloss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Cfcps 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcops 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight 
330  lb  050  kg) 

•  Max  door  panel  height: 
TI8"  (3000) 

•  Max  door  panel  width: 
57-0448) 

•  Min  door  panel  width: 

26-  (660) 

•  Min  cleor  openir>g  width: 
23-5/8“  (600) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  parwl  sizes 
cannot  all  be  combined  In 
one  application.  See 
disclaimer  note,  pages  3  8t  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
upi»157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  irx:lude  clamp  rrKirks 
on  mounting  surfoce  within 
approximately  1/2--1-3/4" 
(13-44)  from  each  end,  which 
may  need  to  be  cut  in  the 
field. 
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pgnjf  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DPS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 

standard 
Finishes  $ 


Model  Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

Ceiling  (CE-S)  Surface  Mount 

236.512  Set  Ceiling  (CE-S)  1,150® 

1  *  Panel  (IP) 

STK  Track  Length: 

113-3/8"  (2880) 

236.523  Set  Ceiling  (CE-S)  1,208©  1,329®  1,570 

1  X  Panei  (IP) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miterJoinIng  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

ISO 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

(D  Non- fabricated  item;  ships  in  one  business  day  (24  haurs). 
o  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

Custom  Fabrkxited  (terns  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Rnish  or  Special  Order;  lead  time  up  to  5  weeks. 


O 

Special  Finishes  $ 
Anodized/Powder  Paint 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technioil  Details 

•  Glass  thlckr>ess: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
330  lb  050  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

26"  (660) 

•  Min  clear  opening  width: 
23-5/8"  (600) 

•  Max  dear  opening  width: 
54^5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

■  MUTO  MTO  complete  set 
prices  shown  ore  priced  for 
up  to  157"  (4  m)  length. 

•  Stock157"  (4  m)  extrusion 
lengths  include  clomp  marks 
on  mounting  surface  wftNn 
apprcKimately  V2"-1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  in  the 
field. 


AMEF 

pyf 
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o 
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Premium  XL150 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  150 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coot 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  Complete 

Wali  (W)  Mount 


236.527 


Set 


2 


Wall  (W) 

2  X  Panel  (2P) 


2,1850 


2,404® 


2,841 


Glass  (G)  Mount 


236.531 


g 

2 


Set  Glass  (G) 

2  X  Panel  (2P) 


2,513® 


2,764® 


3,267 


o 


Ref.# 

U/M 

Accessory  Option 

Lists 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length) 

(Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

Wall 

Mount 


Glass 

Mount 


O 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Speciol  Fobricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount 
(W)  Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 


Technical  Details 

•  Glass  thickness: 
5/16“-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2  X  330  lb  (150  kg) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 


•  2  X  Set  Roller  Carriers 

•  Min  door  panel  width: 

exceed  published  maximum, 

•  Set  Endcaps 

26"  (660) 

contact  dormakaba 

•  Cover  Brush 

•  Max  door  panel  width: 

Technical  Service  at 

•  Floor  Guides 

57"  (1448) 

800-523-8483. 

Double  Panel  Glass  (G) 

•  Max  door  panel  height: 

•  Pairs  of  sliders  with  door 

Mount  Complete  Set 

118"  (3000) 

par^l  sizes  ever  38"  (965) 

•  Track  Profile  (Glass) 

•  Min  clear  opening 

require  two  tracks.  Joint  will 

•  Track  Mounting 

width: 

be  at  the  <»nter  of  clear 

Hardware 

47-1/2"  (1207) 

opening. 

•  Cover  Profile  and  Clips 

•  Max  clear  opening 

•  MUTO  MTO  a>mplete  set 

•  2  X  Set  Roller  Carriers 

width: 

prices  shown  are  priced  for 

•  Set  Endcaps 

111-7/8"  (2842) 

upt»157"  (4  m)  length- 

•  Cover  Brush 

•  Max  track  lencfth: 

•  Stock  157"  (4  m)  extrusion 

•  Floor  Guides 

157"  (4000) 

lengths  include  damp  morks 

•  Glass  Mount  Profile 

on  mounting  surfoce  within 

•  Set  Glass  Mount 

approximately  1/2"-1-3/4" 

Endcaps 

(13-44)  from  each  end, 

•  Glass  Mount  Gasket 

which  may  need  to  be  cut  In 

•  Glass  Mount  Brackets 

the  field. 

•  Glass  Mount  Hardware 

IAF-18-0224-A-001166 
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pgpj^  MANET  Pulls  &  Locksots  Clos«rs&  Hoadors&  Offsst  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL  150 


MUTO  Premium  XL  150 


Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 


Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  Complete 

©  ® 

® 

Ceiling  (CE-S)  Surface  Mount 

5 


236.529 


Set 


Ceiling  (CE-S) 
2  X  Panel  (2P) 


2,185 


2,404 


2,841 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.560 

Set 

Premium  XL  150  Synchro  Kit 

683 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6"  6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

©  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  doys- 
®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE>S)  Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Technioil  Details 

•  Gloss  thickr>ess: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X  330  lb  050  kg) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  0448) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  clear  opening  width: 
49-13/16"  0266) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  wrtfi  door 
panel  sizes  over  38“  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  pri(»d  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extruaon 
lengths  indude  clomp  marks 
on  mounting  surface  witNn 
approximately  V2"-1-3/4" 
(13-44)  from  each  end, 
which  may  need  to  be  cut  In 
the  field. 
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Premium  XL120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


Standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model  Ref.  #  U/M  Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

e 

(D 

Single  Sliding  Panel  (IP)  with  Self-Closing  (SC)  with  One  Fixed  Panel  (IFP)  Complete 

Q  236.690 
5  236.692 


Set  Ceiling  (CE-S)RH 


2,785 


3,064 


3,621 


Set  Ceiling  (CE-S)  LH 
1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


2,785 


3,064 


3,621 


Single  Sliding  Panel  (IP)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


1 

236.694 

Set 

Ceiling  (CE-S)  RH 

3,036 

3,340 

3,947 

MTC 

236.696 

Set 

Ceiling  (CE-S)  LH 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

3,036 

3,340 

3,947 

n 

236.631 

Ft. 

Required  ADD  for  units 
exceeding  154“  (3912) 

180 

195 

232 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


- 

- 

P  236.698  Set  Celling  (CE-S)  4,858  5,344 

2  2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

ooiioi  p.  Required  ADD  for  units  iso  195 

exceeding  154“  (3912) 

6,315 

232 

1 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  stort/stop) 

320 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite). 

61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

XL  150/120/80  Drop  Celling  Connector  Profile  (Inci.  extrusion  and  fasteners); 

ISO 

113 

199/399 

836.820 

Ft. 

up  to  19'6"  (6  m)  length 

21 

23 

26 

236.631 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chon/Sidelite  Profile,  E-Cops,  Fasteners) 

180 

195 

232 

Ceiling 

Surface 

Mount 


f  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

Custom  Fabricated  items  ship  in  up  to  5  business  days. 

(S)  Special  Fabriaited/Rnish  or  Special  Order;  lead  time  upto  5  wks. 


i  i 


Single  Door  (IP)  Kit  shown 


Single  Sidelite  Ceiling 
SurfoM  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  120  SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (ind  Gasket 
8t  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 


MUTO  Sliding  Systems  Price  List  #27 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Prof  ile  and  Clips 

•  Set  Roller  Carriers^ 

.  UnitXL120'SC 

.  UnitXL120'DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Poor  Guide' 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (inci  (kjsket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardwore 

^Two  (2)  each  for  two  panels  (2P) 


NOTES 

Technical  Details 

•  Glass  thickness! 

5/16--1/2"  (8-13) 

•  Max  door  panel  weight 
2641b  020  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Max  door  panel  width: 

57"  0448) 

•  Min  door  panel  width: 
33-1/2"  (850) 

•  Max  track  length: 

157“  (4000) 

One  Door  Panel 

•  Min  dear  opening  width: 

31- V8"  (791) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 


Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdaimer 
note,  pages  3  &  5. 

Self-closing  ur^s  only  have 
DORMOTION  feature  in  the 
dosing  cycle. 

For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technlojl 
Service  at  800-523-8483. 

Pairs  of  sliders  with  door  panel 
sizes  over  38  "(965)  require 
two  tracks.  Joint  will  be  at  the 
center  of  dear  opening. 

MUTO  MTO  complete  set  prices 
shown  ore  priced  for  up  to  157" 
(4  m)  length. 

Stock  157"  (4  m)  extrusion 
lengths  include  clamp  marks  on 
mounting  surface  within 
approximately  1/2"-1-3/4" 
64-13/16"  (1646)  I AF-1 which 
Max  clear  openir^  width:  may  need  to  be  cut  in  the  field. 

111-7/8"  (2842) 
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MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabats^ 


MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Recessed  Mount 


Standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model  Ref.  #  U/M  Description 

ISO 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount 

o 

® 

(so) 

Single  Slid  ing  Panel  (IP)  with  Seif-Closing  (SO  with  One  Fixed  Panel  (IFP)  Complete 


O 

K 

2 


236.691 


Set  Ceiling  (CE-R)  RH 


3,064 


3,370 


3,983 


236.693  Set  Ceiling  (CE-R)  LH 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


3,064 


3,370 


3,983 


Single  Sliding  Panel  (IP)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


1  o 
1— 

236.695 

Set 

Ceiling  (CE-R)  RH 

3,340 

3,674 

4,342 

5 

236.697 

Set 

Ceiling  (CE-R)  LH 

3,340 

3,674 

4,342 

236.633 

Ft. 

1  X  Panel  (IP) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  157"  (4  m) 

180 

195 

232 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  with  Two  Fixed  Panels  (2FP)  Complete 


O 

h- 

2 


236.699 


236.633 


Set  Ceiling  (CE-R) 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 


5,344 


5,878 


6,947 


exceeding  157“  (4  m)  180  195 

232 

Ref.# 

U/M 

Accessory  Option 

Lists 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  stort/stop) 

320 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

836.820 

Ft. 

up  to  19'6“  (6  m)  length 

21 

23 

26 

236.633 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrock/COV/U-Chon/Sidelite  Profile,  E-Cops,  Fasteners) 

180 

195 

232 

f  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 
Custom  Fabricated  items  ship  In  up  to  5  business  days. 


Ceiling 

Recessed 

Mount 


®  Speciol  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  wks. 
NOTES 


See  (filing 

Recessed 

(CE-R) 

Applications 

page  for  more 

application 

examples. 


Single  Door  (IP)  Kit  shown 
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Single  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

-  Trock  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  120  SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Root  Guide 

•  Sidelite  Profile  and  Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel(^(^sket8c 
Endcap) 

•  Sidelite  Extrusion  Mounting 
Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Stort/Stop  plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench  and 
foam  insert  sold 
separately. 


Double  Sidelite  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceillr>g) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers^ 

.  UnitXL120’SC 

.  UnitXL120’DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Roor  Guide' 

•  Sidelite  Profile  and  Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gasket  & 
Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop  plate 

•  Recessed  Hex  Bits 

‘Two  (2)  each  for  two  panels 
(2P) 


Technical  Details 

•  Glass  thickness: 
5/16M/2"  (8-13) 

•  Max  door  panel  weight: 
264  lb  020  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
33-1/2"  (850) 

•  Max  trock  length: 

157"  (4000) 

One  Door  Panel 

•  Min  clear  opening  width: 
31-1/8"  (791) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Two  Door  Panels 

•  Min  clear  opening  width: 


Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

Self-closing  units  only  hove 
DORMOTION  feature  in  the 
dosing  cycle. 

For  door  sizes  required  to 
exceed  punished  maximum, 
contact  dormakaba  Technloal 
Setvkre  at  800-523-8483. 

Pairs  of  sliders  with  door  panel 
sizes  over  38"  (965)  require 
two  tracks.  Joint  will  be  at  the 
center  of  dear  opening. 

MUTO  MTO  complete  set  prices 
shown  ore  priced  for  up  to  157" 
(4  m)  length- 

stock  157"  (4  m)  extrusion 
lengths  indude  clamp  marks  on 
mounting  surface.  Marks  are 


64-13/16"  0646)  I AF-1  it6:9installed- 

Max  clear  opening  width: 

1TI-7/8"  (2842) 

MUTO  Sliding  Systems  Price  List  #27 


Premium  XL120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


O 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 

Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 

Model  Ref.  #  U/M  Description  150  113  199/399 

Single  Panel  (IP)  with  Self-Closing  (SC)  Complete  @ 


Wail  (W)  Mount 


“1 — 1 — : 

836.624 

Set 

Glass  (G)  RH 

2,838® 

3,121® 

3,698 

1 

5 

836.625 

Set 

Glass  (G)  LH 

2,838® 

3,121® 

3,698 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter 

Ft. 

Mrter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

Wall  Mount 


®  Non-fabricoted  item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabrl<xited/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  120  SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxJ  Clips 

•  Set  Roller  Carriers 
.  UnitXL120SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Gloss  Mount  Endcaps 

•  Gloss  Mount  Gasket 

•  Gloss  Mount  Brackets 

•  Gloss  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16“-1/2"  (8-13) 

•  Max  door  panel  weight: 
2641b  020  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  door  panel  width: 
33-1/2"  (850) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  cleor  opening  width: 
31-1/8"  (791) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

•  Max  track  length: 

157"  (40<K)) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In 
one  application.  See 
disclaimer  note,  pages  3  8t  5. 

•  Self-dosing  units  only  hcve 
DORMOTION  feature  in  the 
closing  cycle. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dornrKikaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  IX)  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  morks 
on  mounting  surfoce  within 
approximately  1/2"-1-3/4" 
03-44)  from  each  end, 
which  may  need  to  be  cut  in 
the  field. 
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pQf^j^  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 
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MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

One  Sliding  Panel 


-  Ceiling,  Surface  Mount 

Standard 

Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Panel  (IP)  with  Self-Closing  (SC)  Complete 

@ 

Celling  (CE-S)  Surface  Mount 

^  836.606 

Set 

Celling  (CE-S)  RH 

2,350© 

3,055 

836.607 

Set 

Ceiling  (CE-S)  LH 

2,350© 

3,055 

O  836.622 

Set 

Ceiling  (CE-S)  RH 

2,468© 

2,715  ® 

3,208 

2  836.623 

Set 

Celling  (CE-S)  LH 

2,4680 

2,715® 

3,208 

Ref.# 

U/M  Accessory  Option 

Lists 

936.461  Set  Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836.666  Set  Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  start/stop) 

320 

Miter  Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite),  61 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 


836.820 


XL  150/120/80  Drop  Celling  Connector  Profile  (Incl.  extrusion  and  fasteners);  up  to 
Ft.  19'6’'  (6  m)  length 


150 


21 


113 


199/399 


23 


26 


®  Non-fabricoted  Item;  ships  In  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

@  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Connplete  Set 

.  Track  Prof  ile  (Wall) 

•  Track  Mounting  Hordware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnrtXL120SC 

.  Unit  XL  120  DM 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  Guide 


Technioil  Details 

•  Glass  thickr>ess! 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
264  lb  020  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  door  panel  width: 

33- V2"  (850) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  clear  opening  width: 
31-1/8"  (791) 

•  Max  clear  opening  width: 
54^5/8"  0388) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  Self-closing  units  only  have 
DORMOTION  feature  in  the 
closing  cycle. 

•  For  door  sizes  required  to 
exceed  published  maxinr>um, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

-  MUTO  MTO  complete  set 
prices  shown  ore  pHced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extruaon 
lengths  indude  clomp  marks 
on  mounting  surface  witNn 
approximately  V2"-1-3/4" 
03-44)  from  eoch  end, 
which  may  need  to  be  cut  in 
the  field. 


28  November  10, 2017 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL120  Self-Closing  (SC)  DORMOTION  (DM)  MUTO  Sliding  Systems 

MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


dormakaba^ 


Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  Self-Closing  (SC)  Compiete 

Wall  (W)  Mount 

-  Q  836.626 

Set 

Wali  (W) 

4,6880 

5,157® 

6,094 

o 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (includes  floor  guide) 

112 

836.666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  stort/stop) 

320 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standard  or  Non-Standard  Fabricated;  lead  time  upto  3  days. 

Wall 

Mount 


Glass 

Mount 


O 


®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Orden  lead  time  up  to  5  weeks 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

.  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitXL120SC 

.  2xUnftXL120DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Trock  Mounting  Hardware 

•  Cover  Prof  ile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnttXL120SC 

.  2  X  Unit  XL  120  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brockets 

•  Glass  Mount  Hardware 


MUTO  Siiding  Sy: 


Technical  Details 

•  Maximum  door  panel  sizes 

cannot  all  be  combined  in 

•  Glass  thickness: 

one  application.  See 

5/16'-1/2'  (8-13) 

disclaimer  note,  page  3  &  5. 

•  Max  door  panel  weight/ 

•  Self-closing  units  have 

double  door 

DORMOTION  feature  only 

2  «  264  lb  020  kg) 

In  the  closir^g  cycle. 

•  Max  door  panel  height: 

•  For  door  sizes  required  to 

TI8"  (3000) 

exceed  published  rm^imum, 

•  Min  door  panel  width: 

contact  dormakaba 

33-1/2“  (850) 

Technical  Service  at 

•  Max  door  panel  width  eo: 

800-523-8483. 

57*0448) 

•  Pairs  of  sliders  with  door 

•  Min  clear  opening  width: 

panel  sizes  over  38"  (965) 

64-13/16“  0646) 

require  two  tracks.  Joint  will 

•  Max  dear  opening  width: 

be  at  the  center  of  clear 

111-7/8“  (2842) 

opening. 

•  Max  track  length: 

•  MUTO  MTO  complete  set 

157"  (4000) 

prices  shown  ore  priced  for 

up  to  157"  (4  m)  lengiK 

•  Stock  157"  (4  m)  extrusion 

lengths  include  clamp  morks 

on  mounting  surfoce  within 

approximately  1/2"-1-y4" 

(13-44)  from  each  end, 

which  may  need  to  be  cut  in 

IAF-18-(5^4-A-001172 
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Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 


MUTO  Premium  XL  120  Self-Closing  (SC)  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P}  with  Self-Closing  (SC)  Complete 

o 

® 

@ 

Ceiling  (CE-S)  Surface  Mount 

O  836.627  Set  Celling  (CE-S)  4,688  5,157  6,094 


H 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

836,666 

Set 

Premium  XL  120  SC  DMSC  Acc  Set  (Includes  DORMOTION  cushion  and  1  DM  stort/stop) 

320 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

ISO 

113 

199/399 

836.820 

Ft. 

XL  150/120/80  Di up  Ouilii ig  Oul II mu Lui  Prufilu  (lliul.  ua Li U^iui  1  Ui lU  fUdCui lut d), 
up  to  19'6"  (6  m)  length 

21 

23 

26 

Ceiling  Surface  Mount 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Ceiling  SurhicQ 

Technioil  Details 

NOTES 

O 

Mount  (CE-S)  Complete  Set 

Glass  thickness: 

•  Maximum  door  panel  sizes 

m 


Track  Mounting  Hardware 
Cover  Profile  and  Clips 
2  X  Set  Roller  Carriers 
2xUnrtXL120SC 
2xUnitXL120  DM 
Set  Endcaps 
Cover  Brush 
Floor  Guides 


5/16"-l/2" (8-13) 

Max  door  panel  weight/ 
double  door: 

2  X  264  lb  (120  kg) 

Max  door  panel  height: 
118" (3000) 

Min  door  panel  width: 
33-1/2"  (850) 

Max  door  panel  width  ea: 
57"  (1448) 

Min  clear  opening  width: 
64-13/16" (1646) 

Max  clear  opening  width: 
111-7/8"  (2842) 

Max  track  length: 

157" (4000) 


cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 
Self-closing  units  hove 
DORMOTION  feature  only 
In  the  closing  cycle. 

For  door  sizes  required  to 
exceed  published  maxinr>um, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

MUTO  MTO  complete  set 
prices  shewn  are  priced  for 
up  to  157"  (4  m)  length. 
Stock  157"  (4  m)  extrusion 
lengths  ir>clude  clomp  marks 
on  mounting  surface  witNn 
apprcximately  V2"-1-3/4" 
03-44)  from  eoch  end, 
which  nnoy  need  to  be  cut  in 
the  field. 
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o 


Premium  XL  80  DORMOTION  (DM)  MUTO  Sliding  Systems 

MUTO  Premium  XL  80  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 


dormakaba^ 


O 


-  Ceiling,  Surface  Mount 

Standard 
Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M  Description 

150  113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount 

0  ® 

® 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

236.583 


O 

I- 

5 


Set  Ceiling  (CE-S) 

1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


1,939 


2,133 


2,521 


Single  Sliding  Panei  (IP)  with  DM  with  Two  Fixed  Paneis  (2FP)  Complete 


236.585 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

2,114 

2,325 

2,748 

1 

2  X  Fixed  Panel  (2FP) 

5 

236.531 

Ft. 

Required  ADD  for  units 

173 

187 

223 

exceeding  154"  (3912) 

Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


5 


236.587 


236.531 


Set 


Ft 


Ceiling  (CE-S)  3,102  3,412 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units  ^73  187 

exceeding  154"  (3912) 


4,033 


223 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  If  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

ISO 

113 

199/399 

836.820 

Ft. 

up  to  9'6"  (6  m)  length 

21 

23 

26 

236.531 

Ft. 

Fixed  Panel  Kit  (Includes XLTrack/COV/U-Chon/Sidelite  Profile,  E-Caps,  Fasteners) 

173 

187 

223 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fobricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

Technical  Details 


Single  Door  (IP)  Kit  shown 


Single  SIdeIrte  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnitXLSODM 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  Guide 

•  Sidelrte  Profile  and 
Gaslit 

Sidelrte  Filler  Profile 
Set  Sidelrte  Endcaps 
U-Channel  (ind  Gosket 
8c  Endcop) 

Sidelrte  Extrusion 
Mounting  Hardware 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceilir>g) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers^ 

.  Unit  XL  80  DM^ 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide’ 

•  Sidelrte  Profile  and 
Gasket 

•  Sidelrte  Rller  Profile 

•  Sidelrte  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (IncI  Gasket 
8c  Endcop) 

•  Sidelrte  Extrusion 
Mounting  Hardware 

’Two  (2)  each  for  two 
panels  (2P) 


MUTO  Sliding  Systems  Price  List  #27 


•  Gloss  thickness: 

5/16"-1/2-  (8-13) 

•  Mck  door  panel  weight: 

176  lb  (80  kg) 

•  M<k  door  panel  height:  118" 
(3000) 

•  Mck  door  panel  width: 

57"  0448) 

•  Min  door  panel  width:  31-7/8" 
(810) 

•  M®<  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  clear  opening  width: 
29-1/2"  (750) 

•  Mck  clear  operving  width: 
54-5/8"  (1388) 

Two  Door  Panels 

•  Min  clear  opening  width: 
61-5/8"  0566)  IAF-18 

•  Mck  clear  oper>ing  width: 
1TI-7/8"  (2842) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  8c  5. 

•  For  door  sizes  required  to 
&(ceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  dear 
opening. 

•  MUTO  MTO  complete  set 
prices  shewn  ore  priced  for 
up  to  157"  (4  m)  length. 

•  Stock157"(4m)0(trusion 
lengths  include  clomp  mari<s 
on  mounting  surface  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end, 

■022/4nATQ(£}'1i^^4o  be  cut  in 
the  field. 
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MANET  Pulls  8t  Locksets  Closers  8t  Headers  8c  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  8t  Designer  Channels  8c 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 

-  Ceiling,  Recessed  Mount 

standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model  Ref.#  U/M 

Description 

150 

113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-R)  Recessed  Mount 

©* 

(D* 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 


236.582  Set  Ceiling  (CE-R)  2,133  2,346  2,773 

O  1  *  Panel  (IP) 

t  1  X  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


^ - 

236.584 

Set 

Celling  (CE-R) 

2,325 

2,558 

3,023 

1  X  Panel  (IP) 

O 

1- 

2  X  Fixed  Panel  (2FP) 

r 

5 

236.533 

Ft. 

Required  ADD  for  units 

173 

187 

223 

exceeding  157"  (4  m) 

Two  Sliding  Panels  (2P)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


H 

236.586 

Set 

Ceiling  (CE-R) 

3,412 

3,753 

4,436 

2  X  Panel  (2P) 

1 

1 

2  X  Fixed  Panel  (2FP) 

1 

) 

5 

236.533 

Ft 

173 

187 

223 

Required  ADD  for  units 
exceeding  157”  (4  m) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

236.533 

Ft. 

Fixed  Panel  Kit  (Includes  XLTrack/COV/U-Chan/Sidelite  Profile,  E-Caps,  Fasteners) 

173 

187 

223 

Ceiling 

Recessed 

Mount 


See  Ceiling 

Recessed 

(CE-R) 

Applications 

page  for  more 

application 

examples. 


UM 


Singlo  Door  (IP)  Kit  shown 


Single  Sidellte  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
-  UnrtXLSODM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Sidelfte  Profile  and 
Gasket 

•  Sideirte  Filler  Profile 

•  Set  Sideirte  Endcaps 

•  U-Chanr>el  (Ind  (^sket 
&  Endcap) 

•  Sideirte  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start/Stop 
plate 

•  Recessed  Hex  Bits 

Note:  Recessed  wrench 

and  foam  insert  sold 
separately. 


Double  Sidellte  Ceiling 
Recessed  Mount  (CE-R) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers' 

-  UnitXLBODNP 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide' 

•  Sidellte  Profile  and 
Gasket 

•  Sidellte  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gosket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

•  Recessed  Cover  Clip 

•  Recessed  Start^top 
plate 

•  Recessed  Hex  Bits 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Glass  thickness: 

5/16" -1/2"  (8-13) 

•  Max  door  panel  weight! 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Max  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  dear  opening  width; 
29-1/2"  (750) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Two  Door  Panels 

•  Min  dear  opening  width: 
61-5/8"  0566) 

•  Max  clear  opening  width: 


•See  previous  page  for 
lead  times. 

NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  In 
one  application.  See 
disclaimer  note,  poges  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  deor 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extnjsion 
lengths  include  clamp  morks 
on  mounting  surface.  Marks 


111-7/8-  (2842) 

installed. 
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Premium  XL  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


standard  Special  Finishes  S 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

(so) 

Wall  (W)  Mount 

STK 

836.502 

STK  Track  Length: 
113-3/8“  (2880) 

Set 

Wall  (W) 

1  X  Panel  (IP) 

1,504© 

1,654 

O 

836.520 

Set 

Wall  (W) 

1,579© 

1,737® 

2.053 

— 

. . . : 

K 

5 

1  X  Panel  (IP) 

Glass  (G)  Mount 


O  836.524  Set  Glass  (G)  1,816®  1,997®  2,361 

t  lx  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

Glass 

Mount 


@  Non-fabricated  item;  ships  in  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

Custom  Fabricated  items  ship  in  up  to  5  business  days. 

O  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  Set  Roller  Carriers 
.  Unit  XL  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gbss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  Set  Roller  Carriers 
.  Unit  XL  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  GbsstNckness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  cleor  opening  width: 
29-1/2"  (750) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  applicatbn.  See 
discbimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dorrrxjkaba 
Technical  Service  at 
800-523-8483. 

-  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusbn 
lengths  include  clamp  rrKjrks 
on  mounting  surface  within 
approximately  1/2  "-1  -3/4" 
(13-44)  from  each  end, 
which  may  need  to  be  cut  in 
the  field. 
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pgnjf  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabats^ 


MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

-ISO 

113 

199/399 

Single  Sliding  Panel  (1P)  with  DM  Complete 

@ 

Ceiling  (CE-S)  Surface  Mount 

STK 

836.505 

STK  Track  Length: 
113-3/8“  (2880) 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1,504® 

II 

0 

836.522 

Set 

Ceiling  (CE-S) 

1,579© 

1,737® 

2,053 

F 

5 

1  X  Panel  (IP) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

(D  Non-fabricated  item;  ships  in  one  business  day  (24  hours), 
o  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

O  Special  Fabrioited/Finish  or  Special  Order,  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  XL  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technioil  Details 

•  Gloss  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  clear  opening  width: 
29-1/2"  (750) 

•  Max  dear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (^4TO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disdaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  nrKixImum, 
contact  dormokoba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  ore  priced  for  up 
to  157"  (4  m)  length. 

•  Stock157"  (4  m)  extrusion 
lengths  include  clomp  marks 
on  mounting  surface  wrtNn 
opprocimcitely  V2"-1-3/4" 
d3-44)  from  each  end,  which 
may  need  to  be  cut  in  the 
field. 
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Premium  XL  80  DORMOTION  (DM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  80  DORMOTION  (DM) 


Two  Sliding  Panels 


-  Wall  and  Glass  Mounts 


Standard 

Special  Finishes  $ 

Finishes  i 

Anodized/Powder  Coat 

Model  Ref.  # 

U/M  Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

(g) 

836.526  Set  Wail  (W)  3,0000  3,300®  3,900 

2  X  Panel  (2P) 


Glass  (G)  Mount 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Kit  (2  m  iength)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

Wall  (W)  Mount 


O  Stondord  or  Non-Standard  Pobricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Rnish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 
.  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnftXL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  arxJ  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnftXL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcops 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2  X  176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  cleor  opening  width: 
61-5/8"  0566) 

•  Max  clear  opening  width: 
TI1-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  ponel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dornrxikaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  <»nter  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  157“  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clamp  marks 
on  mounting  surfoce  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end, 
which  may  need  to  be  cut  in 
the  field. 
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MUTO  Sliding  Systems 


Premium  XL  80  DORMOTION  (DM) 


MUTO  Premium  XL  80  DORMOTION  (DM) 


Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 

Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P}  with  DM  Complete 

€> 

® 

Ceiling  (CE-S)  Surface  Mount 

Q  836.528  Set  Ceiling  (CE-S)  3,000  3,300  3,900 

P  2  X  Panel  (2P) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.461 

Set 

Premium  XL  150/120/80  Wood  Door  Adaptor  Ktt  (2  m  length)  (Includes  floor  guide) 

112 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

XL  150/120/80  Drop  Ceiling  Connector  Profile  (Incl.  extrusion  and  fasteners); 
up  to  19'6“  (6  m)  length 

150 

113 

199/399 

836.820 

Ft. 

21 

23 

26 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fobricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Trock  Profile  (Ceiling) 

•  Trock  Mounting  Hardware 
Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitXL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Techniral  Details 

•  Gloss  thicl<r>ess: 
5/16"-1/2'’  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X 176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
31-7/8"  (810) 

•  Min  clear  opening  width: 
61-5/8"  0566) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maxinrHjm, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  pHced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clomp  marks 
on  mounting  surface  witNn 
apprcKimately  V2"-1-3/4" 
(13-44)  from  eoch  end,  which 
may  need  to  be  cut  in  the 
field. 


O 

IAF-18-0224-A-001179 

T 


36 


November  10, 2017 


MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 
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O 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  or  Four  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


standard 
Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 

Ref.# 

U/M  Description  150  113  199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount  ©*  (s)*  ®* 

Two  Sliding  Panels  (2P)  with  One  Fixed  Panel  (IFP)  Left  Hand  Opening  Complete 

836.704 

Set  Set  5  (GLS),  Set  29  (WD)  4,004  4,279  5,042 

836.728  (WD) 


O 

I- 


Ft. 


Ceiling  (CE-S) 

2  X  Panels  (2P) 

1  X  Fixed  Panel  (IFP) 

Left  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118”  (3  m) 


259 


259 


296 


Two  Sliding  Panels  (2P)  with  One  Fixed  Panel  (IFP)  Right  Hand  Opening  Complete 


836.706 

836.730  (WD) 


Set 


O 

i- 

5 


Ft. 


Set  8  (GLS),  Set  32  (WD) 
Ceiling  (CE-S) 

2  X  Panels  (2P) 

1  X  Fixed  Panel  (IFP) 

Right  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


4,004 


4,279 


5,042 


259 


259 


296 


=□ 


Four  Sliding  Panels  (4P)  with  Two  Fixed  Panels  (2FP}  Complete 


o 


836.711  Set  Set  9  (GLS),  Set  33  (WD) 

Ceiling  (CE-S) 

836.735  (WD)  4  ^  Panels  (4P) 

2  X  Fixed  Panel  (2FP) 


8,008 


8,559 


10,085 


1 

1 

1  Required  ADD  per  foot  for  259 

i  tmrk  exceeding  118"  (3  m) 

259 

296 

Ref.# 

U/M 

Accessory  Option  *  See  next  page  for  lead  times 

List  $ 

WD 

Set 

Wood  panel  kit —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  gloss  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite). 

61 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 

1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot) 

199 

215 

255 

{ r 


Two  Pan«l  Sidelite  Ceiling 
Surface  Mount  (CE>S) 
Complete  Set 

•  Track  8t  Mounting  Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 
.  TELCobleSet 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Floor  Guide 

•  Sidekte  Profile,  Gasket,  and 
Hardware 

•  Sidelrte  Filler  Profile 

•  Set  Sidelrte  Endcaps 

•  U-Channel  (ind  Cxisket  and 
Endcap) 

•  (iuick  Door  Carrier 

•  Sidelrte  Center  Cover 
^  •  (iuick  Door  Carrier  Cover 


MLTTO  Sliding  Systems  Price  List  #27 


Bi-Parting  Four  Panel 
Sidelite  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  2  Tracks  &  Mounting  Hardware 

•  2  Front  Covers  and  Clips 

•  2  Sets  Roller  Carriers 
.  2TELCableSet 

.  2  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  2  Moving  &  Set  Floor  Guide 

•  Sidelrte  Profile,  Gasket,  and 
Hardware 

•  Sidelrte  Rller  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel(lncl  Gasket  and 
Endcap) 

•  2  Quick  Door  Carriers 

•  2  Sidelrte  Center  Cover 

•  2  (jluick  Door  Carrier 

•  CcverTrack  Profile  (Ceiling) 


Technical  Details 

•  Gloss  thickness: 

5/16"-V2"  (8-13.5) 

•  Max  door  panel  weight  each: 

2  PNL  =  2x176  lb  (80  kg) 

4  PNL=  4x176  lb  (80  kg) 

•  Max  door  panel  height 
118"  (3000) 

•  Min  door  panel  width  each: 
31-3/32“  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  glass  or 
wood  each: 

Fast  door: 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  44-11/16"  0135) 

•  Max  track  length:  118 "  (3000) 


•  For  MinyMox.  clear  opening  widths 
with  and  without  handles,  see 
technical  brochure  panel 

sizing  chart. 

NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  in  one  application. 

See  disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  ecceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 

•  Bi-parting  XL  80  TEL  pairs,  (4-par>el) 
will  require  2  tracks  and  covers  with 
a  joint  at  center  of  clear  opening. 

•  MUTO  MTO  complete  set  prices 

lAF  '5AS7lQ^2^riAdQ£) 

(3  m)  length. 
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MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 


-  Wall  Mount 

Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Wall  (W)  Mount 

o 

(D 

@ 

I  I  I  I 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  Complete 

836.701 

Set 

Set  1  (GLS),  Set  25  (WD) 

3,484 

3,697 

4,304 

836.725  (WD) 


Ft. 


Wall  (W) 

2  X  Panels  (2P) 

Left  Hand  Opening 


Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


259 


259 


296 


Two  Sliding  Panels  (2P)  Right  Hand  Opening  Complete 


836.702 

836.726  (WD) 


Set  Set  2  (GLS),  Set  26  (WD) 
Wall  (W) 

2  X  Panels  (2P) 

Right  Hand  Opening 

Required  ADD  per  foot  for 
track  exceeding  118"  (3  m) 


3,484  3,697 


259  259 


4,304 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

e  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Two  Panel  Wail  Mount  (W) 
Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cwer  and  Clips 

•  2  Sets  Roller  Carriers 

•  TEL  Cable  Set 

•  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Floor  Guide 

•  Sidelite  Profile,  (kisket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gasket  and 
Endcap) 

•  Quick  Door  Carrier 

•  Sidelite  Center  Cover 

•  Quick  Door  Carrier  Cover 


November  10,  2017 


Technical  Details 

•  Gloss  thickness: 

5/16"-1/2"  (8-13.5) 

•  Max  door  panel  weight  each.: 
2PNL=2x176lb(80  kg) 

•  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  each.: 
31-3/32"  (790)  w  DM 
23-V8"(6CX))wo  DM 

•  Max  door  panel  width  glass 
orwood  each: 

Fast  door 

47-1/4"  0200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  44-11/16"  0135) 

•  Max  track  length:  118"  (3000) 

•  For  MinyMox.  clear  opening 
widths  with  &  without 
handles;  see  technical 
brochure  ponel  sizing  chart. 


NOTES 

•  Maximum  door  panel  size 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, - 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  118"  (3  m)  ler^th. 
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Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 
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MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 
-  Wall  Mount,  90°  Jamb 


Standard 
Finishes  $ 

Special  Finishes  S 
Anodized/Powder  Coat 

Model  Ref.  # 

U/M 

Description 

ISO 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Wall  (W)  Mount 

o 

(D 

(») 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  into  90°  Complete 


836.737 

Set 

Set  1.1  (GLS),  Set  25.1  (WD) 

3,484 

3,697 

4,304 

Woll  (W) 

836.792  (WD) 

2  X  Panels  (2P) 

o 

^  1- 

Left  Hand  Opening 

90°  Jamb 

1 

Ft. 

Required  ADD  per  foot  for 

U  ' 

track  exceeding  118“  (3  m) 

259 

259 

296 

Two  Sliding  Panels  (2P)  Right  Hand  Opening  into  90°  Complete 


836.738  Set  Set  2.1  (GLS),  Set  26.1  (WD) 

Wall  (W) 

836.793  (WD)  2  x  Panels  (2P) 

O  Right  Hand  Opening 

i  90°  Jamb 

Pi;  Required  ADD  per  foot  for 

track  exceeding  118“  (3  m) 


3,484 


3,697 


4,304 


259 


259 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Eo. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 

1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot) 

199 

215 

255 

Two  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Cover  and  Ciips 

•  2  Sets  Roiler  Carriers 

•  TEL  Cobie  Set 

.  TELDM  Kit(Optionai) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Roor  Guide 

•  Sldelite  Profiie,  Gasket,  and 
Hardware 

•  SkJelrte  Filler  Profile 

•  Set  Sideirce  Erxlcaps 

•  U-Channel  (inci  Gasket  and 
Endcap) 

•  Quick  Door  Carrier 

•  Sidelite  Center  Cover 

•  Quick  Door  Carrier  Cover 


Tschnical  Details 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

•  Glass  thickness: 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

5/16“-1/2“  (8-13.5) 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

•  Max  door  panel  weight  each: 

2  PNL  =  2x176  lb  (80  kg) 

NOTES 

•  Max  door  panel  height: 

•  Maximum  door  panel  sizes 

118“  (3000) 

canrtot  all  be  combined  in  one 

•  Min  door  panel  width  each.: 

application.  See  disclaimer 

31-3/32“  (790)  w  DM 

note,  pages  3  &  5. 

23-5/8“  (600)  wo  DM 

•  For  door  sizes  required  to 

•  Max  door  panel  width  glass  or 

exceed  published  maximum, 

wood  each: 

contact  dormakaba  Technical 

Fast  door: 

Service  at  800-523-8483. 

47-1/4“  0200)  w/o  handle 

•  MUTO  MTO  complete  set 

49-13/16“  0265)  w  handle 

prices  shown  are  priced  for  up 

Slow  door  44-11/16“  0135) 

to  118"  (3m )  length. 

•  Max  trock  length:  TI8"  (3000) 

•  For  Min/Mox.  clear 

openingwidths  with  ond 

without  handles;  see  technical 

brochure  panel  sizing  chart 
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MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels  with  Two  Fixed  Panels  (Sidelites) 
-  Glass  Mount 


Standord 
Finishes  $ 

Speciai  Finishes  $ 
Anodized/Powder  Coot 

Model 

Ref.# 

U/M 

Description 

150  113 

199/399 

Two  Fixed  Panels  (FP)  Mount  on  Glass  (G)  Mount  O  (§)  (») 


□====□ 


Two  Sliding  Paneis  (2P)  with  Two  Fixed  Paneis  (2FP)  Left  Hand  Opening  Complete 


836.707 

836.731  (WD) 


Set  SetlO(GLS),  Set34(WD)  4,042  4,304 

Glass  (G) 

2  X  Panels  (2P) 

2  X  Fixed  Panels  (2FP) 

Left  Hand  Opening 

Ft.  Required  ADD  per  foot  for  259  259 

track  exceeding  118”  (3  m) 


5,026 


296 


□====□ 


Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Right  Hand  Opening  Complete 


836.708 

836.732  (WD) 


Set  Set  11  (GLS),  Set  35  (WD)  4,042  4,304 

Glass  (G) 

2  X  Panels  (2P) 

2  X  Fixed  Panels  (2FP) 

Right  Hand  Opening 

Required  ADD  per  foot  for  259  259 

track  exceeding  118"  (3  m) 


5,026 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

Two  Panol  Glass  (G)  Mount 
Complete  Set 


NovenriberlO, 


Track  &  Mounting  Hardware 
Front  Cover  and  Clips 
2  Sets  Roller  Carriers 
TEL  Cable  Set 
TEL  DM  Krt  (OptionaO 
Set  Endcaps 
Cover  Brush 

Moving  &  Set  Floor  Guide 
Sidelite  Profile,  Gasket  and 
Hardware 
Sidelite  Filler  Profile 
Set  Sidekte  Endcaps 
U-Chonnel  (inci  Gasket  and 
Endcap) 

Quick  Door  Carrier 
Sidelite  Center  Cover 
Quick  Door  Carrier  Cover 
Gloss  Mount  Profile, 
Hardware,  and  gaskets 


O  Standard  or  Non-Stondord  Fabricated;  lead  time  up  to  3  days 
Technical  Details  (D  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

•  Glass  thickness:  ®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 

5/16--V2"  (8-13.5) 


•  Max  door  parrel  weight  Ea.: 
2PNL  =  2x176lb(80kg) 

•  Max  door  panel  height 
118"  (3000) 

•  Min  door  panel  width  Eo.: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  glass  or 
wood  each: 

Fast  door 

47-1/4"  (1200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  44-11/16"  0135) 

•  Max  track  length:  118 "  (3000) 

•  For  Min/Mox.  clear  opening 
widths  with  and  without 
handles;  see  technical 
brochure  pane  sizing  chart. 


NOTES 

•  McKimum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
o(ceed  published  maximum, 
contoct  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 


IAF-18-0224-A-001183 
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MUTO  Sliding  Systems  Price  List  #27 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  80  Telescopic  (TEL) 


Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coot 


Model  Ref.  #  U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Ceiling  (CE-S)  Surface  Mount 

e 

(D 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  Complete 

1 ;i 

MTO 

836.703 

836.727  (WD) 

Set  SGt4(GLS),  Set28(WD)  3,484  3,697  4,304 

Ceiling  (CE-S) 

2  X  Panels  (2P) 

Left  Hand  Opening 

Required  ADD  per  foot  for 

Ft.  track  exceeding  118"  (3  m)  259  259  296 

1 _ 1  1 _ 1 

Two  Sliding  Panels  (2P)  Right  Hand  Opening  Complete 

MTO 

836.705 

836.729  (WD) 

Set  Set7  (GLS),  Set31  (WD)  3,484  3,697  4,304 

Ceiling  (CE-S) 

2  X  Panels  (2P) 

Right  Hand  Opening 

Required  ADD  per  foot  for  _  _ _  _ 

Ft.  track  exceeding  118"  (3  m) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

Two  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  &  Mounting  Hardware 

•  Frant  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

•  TEL  Cable  Set 

•  TEL  DM  Kit  (Optional) 

•  Set  Endcops 

•  Cover  Brush 

•  Moving  &  Set  Poor  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcops 

•  U-Channel  (inci  Gasket  and 
Endcop) 

•  Quick  Door  Carrier 

•  Sidelite  Center  Cover 

•  Quick  Door  Carrier  Cover 


O  Standard  or  Norv Standard  Fabricated;  leodtime  up  to  3  da/s. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fobricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Technical  Details 

•  Glass  thickness: 

5/16"-1/2"  (8-13.5) 

•  Mac  door  panel  weight  Ea.: 
2PNL=2x176lb(80  kg) 

•  Mck  door  panel  height: 

118"  (3000) 

•  Min  door  ponel  width  Ea.: 
31-3/32“  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Mck  door  panel  width  glass  or 
wood  each: 

Fast  door 

47-1/4"  0200)  w/o  hondle 
49-13/16"  0265)  w  handle 
Slow  door  44-1V16"  0135) 

•  Mck  track  length:  118"  (3(XX)) 

•  For  Min/Mox.  clear  opening 
widths  with  and  without 
handles,  see  technical 
brochure  panel  sizing  chart. 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 
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pgpj^  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DPS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount,  90°  Jamb 


standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Coat 


Model 

Ref.#  U/M  Description  150 

113 

199/399 

Two  Sliding  Panels  (2P)  on  Ceiling  (CE-S)  Surface  Mount  O 

® 

I 

Two  Sliding  Panels  (2P)  Left  Hand  Opening  into  90°  Jamb  Complete 

Set  Set  4.1  (GLS),  Set  28.1  (WD)  3,484 

Ceiling  (CE-S) 

2  X  Panels  (2P) 

Left  Hand  Opening 
90°  Jamb 

Ft.  Required  ADD  perfoot  for  259 

track  exceeding  118”  (3  m) 


3,697 


259 


4,304 


296 


Two  Sliding  Paneis  (2P)  Right  Hand  Opening  into  90°  Jamb  Complete 


836.740  Set 

836.795  (WD) 

5 

Ft. 


S0t  7.1  (GLS),  SGt  31.1  (WD) 
Ceiling  (CE-S) 

2  X  Panels  (2P) 

Right  Hand  Opening 
90°  Jamb 

Required  ADD  perfoot  for 
track  exceeding  118"  (3  m) 


3,484 


259 


3,697 


259 


4,304 


296 


Ref.# 

U/M 

Accessory  Option 

List  S 

WD 

Set 

Wood  panel  kit  —  All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

Two  Panfil  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  &  Mounting  Hardware 

•  Front  Ccver  and  Clips 

•  2  Sets  Roller  Carriers 

•  TEL  Cable  Set 

.  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  &  Set  Floor  Guide 

•  Sidelfte  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelfte  Endcaps 

•  U-Channel  (irx:l  Gosket  and 
Endcap) 

•  Quick  Door  Carrier 

•  Sidelfte  Center  Ccver 

•  Quick  Door  Carrier  Cover 
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O  Standard  or  NofvStar>dard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Technical  Details 

•  Glass  thickness 
5/16''-1/2"  (8-13.5) 

•  Max  door  panel  weight  Ea.: 
2PNL=2x176lb(80kg) 

«  Max  door  panel  height: 

118"  (3000) 

•  Min  door  panel  width  each: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  glass  or 
wood  eoch: 

Fast  door 

47-1/4"  (1200)  w/o  handle 
49-13/16"  0265)  w  handle 
.  Slow  door  44-11/16"  0135) 

•  Max  track  length:  118"  (3000) 
°  For  Min./Max.  clear  opening 

widths  with  and  without 
handles;  see  technical 
brochure  panel  sizing  chart. 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
applioition.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakoba  Technical 
Service  at  800-523-8483. 

•  MUTO  MTO  a>mplete  set 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 
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Premium  XL  80  Telescopic  (TEL) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Four  Sliding  Panels 
-  Wall  Mount 


standard 
Finishes  $ 


Speciai  Finishes  $ 
Anodized/Powder 
Coat 


•oS  K 

&  2  s 

ui  E  tt 

°  u  < 


Model 


Ref.# 


U/M  Description 


150 


113 


199/399 


Four  Siiding  Paneis  (4P) 


(D* 


l.l§ 

u.  M  8 


□ 


□ 


Four  Sliding  Paneis  (4P)  Wali  (W)  Mount  Compiete 


j  Q  Q- 

I 


a 

E _ 

O 

I- 

5 


836.709 


836.733  (WD) 


Set  Set  3  (GLS),  Set  27  (WD) 
Wall  (W) 

4  X  Panels  (4P) 


Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


6,967 


7,394 


8,607 


259 


259 


296 


S  6  I 
o  E  ir 


Four  Sliding  Panels  (4P)  with  Two  Fixed  Panels  (4FP)  Glass  (G)  Mount  Complete 


836.712 

836.736  (WD) 


O 

I- 

5 


Set  Set  12  (GLS),  Set  36  (WD) 
Glass  (G) 

4  X  Panels  (4P) 

2  X  Fixed  Panels  (2FP) 

Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


8,083 


259 


8,607 


259 


10,053 


296 


^  M 

o  • 

5  a 


00  s 

M  D 


O  I 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels 

NC 

836.786 

Eo. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length) 

1,977 

2,180 

2,198 

236,7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot) 

199 

215 

255 

Bi-Parting  Four  Panel  Wall  Mount  (W)  Complete  Set  Technical  Details 

•See  next  page  for  lead  times. 

•  Track  8t  Mounting 
Hardware 

•  Front  Cover  and  Clips 

•  2  Sets  Roller  Carriers 

■  TEL  Cable  Set 

■  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  Moving  8t  Set  Roor 
Guide 

•  Sidelite  Profile,  Gasket, 

Bh Parting  Four  Panel  Glass  (G)  Mount  Complete  Set 


and  Hardware 
Sidelite  Filler  Profile 
Set  Sidelite  Endcaps 
U-Channel  (ind  Gasket 
and  Endcap) 

Quick  Door  Carrier 
Sidelite  Center  Cover 
Quick  Door  Carrier 
Cover 


2  Trocks  &  Mounting 
Hardware 

2  Front  Covers  ond  Clips 
2  Sets  Roller  Carriers 
2  TEL  Cable  Set 
2 TEL  DM  Kit  (Optional) 
Set  Endcaps 
Cover  Brush 
2  Moving  &  Set  Floor 
Guide 

Sidelite  Profile,  Gasket 
and  Hardware 


Sidelite  Rller  Profile 
Set  Sidelite  Endcaps 
U-Channel  (inci  Gasket 
and  Endcap) 

2  GKjick  Door  Carriers 
2  Sidelite  Center  Cover 
2  Quick  Door  Carrier 
Cover 

Glass  Mount  Profile, 
Hardware,  and  Gaskets 


Glass  thickness: 

5/16“-1/2''  (8-13.5) 

Max  door  panel  weight 
each: 

4  PNL  =  4x176  lb  (80  kg) 

Max  door  panel  height: 

118"  (3000) 

Min  door  panel  width  each: 

31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 
Max  door  panel  width  gloss 
or  wood  eoch: 

Post  door: 

47-1/4“  0200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door:  4V11/16"  0135) 

Max  track  length: 

118"  (3000) 

For  Min/Mox.  clear  opening 
widths  with  ond  without 
handles;  see  technicol 

brochure  panel  slzlh^EfTdl8-0224-A-001 1 86 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published 
maximum,  a)ntact 
dormakabo  Technical 
Service  at  800-523-8483. 

•  Bi-parting  XL80  TEL  pairs, 
(4-panel)  will  require  2 
trocks  and  covers  with  a 
joint  at  center  of  cleor 
opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for 
up  to  118"  (3  m)  length. 
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MUTO  Sliding  Systems 


Premium  XL  80  Telescopic  (TEL) 


MUTO  Premium  XL  80  Telescopic  (TEL) 

Four  Sli(ding  Panels 
-  Ceiling,  Surface  Mount 


Standard 
Finishes  $ 

Special  Finishes  S 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Four  Sliding  Panels  (4P) 

o 

® 

□  □ 


Four  Sliding  Paneis  (4P)  Ceiling  (CE-S)  Surface  Mount  Complete 


Set  Set  6  (GLS),  Set  30  (WD) 
Ceiling  (CE-S) 

4  X  Panels  (4P) 


Required  ADD  per  foot  for 
Ft.  track  exceeding  118"  (3  m) 


6,967 


259 


7,394 


259 


8,607 


296 


Ref.# 

U/M 

Accessory  Option 

List  $ 

WD 

Set 

Wood  panel  kit  — All  appropriate  hardware  for  wood  door  panels  in  lieu  of  glass  door  panels. 

NC 

836.786 

Ea. 

DM  —  Optional  DORMOTION  unit 

468 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45“  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

150 

113 

199/399 

236.7XX 

Ln. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (full  length)  1,977 

2,180 

2,198 

236, 7xx 

Ft. 

Avail.  2018  —  Fixed  panel  sidelite  kit  for  use  with  Premium  XL  80  TEL  (by  foot)  199 

215 

255 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  leod  time  up  tx>  5  weeks. 


Bi-Parting  Four  Panel  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  2  Tracks  8t  Mounting 
Hardware 

•  2  Front  Covers  and  Clips 

•  2  Sets  Roller  Carriers 

-  2  TEL  Cable  Set 

-  2  TEL  DM  Kit  (Optional) 

•  Set  Endcaps 

•  Cover  Brush 

•  2  Moving  &  Set  Floor  Guide 

•  Sidelite  Profile,  Gasket,  and 
Hardware 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gastet  and 
Endcap) 

•  2  GKjick  Door  Corriers 

•  2  Sidelite  Center  Cover 

•  2  Quick  Door  Corrier 

•  CoverTrock  Profile  (Ceiling) 


Technical  Details 

•  Gloss  thickness: 

5/16"-1/2"  (8-13.5) 

•  Max  door  panel  weight  each: 
4PNL=4x176lb  (80  kg) 

•  Max  door  panel  height: 
T18"(3000) 

•  Min  door  panel  width  eoch: 
31-3/32"  (790)  w  DM 
23-5/8"  (600)  wo  DM 

•  Max  door  panel  width  g  lass  or 
wood  each: 

Fast  door: 

47-1/4"  (1200)  w/o  handle 
49-13/16"  0265)  w  handle 
Slow  door  44-T1/16"  0135) 

•  Max  trock  length:  118"  (3000) 

•  For  Min/McK.  clear  opening, 
widths  with  and  without 
handles;  see  technical 
brochure  panel  sizing  chart 


NOTES 

•  Maximum  door  panel  sizes 
canrx>t  all  be  a>mbined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  8(X)-523-8483. 

•  Bi-parting  XL  80  TEL  pairs, 
(4-panel)  will  require  2  tracks 
and  covers  with  a  joint  at 
center  of  clear  opening. 

•  MUTO  MTO  complete  set 
prices  shown  are  priced  for  up 
to  118"  (3  m)  length. 
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Comfort  L  80  DORMOTION  COM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 


One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 


-  Ceiling,  Surface  Mount 

Standard 
Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model  Ref.  #  U/M 

Description 

150  113 

199/399 

Fixed  Panel  (FP)  Mount  on  Celling  (CE-S)  Surface  Mount 

0  (D 

Single  Sliding  Panel  (IP)  with  DM  with  One  Fixed  Panel  (IFP)  Complete 

236.389  Set  Ceiling  (CE-S)  1,341  1,475  1,743 


1  X  Panel  (IP) 

1  X  Fixed  Panel  (IFP) 


Single  Sliding  Panel  (IP)  with  DM  with  Two  Fixed  Panels  (2FP)  Complete 


236.393 

Set 

Ceiling  (CE-S) 

2,146 

2,361 

2,790 

1 

P 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

1 

1 

Required  ADD  for  units 

236.331 

Ft. 

exceeding  154"  (3912) 

159 

172 

204 

Ref.  #  U/M  Accessory  Option  List  $ 

936.261  Set  Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide)  12 

Miter  Ft.  Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite),  61 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

150  113  199/399 

236.331  Ft.  Fixed  Panel  Kit  (Includes  LTrack/COV/U-Chan/Sidelite  Profile,  E-Caps,  Fasteners)  159  172  204 


Ceiling 

Surface 

Mount 


Single  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Compiete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  UnltLSODM 


IL 


Singl«  Door  (IP)  Kit  shown 


Set  Endcops 
Cover  Brush 
Floor  Guide 
Sidelite  Profile  and 
Gasket 

Sidelite  Rller  Profile 
Set  Sidelite  Endcaps 
U-Channel  (inci  Gasket/ 
Endaap) 

Sidelite  Extrusion 
Mounting  Hardware 


"  r 

MUTO  Sliding  ^’sterns  Price  List  #27 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks 


Double  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

■  Trock  Profile  (Ceiling) 

•  Trock  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers^ 

.  UnitLSODNP 

•  Set  Endcaps 

•  Cover  Brush 

•  Hoor  Guide’ 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profile 

•  Set  Sidelite  Endcaps 

•  U-Channel  (Ind  Gostet/ 
Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

^Two  (2)  each  for  two 
panels  (2P) 


Technical  Details 

•  Gloss  tNckness: 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118“  (3000) 

•  Max  door  panel  width: 
57“  0448) 

•  Min  door  parcel  width: 

39"  (990) 

•  Max  track  length: 

157"  (4000) 

One  Door  Panel 

•  Min  cleor  opening  width: 
36-5/8“  (930) 

•  Max  clear  opening  width: 
61-5/8“  0566) 

Two  Door  Panels 

•  Min  dear  opening  width: 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in  one 
application.  See  disclaimer 
note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba  Technical 
Service  at  800-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  over  38“  (965)  require 
two  tracks.  Joint  will  be  at  the 
center  of  clear  opening. 

•  MUTO  MTO  Complete  set 
prices  shown  are  priced  for  up 
to  157“  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  marks  on 
mounting  surface  within 

a  pproxi  nrxjtely  1/2  “-1  -3/4“ 
C13-44)  from  each  errd  which 


75-13/16"  (1926)  IAF-1  SrrQ^i^AiArfiQdtlrSSe  field. 

Max  dear  apening  width: 

111-7/8"  C842) 
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pgpj^  MANET  Pulls  &  Locksets  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 
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dormakabats^ 


MUTO  Sliding  Systems 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Comfort  L  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Wall  and  Glass  Mounts 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

Wall  (W)  Mount 

836.326 

Set 

Wall  (W) 

991® 

1,090© 

_ 4 

STK 

STK  Track 

Length: 

113-3/8"  (2880) 

1  X  Panel  (IP) 

5 

236.326 

Set 

Wall(W) 

1  X  Panel  (IP) 

1,041© 

1,145® 

1,353 

Glass  (G)  Mount 


Q  236.328  Set  Glass  (G)  1,197®  1,317®  1,556 

H  Ik  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

Lists 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

(D  Non-fobricoted  item;  ships  in  one  business  day  (24  hours). 

Q  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

0  Custom  Fabriojted  items  ship  in  up  to  5  business  days. 

(»)  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Glass  Mount 


46  November  10, 2017 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Trock  Profile  (Wall) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
-  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Ccver  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Gloss  Mount  Profile 

•  Set  Gloss  Mount  Endcaps 

•  Glass  Mount  Gosket 

•  Gloss  Mount  Brackets 

•  Gloss  Mount  Hardware 


Technical  Details 

•  Glass  thickness! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight! 
176  lb  (80  kg) 

•  Max  door  panel  height! 
118"  (3000) 

•  Max  door  panel  width! 
57"  0448) 

•  Min  door  panel  width! 

39"  (990) 

•  Min  clear  opening  width! 
36-5/8"  (930) 

•  Max  clear  opening  width! 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  trock  length! 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  nrxiximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set 
prices  shewn  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clomp  marks 
on  mounting  surface  within 
approximately  1/2"-1-3/4" 
(13-44)  from  eoch  end 
which  nnay  need  to  be  cut  in 
the  field. 


IAF-18-0224-A-001189 
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Comfort  L  80  DORMOTION  COM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 

One  Sliding  Panel 
-  Ceiling,  Surface  Mount 


Standard 

Finishes  $ 

Speciai  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.# 

U/M 

Description 

150  113 

199/399 

Single  Sliding  Panel  (IP)  with  DM  Complete 

(m) 

Ceiling  (CE-S)  Surface  Mount 

_ 

836.327 

Set 

Ceiling  (CE-S) 

991© 

1,090© 

1 

STK 

STK  Track 

Length: 

113-3/8"  (2880) 

1  X  Panel  (IP) 

2 

236.327 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

1,041© 

1,145® 

1,353 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Krt  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  change  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sideitte), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

®  Non-fabricoted  item;  ships  in  one  business  day  (24  hours). 

^  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

Custom  Fabricated  items  ship  In  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 
.  Unit  L  80  DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39-  (990) 

•  Min  clear  opening  width: 
36-5/8"  (930) 

•  Max  clear  opening  width: 
54-5/8"  0388) 

Make  to  Order  (MTO) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  In  one  application. 
See  disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contoct 
dormakaba  Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length. 

•  Stock  157"  (4  m)  extrusion  lengths 
include  clamp  marks  on  mounting 
surface  within  opprcocimotely 
V2"-1-3/4-  03-44)  from  each  end 
which  nxjy  need  to  be  cut  in  the 
field. 


O 

MUTO  Sliding  Systems  Price  List  #27 
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MUTO  Sliding  Systems 


Comfort  L  80  DORMOTION  (DM) 


MUTO  Comfort  L  80  DORMOTION  (DM) 


Two  Sliding  Panels 


-  Wall  and  Glass  Mounts 

Standard 

Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Coot 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

Wall  (W>  Mount 

836.329 

5 

Set 

Wall  (W) 

1,978© 

2,176® 

2,571 

1 

1 

2  X  Panel  (2P) 

Glass  (G)  Mount 


O  836.331 
5 


Set 


Glass  (G) 

2  X  Panel  (2P) 


2,275® 


2,503® 


2,957 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

Glass 

Mount 


O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Double  Panel  Wall  Mount  (W) 
Complete  Set 

.  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Glass) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnitL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Gloss  Mount  Profile 

•  Set  Gloss  Mount  Endcaps 

•  Glass  Mount  Gosket 

•  Gloss  Mount  Brackets 

•  Gloss  Mount  Hardware 


Technical  Details 

•  Glass  thickness! 
5/16"-1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X 176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39"  (990) 

•  Min  clear  opening  width: 
75-13/16"  0926) 

•  Max  clear  opening  width: 
in-7/8"  (2842) 

•  Max  trock  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  8c  5. 

•  For  door  sizes  required  to 
exc»ed  published  maximum, 
contact  dormokaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

•  MUTO  MTO  Complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  damp  morks 
on  mounting  surface  within 
approxinrxjtefy1/2"-1-V4" 
(13-44)  from  eoch  end  wNch 
may  need  to  be  cut  in  the 
field. 


November  10,  2017 
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Comfort  L  80  DORMOTION  COM) 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  L  80  DORMOTION  (DM) 

Two  Sliding  Panels 
-  Ceiling,  Surface  Mount 

Standard 

Finishes  S 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model 

Ref.# 

U/M  Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P)  with  DM  Complete 

o 

® 

Ceiling  (CE-S)  Surface  Mount 

O  836.330 

Set  Ceiling  (CE-S) 

1,978 

2,176 

2,571 

1 

1 

K 

2 

2  X  Panel  (2P) 

Ref.# 

U/M 

Accessory  Option 

List  S 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

O  Standord  or  Non-Standord  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  upto  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 
.  2xUnftL80DM 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Technical  Details 

•  Glass  thickness: 

5/16" -1/2"  (8-13) 

•  Max  door  panel  weight/ 
double  door: 

2x176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 

39"  (990) 

•  Min  clear  opening  width: 
75-13/16"  0926) 

•  Max  clear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157“  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  maximum, 
contact  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Pairs  of  sNders  with  door 
panel  sizes  over  37"  require 
two  tracks.  Joint  will  be  at 
the  center  of  clear  opening. 

■  MUTO  MTO  Complete  set 
prices  ^own  are  priced  for 
upto157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  include  clamp  marks 
on  mounting  surfoce  within 
approximately  1/2"-1-3/4" 
(13-44)  from  each  end  which 
may  need  to  be  cut  In  the 
field. 


O 
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MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 

One  or  Two  Sliding  Panels  with  One  or  Two  Fixed  Panels  (Sidelites) 
-  Ceiling,  Surface  Mount 


Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150  113 

199/399 

Fixed  Panel  (FP)  Mount  on  Ceiling  (CE-S)  Surface  Mount  O  (D  ® 


Single  Sliding  Panel  (IP)  with  One  Fixed  Panel  (IFP)  Complete 


236.390 

Set 

Ceiling  (CE-S) 

1.265 

1,392 

1,645 

1  X  Panel  (IP) 

g 

2  X  Fixed  Panel  (2FP) 

. 

2 

Required  ADD  for  units 

236.331 

Ft. 

exceeding  154"  (3912) 

159 

172 

204 

Two  Sliding  Panels  (2P)  with  Two  Fixed  Panels  (2FP)  Complete 


236.392 

Set 

Ceiling  (CE-S) 

1,858 

2,044 

2,415 

[ 

1 

O 

1- 

2 

236.331 

Ft. 

2  X  Panel  (2P) 

2  X  Fixed  Panel  (2FP) 

Required  ADD  for  units 
exceeding  154"  (3912) 

159 

172 

204 

Ref.# 

U/M 

Accessory  Option 

List  $ 

836.357 

Set 

Comfort  L80  Synchro  Acc.  Set  (Includes  Cable,  Pulley,  Endstops,  etc.  [Complete]) 

580 

936.261 

Set 

Comfort  L80Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $x  2 

61 

150 

113 

199/399 

236.331 

Ft. 

Fixed  Panel  Kit  (Includes  LTrack/COV/U-Chan/Sidelite  Profile,  E-Caps,  Fasteners) 

159 

172 

204 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 
®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 


Ceiling 

Surface 

Mount 


Lil 


Single  Door  (IP) 


Single  Sidelite  Ceiling 
Surface  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Celling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Corriere 

•  Set  Endcaps 

•  Root  Guide 

•  Ccver  Brush 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Set  Sidelite  Endcaps 

•  U-Chonnel  (Ind  Gasket 
&  Endcap) 

•  Sidelite  Bctrusion 
Mounting  Hardware 


Double  Sidelite  Ceiling 
Surfara  Mount  (CE-S) 
Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting 
Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers* 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide* 

•  Sidelite  Profile  and 
Gasket 

•  Sidelite  Filler  Profile 

•  Sidelite  View  Profiel 

•  Set  Sidelite  Endcaps 

•  U-Channel  (inci  Gasket 
&  Endcap) 

•  Sidelite  Extrusion 
Mounting  Hardware 

^Two  (2)  each  for  two 
panels  (2P) 


@  Special  FabrkxitecVFinish  or  Special  Order;  lead  time 
uptoSweeks. 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2“  (8-13) 

•  Max  door  panel 
weight:  176  lb  (80  kg) 

•  Max  door  panel 
height  118"  (3000) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  door  panel  width: 
26"  (660) 

•  Max  trock  length:  157" 
(4000) 

One  Door  Panel 

•  Min  clear  opening 
width:  23-5/8"  (600) 

•  Max  clear  opening 
width:  54-5/8"  0388) 


NOTES 

•  Maximum  door  panel  sizes  cannot 
all  be  combined  in  one  application. 
See  disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 

•  Pairs  of  sliders  with  door  panel 
sizes  over  38"  (965)  require  two 
tracks.  Joint  will  be  at  the  center 
of  clear  opening. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157" 

(4  m)  length- 

•  Stock  157"  (4  m)  extrusion  lengths 
include  clamp  rrxirks  on  mounting 
surface  within  approximately 


Two  Door  Panels 


1/2"-1-3/4"  (13-44)  from  each  erxi 


•  Min  clear  op>ening  which  rrxiy  need  to  be  cut  In  the 

width! 49^13/16“  (T266)  IAF-1&ifil224-A-001 1 93 


•  Max  dear  opening 
width!  111-7/8*  (2842) 

MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  L  80 


One  Sliding  Panel 


-  Wall  and  Glass  Mounts 


Standard  Special  Finishes  $ 

Finishes  $  Anodized/Powder  Paint 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

Wall  (W)  Mount 


836.301 

Set 

Wall  (W) 

811® 

892® 

STK 

STK  Track  Length: 
118-1/8"  (3000) 

1  X  Panel  (IP) 

o 

i- 

2 

836.320 

Set 

Wall  (W) 

1  X  Panel  (IP) 

8520 

937® 

1,108 

Glass  (G)  Mount 


O  836.322  Set  Glass  (G)  997®  1,097®  1,296 

t  1  X  Panel  (IP) 


Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sideirte), 

45°  miter  joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

®  Non-fabricated  item;  ships  In  one  business  day  (24  hours). 

0  Standard  or  Non-Standard  Fabricated;  leod  time  up  to  3  days, 
g)  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fobricoted/Flnlsh  or  Special  Order;  lead  time  up  to  5  weeks. 


Single  Panel  Wall  Mount  (W) 
Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  CNps 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 


Single  Panel  Glass  (G)  Mount 
Complete  Set 

•  Track  Profile  (Gbss) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guide 

•  Glass  Mount  Profile 

•  Set  Glass  Mount  Endcaps 

•  Glass  Mount  Gasket 

•  Glass  Mount  Brackets 

•  Glass  Mount  Hardware 


Technical  Details 

NOTES 

•  GbsstNckness: 

•  Maximum  door  panel  sizes 

5/16"-1/2"  (8-13) 

cannot  all  be  combined  in  one 

•  Max  door  panel  weight: 

applicotioa  See  disclaimer 

176  lb  (80  kg) 

note,  pages  3  &  5. 

•  Max  door  panel  height: 

•  For  door  sizes  required  to 

118"  (3000) 

exceed  published  rmwimum, 

•  Min  door  panel  width: 

contact  dormakaba  Technical 

26"  (660) 

Service  at  800-523-8483. 

•  Max  door  panel  width: 

•  Pairs  of  sliders  with  door  panel 

57- (1448) 

sizes  over  38"  (965)require  two 

•  Min  cleor  opening  width: 

trod®.  Joint  will  be  otthe 

23-5/8"  (600) 

center  of  dear  opening. 

•  Max  clear  opening  width: 

•  MUTO  MTO  Complete  set  prices 

54-5/8"  0388) 

shown  are  priced  for  up  to  157" 

•  Max  track  length: 

(4  m)  length. 

157"  (4000) 

•  Stock  157"  (4  m)  ^rusbn 

lengths  Include  damp  marks  on 

mounting  surfa<»  within 

approximately  1/2"-1-y4" 

03-44)  from  each  end  which 

may  need  to  be  cut  in  the  fieW. 

IAF-18-0224-A-001194 
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pgpj^  MANET  Pulls  &  Locksets  osersSc  Headers  &  Offset  Patch  Fittings  DPS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabat!^ 


MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 


One  Sliding  Panel 


-  Ceiling,  Surface  Mount 

Standard 
Finishes  $ 

Special  Finishes  S 
Anodized/Powder  Paint 

Model  Ref.  # 

U/M 

Description 

150  113 

199/399 

Single  Sliding  Panel  (IP)  Complete 

@ 

Celling  (CE-S)  Surface  Mount 

STK 

836.303 

STK  Track  Length: 
118-1/8"  (3000) 

Set 

Ceiling  (CE-S) 

1  X  Panel  (IP) 

811® 

892® 

o 

236.321 

Set 

Ceiling  (CE-S) 

1 X  Panel  (IP) 

8520 

937® 

Ref.# 

U/M 

Accessory  Option 

List  $ 

936.261 

Set 

Comfort  L80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

61 

0  Non-fabricoted  Item;  ships  In  one  business  day  (24  hours). 

Q  Standard  or  Non-Standard  Fobricated;  lead  time  up  to  3  days. 

(D  Custom  Fabricated  Items  ship  In  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Ceiling  Surfara  Mount 


Single  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Cellingl) 

•  Track  Mounting  Hardware 
Ccver  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  Endcaps 

•  Ccver  Brush 

•  Floor  Guide 


Technioil  Details 

•  Glass  thickness: 
5/16--1/2''  (8-13) 

•  Max  door  panel  weight: 
176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  0448) 

•  Min  clear  opening  width: 
23-5/8"  (600) 

•  Max  clear  opening  width: 
54^5/8"  0388) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes  cannot  all 
be  combined  in  one  application.  See 
disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to  exceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 

•  MUTO  MTO  Complete  set  prices 
shown  are  priced  for  up  to  157"  (4  m) 
length- 

•  Stock  157"  (4  m)  extrusion  lengths 
indude  clamp  marks  on  mounting 
surface  within  approximately 
1/2"-1-3/4"  03-44)  from  each  end 
which  may  need  to  be  cut  in  the  field. 


Novennber  10, 2017 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  L  80 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  L  80 

Two  Sliding  Panels 
-  Wall  and  Glass  Mounts 


standard 
Finishes  S 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model  Ref.  # 

U/M 

Description 

150 

113 

199/399 

Two  Sliding  Panels  (2P}  Complete 

Wail  (W)  Mount 


2 


836.323 


Set 


Wall  (W) 

2  ><  Panel  (2P) 


1,619® 


1,781® 


2,105 


Glass  (G)  Mount 


o 


MTO 

836.325 

Set  Gloss  (G)  1,894®  2,083®  2,462 

2  X  Panel  (2P) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

836.357 

Set 

Comfort  L  80  Synchro  Acc.  Set  (Includes  Cable,  Pulley,  Endstops,  etc.  {Complete})  580 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Kit  (2  m  length)  (Includes  floor  guide)  102 

Miter 

Ft. 

Miter  charge  list  add  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite),  61 

45°  miter  Joining  two  MUTO  systems  is  two  (2)  cuts,  list  $  x  2 

Wall 

Mount 


O 


O  Standard  or  Non-Standard  Fabricoted;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Complots  S«t 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 

•  Glass  thickness: 

5/16'-1/2'  (8-13) 

•  Max  door  panel  weight/ 

double  door: 

2  X  176  lb  (80  kg) 

•  Maximum  door  panel  sizes 

cannot  all  be  combined  in 

one  applicatbn.  See 

disclaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 

•  Max  door  panel  height: 

TI8"  (3000) 

•  Min  door  panel  width: 

exceed  published  maximum, 

contact  dornrwkaba 

Technical  Service  at 

Double  Panel  Glass  (G)  Mount 
Complete  Set 

26“  (660) 

•  Max  door  panel  width: 

8CX)-523-8483. 

•  Pairs  of  sliders  with  door 

•  Track  Profile  (Gbss) 

57”  0448) 

parrel  sizes  over  38"  (965) 

•  Cover  Profile  arb  Clips 

•  Min  cleor  opening  width: 

require  two  tracks.  Joint  will 

•  2  X  Set  Roller  Carriers 

49^13/16“  0266) 

be  at  tfie  center  of  clear 

•  Set  Endcaps 

•  Max  clear  opening  width: 

opening. 

•  Cover  Brush 

111-7/8“  (2842) 

•  MUTO  MTO  Complete  set 

•  Floor  Guides 

•  Max  track  length: 

prices  shown  are  priced  for 

•  Glass  Mount  Profile 

157“  (4000) 

up  to  157"  (4  m)  length. 

•  Set  Glass  Mount  Endcaps 

•  Stock  157"  (4  m)  ©ctrusbn 

•  Glass  Mount  Gasket 

lengths  include  clamp  marks 

•  Glass  Mount  Brackets 

on  mourrting  surfoce  within 

•  Glass  Mount  Hardware 

approximately  1/2"-1-3/4" 

(13-44)  from  each  end  which 

may  need  to  be  cut  in  the 

fieW. 

IAF-18-0224-A-001196 
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pgpj^  MANET  Pulls  &  Locksots  Clos«rs&  Hoadors&  Offsst  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dormakabats^ 


MUTO  Sliding  Systems 


Comfort  L  80 


MUTO  Comfort  L  80 


Two  Sliding  Panels 


-  Ceiling,  Surface  Mount 

Standard 

Finishes  $ 

Special  Finishes  $ 
Anodized/Powder  Paint 

Model  Ref.# 

U/M  Description 

150  115 

199/399 

Two  Sliding  Panels  (2P)  Complete 

©  ® 

Ceiling  (CE-S)  Surface  Mount 

836.324 


Set 


O 

I- 

2 


Ceiling  (CE-S) 
2x  Panel  (2P) 


1,619 


1,781 


2,105 


Ref.# 

U/M 

Accessory  Option 

List  $ 

836.357 

Set 

Comfort  L  80  Synchro  Acc.  Set  (Includes  Coble,  Pulley,  Endstops,  etc.  {Complete}) 

580 

936.261 

Set 

Comfort  L  80  Wood  Door  Adaptor  Krt  (2  m  length)  (Includes  floor  guide) 

102 

Miter 

Ft. 

Miter  charge  list  odd  per  cut.  (One  cut  equals  one  track,  cover,  and  if  supplied  sidelite), 

45°  miter  joining  two  MUTO  systems  Is  two  (2)  cuts,  list  $  x  2 

61 

O  Standard  or  Non-Standard  Fabricated;  lead  time  up  to  3  days. 

®  Custom  Fabricated  items  ship  in  up  to  5  business  days. 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weete. 


Ceiling  Surface  Mount 


Double  Panel  Ceiling  Surface 
Mount  (CE-S)  Complete  Set 

•  Track  Profile  (Ceiling) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  2  X  Set  Roller  Carriers 

•  Set  Endcaps 

•  Cover  Brush 

•  Floor  Guides 


Technical  Details 

•  Glass  thickness: 
5/16"-1/2’*  (8-13) 

•  Max  door  panel  weight/ 
double  door 

2  X 176  lb  (80  kg) 

•  Max  door  panel  height: 
118"  (3000) 

•  Min  door  panel  width: 

26"  (660) 

•  Max  door  panel  width: 
57"  (1448) 

•  Min  clear  opening  width: 
49-13/16"  0266) 

•  Max  dear  opening  width: 
111-7/8"  (2842) 

•  Max  track  length: 

157"  (4000) 


NOTES 

•  Maximum  door  panel  sizes 
cannot  all  be  combined  in 
one  application.  See 
disdaimer  note,  pages  3  &  5. 

•  For  door  sizes  required  to 
exceed  published  moximum, 
contoct  dormakaba 
Technical  Service  at 
800-523-8483. 

•  Poirs  of  sliders  with  door 
panel  sizes  over  38"  (965) 
require  two  tracks.  Joint  will 
be  at  the  center  of  clear 
opening. 

-  MUTO  MTO  Complete  set 
prices  shown  are  priced  for 
up  to  157"  (4  m)  length. 

•  Stock  157"  (4  m)  extrusion 
lengths  indude  clamp  marks 
on  mounting  surface  witNn 
opproximately  V2"-1-3/4" 
(13-44)  from  each  end  which 
rtKiy  need  to  be  cut  in  the 
field. 


Novennber  10, 2017 
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MUTO  Sliding  Systems  Price  List  #27 


Comfort  M  50 


MUTO  Sliding  Systems 


dormakaba^ 


MUTO  Comfort  M  50 


One  Sliding  Panel 
-  Wall  and  Ceiling  Mounts 


Standard 
Finishes  $ 


Model  Ref.  # 

U/M  Description 

150 

113 

Single  Sliding  Panel  (IP)  Complete 

® 

Wall  (W)  Mount 


836.106 

Set 

Wall  (W) 

495 

545 

STK 

Track  Length: 
113-3/8"  (2880) 

Ceiling  (CE-S)  Surface  Mount 


836.107 

Set 

Ceiling  (CE-S) 

495 

545 

1/) 

Track  Length: 
113-3/8"  (2880) 

Ref.# 

U/M 

Accessory  Option 

List  $ 

836.153 

Set 

MUTO  Comfort  M  50  DM  Kit  (Set  includes  cushion  and  DM  start/stops) 

200 

836.157 

Set 

Comfort  M  50  Wood  Door  Adaptor  Kit  (1.3  m  length) 

84 

Ceiling 

Surface 

Mount 


Single  Panel  Wall  (W) 

Mount  Complete  Set 

•  Track  Profile  (Wall) 

•  Track  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  End  Caps 

•  Cover  Brush 

•  Roor  Guide 


Single  Panel  Ceiling  Surface  (CE-S) 
Mount  Complete  Set 

•  Trock  Prof  ile  (Ceiling) 

•  Trock  Mounting  Hardware 

•  Cover  Profile  and  Clips 

•  Set  Roller  Carriers 

•  Set  End  Caps 

•  Cover  Brush 

•  Poor  Guide 


0  Non-fabricoted  item;  ships  in  one  business  day  (24  hours). 

®  Special  Fabricated/Finish  or  Special  Order;  lead  time  up  to  5  weeks. 


Technical  Details 

•  Gloss  thickness: 
5/16--3/8"  (8-10) 

•  Max  door  panel  weight 
110  lb  (50  kg) 

•  Max  door  panel  width: 

42"  0067) 

•  Max  door  panel  height 
84"  (2134) 

•  Max  clear  opening  width: 
39-5/8"  (1006) 

•  Max  track  length: 

113-3/8"  (2880) 

With  DM  (DORMOTION) 

•  Min  door  panel  widtfi: 
35-5/8"  (905) 

•  Min  clear  oper>ing  width: 
33-1/4"  (845) 

Without  DM  (DORMOTION) 

•  Min  door  panel  width: 

26" (660) 

•  Min  clear  opening  width: 
23-5/8"  (600) 


NOTES 

•  Maximum  door  ponel  sizes  cannot 
ail  be  combined  in  one  application. 
See  disclaimer  note,  page  3  and  5. 

•  For  door  sizes  required  to  €»(ceed 
published  maximum,  contact 
dormakaba  Technical  Service  at 
800-523-8483. 
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pgpj^  MANET  Pulls  &  Locksots  Closers  &  Headers  &  Offset  Patch  Fittings  DRS  Rails, 

Hardware  Handles  Hardware  Accessories  Hung  Patch  &  Designer  Channels  & 

Fittings  Pivots  Accessories 


dopmatoboi^nts 


MUTO  Sliding  Systems 


Section  Title 


Accessories  8c  Components 


standard  Special  Finishes  $ 

Finish  $  Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

399 

Roller  Accessory  Kit,  Complete 

836.550 

Set 

Premium  XL  150/120/80  roller  carrier  kit 

(Use  with  or  without  DM,  Synchro  or  Self-Closing) 

580 

639 

W" 

Consists  of  2  roller  carriers,  2  endstops,  1  floor  guide 
and  2  hooks 

836.349 

Set 

Comfort  L  80  roller  carrier  kit 
(Use  with  or  without  DM  or  Synchro) 

485 

534 

Consists  of  2  roller  carriers,  2  endstops,  1  floor 

4^ '  ■ 

836.150 

Set 

Comfort  M  50  roller  carrier  kit 
(Use  with  or  without  DM) 

Consists  of  2  roller  carriers,  2  endstops,  1  floor  guide 
and  2  hooks 

357 

394 

Gasket  Sets 

List  $ 

836.451 

Set 

Two  (2)  Premium  XL  150/120/80  DM/Synchro/ 
Self-Closing  Gasket  Sets 

29 

836.251 

Set 

Two  (2)  Comfort  L  80  DM/Synchro  Gasket  Sets 

29 

836.151 

Set 

Two  (2)  Comfort  M  50  DM  Gasket  Sets 

29 

Floor  Guide 

150 

399 

807.316 

Ea. 

MUTO  Glass  Door  Floor  Guide, 

65 

124 

adjustable  5/16"-17/32"  (8-13.5) 
(Used  for  all  finishes  for  MUTO). 


GA 


NOTES 

1  In  the  Roller  Accessoty  Kits,  the 
finish  cjeslgnotlon  only  applies  to 
the  Root  Guide. 

2  Floor  Guide  for  113  finish  will  be 
supplied  as  150. 

O 
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MUTO  Sliding  Systems  Price  List  #27 


Section  Title 


MUTO  Sliding  Systems 


Accdormakaba^ 


Accessories  8c  Components 


standard  Finishes  $ 


Special  Finishes  $ 
Anodized/ Powder  Coot 


Modei 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Track  and  Cover  Extrusions 

e 

® 

936.552 

Ln. 

Premium  XL150/80  Wall  Mount  Track 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

728 

801 

983 

836.553 

Ft. 

Order  by  length  in  feet 

58 

64 

78 

936.850 

Ln. 

Premium  XL  120  Self-Closing 

Wall  Mount  Track 

Fixed  -13'  (4  m)  length 

946 

1,041 

1,277 

Ft. 

Order  by  length  in  feet 

75 

83 

101 

836.651 

936.350 

Ln. 

Comfort  L  80  Wall  Mount  Track 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

520 

572 

702 

836.351 

Ft. 

Order  by  length  in  feet 

41 

45 

55 

936.554 

Ln. 

Premium  XL  150/80  Celling  Mount 

Track  (Used  with  or  without  DM) 
for  DM  Ceiling  Install 

Fixed  -13'  (4  m)  length 

728 

801 

983 

836.555 

Ft. 

Order  by  length  in  feet 

58 

64 

78 

936.852 

Ln. 

Premium  XL  120  Self-Closing  Ceiling  Mount 
Track 

Fixed  -13'  (4  m)  length 

946 

1,041 

1,277 

836.653 

Ft. 

Order  by  length  in  feet 

75 

83 

101 

936.352 

Ln. 

Comfort  L  80  Ceiling  Mount  Track 
(Used  with  or  without  DM) 

Fixed  -13'  (4  m)  length 

520 

572 

702 

836.353 

Ft. 

Order  by  length  in  feet 

41 

45 

55 

936.562 

Ln. 

Premium  XL  150/80  Fixed  Panel 
(Sidelite)  Track 
(DM  and  non-DM) 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.563 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

936.856 

Ln. 

Premium  XL  120  SC  Fixed  Panel 
(Sidelite)  Track 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.857 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

936.361 

Ln. 

Comfort  L  80  Fixed  Panel 
(Sidelite)  Track 

Fixed  -13'  (4  m)  length 

533 

586 

720 

936.362 

Ft. 

Order  by  length  in  feet 

42 

46 

56 

936.566 

Ln. 

Premium  XL  150/80  Track  Front  Cover  Profile 

Kit  (Used  with  and  without  DM,  includes  cover 
and  13  ea.  cover  clips) 

Fixed  -13'  (4  m)  length 

282 

310 

381 

836.567 

Ft. 

Order  by  length  in  feet,  1  cover  clip  per  ft  +1 

22 

24 

30 
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dormakabat!^ 


MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  &  Components 


j  j  r-  •  u  A  Special  Finishes  S 

Standard  Finishes  $  .  T.  j  j  _ 

Anodized/Powder  Coat 

Model 

Ref.# 

U/M  Description  150  113  199/399 

936.854 

Premium  XL  120  Self-Closing  Track  Front 

Cover  Profile  Kit  (Includes  cover  and  13  ea. 
cover  clips) 

Ln.  Fixed -13' (4  m)  length  367  404  495 

836.655 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft +1  29  32  39 

936.656 

Premium  XL120  Self-Closing  Track  Front 

Cover  Profile  Kit  (CE-R)  (Includes  cover  and  13 
ea.  cover  clips) 

Ln.  Fixed  -13'  (4  m)  length  367  404  495 

836.657 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft  +1  29  32  39 

936.359 

Comfort  L  80  Track  Front  Cover  Profile  Kit 
(Used  with  and  without  DM,  includes  cover 
and  13  ea.  cover  clips) 

Ln.  Fixed  -13'  (4  m)  length  202  222  273 

836.360 

Ft.  Order  by  length  in  feet,  1  cover  clip  per  ft  4-1  16  18  22 

Model 

Ref.# 

U/M  Description  List  $ 

Wood  Ado  pter  Sets 

936.995 

Pk  #12  fasteners  and  anchors  (5  ea.)  for  mounting  MUTO  track  profile  10 

936.463 

936.461 

936.464 

Ln.  Premium  XL  150/120/80  Wood  Door  Length  4  m  (4  guides)  198 

2^  Adaptor  Kit,  includes  floor  guide(s)  78-3/4"  (2  m)  (2  guides)  112 

Ft.  Ft.  (1  guide  per  3  ft.)  18 

936.262 

936.261 

936.263 

Ln.  Comfort  L  80  Wood  Door  Adaptor  Kit,  Length  4  m  (4  guides)  181 

2^  includes  floor  guide(s)  78-3/4"  (2  m)  (2  guides)  102 

Ft.  Ft.  (1  guide  per  3  ft.)  17 

836.157 

Set  Comfort  M  50  Wood  Door  Adaptor  Kit,  84 

includes  floor  guide 

836.148 

Ea.  Floor  Guide  3 

Cover  Clips 

9 

836.146 

Ea.  Cover  clip  for  Premium  XL  systems  5 

836.147  Eo.  Cover  clip  for  Comfort  L  and  M  systems 
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Accessories  &  Components 


MUTO  Sliding  Systems 


dormakaba^ 


Accessories  8c  Components 


Standard  Finishes  $ 

Special  Finishes  S 
Powder  Coat 

Model 

Ref.# 

U/M 

Description 

150/113 

399 

Endcaps 

836.556 

Set 

Premium  XL  150/80  Endcop  Set 

(With  or  without  DM,  LH  and  RH  for  Wall/ 

Celling  Mount) 

25 

34 

836.656 

Set 

Premium  XL  Self-Closing  Endcap  Set 
(LH  and  RH  for  Wall/Ceiling  Mount) 

25 

34 

836.354 

Set 

Comfort  L  80  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for 

Wall/Ceiling  Mount) 

25 

34 

836.152 

Set 

Comfort  M  50  Endcap  Set 
(With  or  without  DM,  LH  and  RH  for 
Wall/Ceiling  Mount) 

25 

34 

836.460 

Set 

Premium  XL  150/120  SC/80  Endcap  Set  (With 
or  without  DM,  LH  and  RH  for 

Glass  Mount) 

25 

34 

,0'^‘ 

836.260 

Set 

Comfort  L  80  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for 

Glass  Mount) 

25 

34 

Model 

Ref.  #  U/M  Description 

List  $ 

DORMOTION  Accessory  and  Start/Stop  Kits 


836.558 

Set  Premium  XL  150  DM  Acc.  Set  536 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.660 

836.661 

Set  RH  Premium  XL  120  DM  Self-Closing  Acc.  Set  433 

Set  LH  (Includes  DORMOTION  Cushion  and  1  DM  start/stop) 

836.666 

Set  PremiumXL120SC  DMSCAcc  320 

(Includes  DORMOTION  Cushion  and  1  DM  start/stop) 

836.557 

Set  Premium  XL  80  DM  Acc.  Set  433 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.786 

Set  Premium  XL  80  TEL  DM  Acc.  Set  468 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

836.355 

Set  Comfort  L  80  DM  Acc.  Set  252 

(Includes  DORMOTION  Cushion  and  2  DM  start/stops) 

IAF-18-0224-A-001202 
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MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  &  Components 


Model 

Ref.# 

U/M  Description  List  $ 

836.153 

Set  Comfort  M  50  DM  Acc.  Set  200 

(Includes  DORMOTION  Cushion  and  2  DM  stort/stops) 

f 

836.559 

Set  Premium  XL  150/80  DM  Stort/Stop  Set  79 

(Includes  2  DM  stort/stops) 

836.356 

Set  Comfort  L  80  DM  Stort/Stop  Set  75 

(Includes  2  DM  stort/stops) 

836.662 

Eo.  Premium  XL  120  DM  Stort/Stop  Set  87 

(Includes  2  DM  stort/stops) 

836.154 

Set  Comfort  M  50  DM  Stort/Stop  Set  62 

(Includes  2  DM  stort/stops) 

Synchro  Accessories 

0 

836.560 

Set  Premium  XL  150  Synchro  Acc.  Set  683 

(Includes  Coble,  Pulley,  Endstops,  etc.  {Complete}) 

[Not  compotible  with  DM] 

gjr"** 

836.357 

Set  Comfort  L  80  Synchro  Acc.  Set  580 

(Includes  Coble,  Pulley,  Endstops,  etc.  {Complete}) 

[Not  compotible  with  DM] 

i 

9 

836.358 

Eo.  Premium  XL  80  or  150  Synchro  Coble  129 

[Not  compotible  with  DM] 

Long  leod-time 

9 

836.XXX 

Eo.  Premium  XL  80  TEL  Service  Coble  129 

[Not  compotible  with  Synchro  Coble] 

Extended  lead-time 

Self-Closing  Accessories 

836.657 

836.658 

Set  RH  Premium  Flexi-Coble  Service  Unit,  Setf-Closing  776 

Set  LH  (Complete  Housing  w/Pulleys  and  Accessories) 

(Specify  RH  /  LH) 

836.659 

Eo.  Premium  Flexi-Coble  for  Service,  Self-Closing  259 

(Coble  Only) 

Long  lead-time 

^ICA^ 
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Accessories  &  Components 
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dormakaba^ 


Accessories  8c  Components 


Model 


Ref.  U  U/M  Description 


List  $ 


Brush  Profiies 


836.912 

Ft. 

Premium/Comfort  Brush  Profile XL150/120/80  or  L80  for 

5/16“ -3/8"  (8 -10)  glass 

2 

836.913 

Ft. 

Premium/Comfort  Brush  Profile  XL  150/120/80  or  L  80  for 

1/2“  -  17/32"  (12  -  13.5)  glass 

2 

807.424 

Ft. 

Comfort  M  50  DM  Brush  Profile,  2  profiles 

3/8“  (8)  and  1/2“  (12)  glass 

3 

Standard  Speciai  Finishes  $  Anodized/ 
Finishes  $  Powder  Coat 


Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

Brush  Seal  Carrier 

c 

836.261 

Ln. 

MUTO  Premium/Comfort  carrier  profile, 
for  vertical  brush  seal,  stock  length  is 
177-1/8“  (4.5  m) 

164 

170 

Model 

Ref.# 

U/M 

Description 

List  $ 

Brush  Seais  for  XL  80  TEL  (Teiescopic) 


815.509  Ft. 


836.826  Ft. 


MUTO  Premium/Comfort  vertical  bulb/tubular  seal  for  leading  edge  of 
glass  to  Jamb/glass  to  glass,  specify  length  by  feet  (2x  required  for  pairs) 


MUTO  Premium/Comfort  vertical  brush  seal  for  gaps  l/2“-5/8"  (13-16), 
specify  length  by  feet 


1 


1 


836.865  Ft.  MUTO  Premiurri/Comfort  vertical  brush  sealing  for  gaps  >5/8"-3/4“ 
(>16-19),  specify  length  by  feet,  250  Meter  roll 


836.866  Ft.  MUTO  Premium/Comfort  vertical  brush  sealing  for  gaps  >3/4"-29/32" 
(>19-23),  specify  length  by  feet,  250  Meter  roll 


1 


1 


- - - - - 

836.867 

Ft.  MUTO  Premium/Comfort  vertical  brush  sealing  forgaps  >29/32"-l-l/16"  1 

(>23-27),  specify  length  by  feet,  150  Meter  rol- 

Endstops 

- 

ifTOj 

836.465 

Set  Premium  XL  150/80  Endstop  Set  (2  ea.)  83 

^Lfii  — 

w 

836.267 

Set  Comfort  L 80  Endstop  Set  (2  ea.)  75 

836.158 

Set  Comfort  M  50  Endstop  Set  (2  ea.)  64 
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MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


Model 

Ref.# 

U/M 

Description 

List  $ 

Bumper  Sets 

0 

836.466 

Set 

Premium  XL  150/80  Bumper  Set  (2  eo.) 

(Used  in  Endstop;  Bumpers  only) 

14 

836.268 

Set 

Comfort  L  80  Bumper  Set  (2  eo.) 

(Used  in  Endstop;  Bumpers  only) 

13 

836.159 

Set 

Comfort  M  50  Bumper  Set  (2  eo.) 

(Used  in  Endstop:  Bumpers  only) 

13 

Holder  Hook  Sets 

836.467 

Set 

Premium  XL  150  Carrier  Holder  Hook  Set  (2  ea.) 

(Connects  to  Carrier,  Latches  on  Endstop) 

23 

^  © 

®  D 

836.269 

Set 

Comfort  L  80  Carrier  Holder  Hook  Set  (2  ea.) 

(Connects  to  Carrier,  Latches  on  Endstop) 

21 

Standard  Finishes  $ 

Speciai  Finishes  $ 
Anodized/Powder  Coat 

Modei 

Ref.# 

U/M  Description 

150  113 

199/399 

Sideiite  (Fixed  Panel)  Extrusions  and  Accessories 

936.469 

Ln. 

Premium  XL  150/80/Synchro  Sideiite  Profile 
(Connects  to  glass  at  top) 

2-23/32”  (69)  height  complete  w/gaskets 
(3/8“  -  1/2"  [10  -  13]  thick  glass;  see  below 
for  gasket  for  other  thicknesses) 

Fixed  ~13'  (4  m)  length  (includes  fasteners) 

394 

429 

518 

836.474 

Ft. 

Order  by  length  in  feet  (includes  fasteners) 

31 

34 

41 

936.272 

Ln. 

Comfort  L  80/Synchro  Sideiite  Profile, 

(Connects  to  glass  at  top) 

2-9/32"  (58)  height  complete  w/gaskets 
(3/8“  -  1/2"  [10  -  13]  thick  glass;  see  below  for 
gasket  for  other  thicknesses) 

Fixed  -13'  (4  m)  length  (includes  fasteners) 

292 

317 

380 

836.274 

Ft. 

Order  by  length  in  feet  (includes  fasteners) 

23 

25 

30 

o 

IAF-18-0224-A-001205 
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O 


Accessories  8c  Components 


standard  Finishes  $ 


Special  Finishes  $ 
Anodized/Powder  Coat 


Model 


Ref.  #  U/M  Description 


ISO 


113 


199/399 


Fixed  Panei  Sideiite  Kits  (includes  Track/COV/U-Channe|/Sideiite  Profile,  E-Caps,  Fasteners) 


236.530  Ln. 


XL  150  DM/80  DM/XL  150  Premium  Sideiite  Kit 


Max  157"  (4  m) 
236.531  Ft.  Order  by  length  in  feet 


1.712 


173 


1,888 

2,244 

187 

223 

236.532 

XL150  DM/80  DM/XL  150  Premium  Sideiite  Kit 
(CE-R).  Max  157"  (4  m) 

1,712 

1,888 

2,244 

236.533 

Ft.  Order  by  length  in  feet 

173 

187 

223 

236.630 

Ln. 

XL  120  SC  Premium  Sideiite  Kit 

Max  157"  (4  m) 

1,797 

1,982 

2,358 

236.631 

Ft. 

Order  by  length  in  feet 

180 

195 

232 

o 


236.632  Ln. 


XL120  SC  Premium  Sideiite  Kit  (CE-R) 


Max  157"  (4  m) 
236.633  Ft.  Order  by  length  in  feet 


1,797 

1,982 

2,358 

180 

195 

232 

o 


236.330 

Ln. 

L80  DM/L80  Comfort  Sideiite  Kit 

Max  157"  (4  m) 

1,530 

1,688 

1,998 

236.331 

Ft. 

Order  by  length  in  feet 

159 

172 

204 

Standard  Finishes  S 

Speciai  Finishes  $ 
Anodized/Powder  Coot 

Model 

Ref.# 

U/M 

Description 

150 

113 

199/399 

p 

836.471 

Set 

Premium  XL  150/120  SC/80  Sideiite  Endcap 

Set  (With  or  without  DM,  LH  and  RH  for 

Sideiite  Mount) 

Acc.  Set.  2-9/32"  (58)  height 

25 

25 

34 

(399  finish  only) 

836.273 

Set 

Comfort  L  80  Sideiite  Endcap  Set 

(With  or  without  DM,  LH  and  RH  for  Sideiite 

Mount) 

Acc.  Set.  2-9/32"  (58)  height 

25 

25 

34 

(399  finish  only) 

Sideiite  Profile  Accessories 

936.800 

Ln. 

Premium/Comfort  View  Profile  for  use 
w/  Sideiite 

2-9/32"  (58)  and  2-23/32"  (69)  height; 
includes  13  ea.  clips 

Fixed  -13'  (4  m)  iength 

261 

287 

352 

836.801 

Ft. 

Order  by  length  In  feet,  1  clip  per  ft 

21 

23 

26 

936.802 

Ln. 

Comfort  Filler  Profile  for  use  w/Sidelite  Profile 
2-9/32"  (58)  and  2-23/32"  (69)  height 

Fixed  -13'  (4  m)  length 

150 

165 

203 

836.803 

Ft. 

Order  by  length  in  feet 

12 

13 

16 
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MUTO  Sliding  Systems 


Accessories  &  Components 


Accessories  8c  Components 


.  Special  Finishes  $ 

Standard  Finishes  $  Anodized/Powder  Coat 

Model 

Ref.# 

U/M  Description  150  113  199/399 

836.891 

List  $ 

Ea.  View  profile  clips,  use  with  view  profile 

extrusion  for  Sidelite  application  4 

836.821 

Premium  XL  150/120/80  Drop  Ceiling 

Connector  Profile 

(Incl.  extrusion  and  fasteners) 

Ln.  Fixed -19'6”  (6  m)  length  492  531  628 

836.820 

Ft.  Order  by  length  in  feet  26  28  31 

Dri-Fit*  Channel  for  3/8"  and  1/2"  Glass  with  mounting  holes  pre-drilled 

1 

1 

92S.447 

Ft.  1"  X 1"  Dri-Fit  8  13  27 

Anodized  (Gasket  Required) 

Dri-Fit*  Channel  and  Sidelite  Gasket  List  $ 

925.148 

Gasket  for  1"  x  1”  Dri-fit®  U-Channel,  3/8”  and  1/2“  (10-13.5)  thick  glass  1 

836.195 

Ft.  Service  part,  sidelite  profile  gasket  5/16 ’-3/8“  3 

(8-10  mm)  thick  glass 

836.196 

Ft.  Service  part,  sidelite  profile  gasket  3/8 "-1/2”  3 

(10-13  mm)  thick  glass 

7 

836.197 

Ft.  Service  part,  sidelite  profile  gasket  1/2"-  3 

17/32”  (13-13.5  mm)  thick  glass 

Model 


Ref.  #  U/M  Description 


List  $ 


Recessed  Mount  Accessories 


Foam,  Adhesive  Back  3/16”  Vinyl  (Supplied  optional  for  CE-R  units,  SOFt.  Roil)  39 


XL  Premium  Recessed  Cover  Clip 


6 


XL  Premium  Recessed  Start/Stop  Service  Plate 


12 


Wrench,  6MM  Ratcheting  /  Combo  (Use  w/PN#  936.898  hex  bit  in  CE-R  units)  20 
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^  Accessories  &  Components 

Model 

Ref.# 

U/M  Description  List  $ 

936.898 

Ea.  M4  Long  Hex  Bit,  Recessed  Mount  Service  Item  15 

936.899 

Ea.  M4  Short  Hex  Bit,  Recessed  Mount  Service  Item  15 

Status  Indicator 

0 

836.840 

Set  Premium  Status  Indicator  Acc.  Set  750 

(Package  Complete,  Includes  Sensor,  Cables,  etc.) 

Fastener  Packs 

807.585 

Pk.  M6xl4  for  mounting  sidelite  profile  or  drop  ceiling  profile  10 

836.585 

Pk.  M6x35  for  mounting  drop  ceiling  profile  10 

Tempered  Laminated  Glass  (TLG)  Accessories 

W\^  LGAA 

934.801 

Ea.  SM"  Scotch-Weld”  EPX"  plus  II  applicatorwith  2:1  and  1:1  plunger  330 

^  - 

934.800 

Ea.  3M*  Scotch-Weld*  Urethane  Adhesive,  DP  605  NS,  off  white,  78 

1  tube  per  4  roller  carriers 

MTIPS 

934.805 

Set  3M”  Scotch-Weld"  EPX”  plus  II  mixing  square  nozzle,  5.3  mm  10 

(4  tips  per  set) 

836.468 

Set  Premium  XL  150/120/80  TLG  Gasket  Set  29 

(Can  be  used  w/roller  sets  836.550  or  836.450)  Glue  &  tips  sold  separately 

836.270 

Set  Comfort  L  80  TLG  Gasket  Set  29 

(Can  be  used  w/roller  sets  836.349  or  836.250)  Glue  &  tips  sold  separately 

Carrier  Locating  Tooi 

936.999 

Ea.  Premium/Comfort  Carrier  Locating  Tool  6 

Accessory  tool  for  quickly  and  easily  locating  roller 
carrier  on  top  of  moving  panel 

MUTO  Tooi  Kit 

O  gg| 

936.996 

Ea.  MUTO  Tool  Kit  200 

Accessory  tool  kit, 

incl.  typical  tools  used  for  installation  and  adjustment  of  MUTO  Comfort 

systems  IAF-18-0224-A-001208 
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Submittal  Coversheet 


CAPITAL 
Construction 
Group 


Date:  January  4,  2018 


From:  CAPITAL  Construction  Group,  LLC 

3321  12™  Street  NE,  Suite  3 
Washington,  DC  20017 
(202)  526-3420  phone 
(202)  526-3421  fax 


To:  Lisa  Layman 

Eight  Day  Design 
7653  Leesburg  Pike 
Ealls  Church,  VA  22043 


Project  Title  and  Number:  Inter-American  Eoundation  Glass  Partition 
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Majoring  in  convenience 


Majoring  in  convenience 

User-friendly  nnodels  and  options, 
individually  configurable  systenns 


Extraordinary  convenience 
housed  in  a  siim  profile 

The  MUTO  Comfort  system 
impresses  by  virtue  of  its 
compact  elegance  and  extensive 
functionality,  creating  a  sliding 
door  system  with  enhanced 
user-friendliness. 


Even  tailored  solutions  come 
easily 

The  fully  integrated  MUTO 
Comfort  offers  a  choice  of 
models  and  optional  functions,  all 
controlled  by  mechanisms  housed 
out  of  sight  behind  the  compact 
header.  The  XL  120  Self-Closing 
model  offers  the  convenience  of 
power-free  self  closing. 


Optional  convenience  feature 

A  convenient  option  is  the  MUTO 
status  indicator,  which  allows  the 
door  position  to  be  monitored 
from  anywhere  in  the  building. 


Glass,  wood,  or  metal 
applications 

MUTO  Comfort  is  particularly 
suitable  for  glass  applications, 
but  can  be  adapted  for  wood, 
metal,  or  other  door  material 
solutions. 


AMERICAN 

PVERSIGHT 


Self-closing  -  hassle-free 


The  MUTO  Comfort 
XL120  Self-Closing 
model  automatically 
closes  the  door  once  It 
has  been  opened;  the 
quiet  action  operates 
without  a  power  supply 
-  an  enhancement  to 
any  interior. 


DORMOTION  -  the  elegant  Softclose® 
damping  mechanism 


'■  r 


ORMOTION 


ll 


L I 


The  epitome  of  elegant 
convenience,  the  optional 
DORMOTION  function 
gently  decelerates  the 
door  panel  over  the  last 
few  inches,  taking  it 
automatically  and 
quietly  to  its  end  opened 
or  closed  position 


Status  indicator  -  everything  under  control 


The  optional  status 
indicator  ensures  that 
the  sliding  door  can  be 
monitored  with 
remarkable  ease.  As 
soon  as  the  door  opens 
or  closes,  a  status  signal 
is  transmitted  to  the 
building  management 
system  or  an  indicator 
lamp  -  an  important 
benefit  in  buildings 
requiring  professional 
facility  management 
capability. 

■AF-18-0224-A-001213 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Model  comparison  guide 


Note:  All  measurements  are  shown  in 

inches  (mm)  -  example:  3/8“  (10). 


COMFORT 

MUTO  Comfort 

XL  150  DORMOTION  (DM) 

MUTO  Comfort 

XL  150 

MUTO  Comfort 

XL  80  DORMOTION  (DM) 

MUTO  Comfort 

XL  120  Self-Closing’ 

Track  dimensions 
(less  cover) 

w  =  2-3/4"  (70) 
h  =  2-23/32"  (69) 

w=  2-3/4“  (70) 
h  =  2-23/32“  (69) 

w  =  2-3/4“  (70) 
h  =  2-23/32“  (69) 

w  =  3-7/8“  (98) 
h  =  2-23/32“  (69) 

Track  dimensions 
+  cover  profile' 

w  =  2-27/32”  (72) 
h  =  2-23/32“  (69) 

w  =  2-27/32“  (72) 
h  =  2-23/32“  (69) 

w  =  2-27/32“  (72) 
h  =  2-23/32“  (69) 

w  =  3-15/16"  (100) 
h  =  2-23/32“  (69) 

Track  dimensions  +  optional 
sidelite  extrusion  +  cover^ 

w  =  3-19/32”  (91) 

w  =  3-19/32“  (91) 

w  =  3-19/32“  (91) 

w  =  4-11/16"  (119) 

Description 

Glass  thickness 

5/16“  -  1/2"  (8  -  13) 

5/16“  -  1/2"  (8  - 13) 

5/16“  -  1/2“  (8  -  13) 

5/16“  -1/2“  (8-13) 

Max  wood  door  thickness 

1-31/32"  (50) 

1-31/32“  (50) 

1-31/32“  (50) 

1-31/32“  (50) 

Door  height 

s  118*  (3  m) 

s  118"  (3  m) 

s  118"  (3  m) 

s  118*  (3  m) 

Min  door  width 
(glass  or  wood) 

40-1/8“  (1020) 

26"  (660) 

31-7/8“  (810) 

34“  (864) 

Max  glass  door  width 

57"  (1448) 

57"  (1448) 

57“  (1448) 

57“  (1448) 

Max  wood  door  width 

60"  (1524) 

60“  (1524) 

60“  (1524) 

60“  (1524) 

Door  height  adjustment 

V-  3/16“  (+/-  5) 

+/-  3/16“  (+/-  5) 

4./-  3/16“  (V-  5) 

V-  3/16“  (+/-  5) 

Max  door  weight/one  door 

330  lb  (150  kg) 

330  lb  (150  kg) 

176  lb  (80  kg) 

264  lb  (120  kg) 

Max  door  weight/two  doors 

2  X  330  lb  (150  kg) 

2  X  330  lb  (150  kg) 

2  X  176  lb  (80  kg) 

2  X  264  lb  (120  kg) 

Clearance  between  door 
&  wall  (glass) 

25/32"  (20) 

25/32“  (20) 

25/32"  (20) 

25/32“  (20) 

Clearance  between  door 
&  wall  (wood) 

9/32"  (7) 

9/32"  (7) 

9/32“  (7) 

9/32"  (7) 

Mounting  options 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

25%  faster  installation 

• 

• 

• 

- 

Wood  door  kit  available 

o 

o 

o 

O 

Tempered  Laminated  Glass 
(TLG)  kit  available 

o 

o 

o 

o 

Functions 

DORMOTION 

•  Std 

o 

•  Std 

•  Closing  cycle  std  ’ 

Synchro  (synchronized 
opening  and  closing  of  pairs) 

- 

o 

- 

- 

Status  indicator 

o 

o 

O 

O 

Self-closing 

- 

- 

- 

•  Std 

•  yes  —no  o  optional 

Note:  Dimensions  are  in  inches,  with 
millimeters  as  the  benchmark. 

AMERICAN 

PVERSIGHT 


^Track  dimensions 
+  cover  profile 


72  mm 


^Track  dimensions 

91  mm 

+  optional  sidelite  | 

extrusion  +  cover  L 

IAF-18-0224p 
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Model  comparison  guide 


I  ww 

I  Wmwm 

150  Satin  Aluminum 


113  Similar  to  Satin  Stainless 


COMFORT 

MUTO  Comfort 

XL  80  Telescopic  ** 

MUTO  Comfort 

L80  DORMOTION  (DM) 

MUTO  Comfort 

L80 

MUTO  Comfort 

M  50 

Track  dimensions 
(less  cover) 

w  =  4-15/16"  (125) 
h  =  2-23/32"  (69) 

w  =  2-23/32"  (69) 
h  =  2-9/32"  (58) 

w  =  2-23/32"  (69) 
h  =  2-9/32"  (58) 

w  =  2-3/16"  (55) 
h  =  2-9/32"  (58) 

Track  dimensions 
+  cover  profile’ 

w  =  5"  (127) 
h  =  2-23/32"  (69) 

w  =  2-13/16“  (71) 
h  =  2-9/32"  (58) 

w  =  2-13/16"  (71) 
h  =  2-9/32"  (58) 

w  =  2-1/4"  (57) 
h  =  2-9/32"  (58) 

Track  dimensions  +  optional 
sidelite  extrusion  +  cover^ 

w  =  5-3/4"  (146) 

w  =  3-9/16"  (90) 

w  =  3-9/16"  (90) 

- 

Description 

Glass  thickness 

5/16"  -  1/2"  (8  -  13) 

5/16"  - 1/2"  (8  -  13) 

5/16"  -  1/2"  (8  -  13) 

5/16"-3/8“  (8-10) 

Max  wood  door  thickness 

1-31/32"  (50) 

1-31/32"  (50) 

1-31/32"  (50) 

1-31/32"  (50) 

Door  height 

s  118"  (3  m) 

s  118"  (3  m) 

s  118"  (3  m) 

s  84"  (2134)  (glass) 

S  98-7/16"  (2.Sm)  (wood) 

Min  door  width 
(glass  or  wood) 

31-3/32"  (790)  w  DM 

23-5/8"  (600)  wo  DM 

39" (990) 

26"  (660) 

35-5/8"  (905)  w  DM 

26"  (660)  wo  DM 

Max  glass  door  width 

w  Fast  door: 

c«|  47-1/4"  (1200)  w/o  handle 
49-13/16"  (1265)  w  handle 
o>8  Slow  door  44-11/16"  (1135) 

57"  (1448) 

57"  (1448) 

42“  (1067) 

Max  wood  door  width 

60"  (1524) 

60"  (1524) 

42"  (1067) 

Door  height  adjustment 

+  3/16" -1/8"  (+5-3) 

+  3/16" -1/8"  (+5-3) 

+  3/16“-1/8"(+5-3) 

+5/32"-3/32"  (+  4-2) 

Max  door  weight/one  door 

2  X  176  lb  (80  kg) 

176  lb  (80  kg) 

176  lb  (80  kg) 

110  lb  (50  kg) 

Max  door  weight/two  doors 

4  X  176  lb  (80  kg) 

2  X  176  lb  (80  kg) 

2  X  176  lb  (80  kg) 

- 

Clearance  between  door 
&  wall  (glass) 

21/32"  (17)  * 

11/16"  (17) 

11/16"  (17) 

25/32"-15/16"  (20-24) 

Clearance  between  door 
&  wall  (wood) 

5/32"  (4) 

9/32"  (7) 

9/32"  (7) 

Min.  9/32"  (7) 

Mounting  options 

Wall,  celling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall,  ceiling,  or  glass 
transom/fixed  panel 

Wall  or  ceiling 

25%  faster  installation 

- 

• 

• 

- 

Wood  door  kit  ovailable 

o 

o 

o 

O 

Tempered  Laminated  Glass 
(TLG)  kit  available 

o 

o 

o 

- 

Functions 

DORMOTION 

•  Std 

o 

o 

Synchro  (synchronized 
opening  and  closing  of  pairs) 

- 

- 

o 

- 

Status  indicator 

o 

o 

o 

- 

Self-closing 

- 

- 

- 

- 

Notes: 


AMEf 

pvi 


^  XL  120  SC  and  XL  80  TEL  are  handed  in  the  direction  of  the 
opening  cycle.  Example;  Right  hand  opens  to  right  when  facing 
the  front  of  the  track. 


-'IdWoHxjnel 

ISIGH 


m 


2  door  panels  with  Synchro  (not 
available  with  DORMOTION) 


*  Gap  between  fast  and  slow  moving  XL  80  TEL  glass  panels 
equals:  31/32"  (24.5)  with  3/8"  (10)  thick  glass  and 
7/8"  (22)  for  1/2"  (13)  thick  glass 

IAF-18-0224-A-001215 
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2  door  panels 
without  Synchro 


1  or  2  door  panels 
with  telescopic 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


MUTO  Comfort  ordering  guide 


System 

Capacity 


System 

Type 


WD 


Sliding  Panels 

M 

—  Medium 

sc 

One  Sliding  Panel  — 

IP 

L 

—  Heavy 

DM 

Two  Sliding  Panels  — 

2P 

XL 

—  Extra  Heavy 

-  Self-Closing 

-  DORMOTION 

-  Less  DORMOTION' 


Sliding  Panei 
Thickness^ 

- 1-3/8"  to  1-  31/32" 

(35  to  50  mm)  Wood  Door 

—  5/16"  (8  mm)  Laminated 

-  3/8"  00  mm) 

- 1/2"  02  mm) 

— 17/32"  03.5  mm)  Laminated 


1P 

XL 

150 

8MM 


10MM 


12MM 


13.5MM 


MUTO 


COMFORT 


17MM  continued 


Portfoiio 


COMFORT 


Model 


330  lb(150kg)- 
264lb020kg)- 
176  lb  (80  kg)- 
110  lb  (50  kg)- 


150 


120 


80’ 


50 


SYNCHRO 


Synchro  Function 


-  2  Panels  Move  Simultaneously 
(N/A  with  DORMOTION) 


Mount  Type 


Door  Weight 


MUTO 

Finish 


Ceiling  Mount  -  Surface— 

CE-S 

399 

Ceiling  Mount  -  Concealed  — 

CE-C 

Sliding  PaneP 

199 

Wall  Mount  — 

W 

Width 

113 

Glass  Mount  — 

G 

SPECIFY 

—  Door  Panel  Width  (DW)^ 

150 

—  Special  (Powder  Coat/Paint)* 

—  Special  Anodized^ 

—  Similar  to  Stainless  Steel  (SSS) 

—  Clear  Anodized  Aluminum 


150 

-  No  Fixed  Panel 

1FP 

—  1  *  Fixed  Panel 

TLG 

SI 

2FP 

-  2x  Fixed  Panel  Tempered  Status 

MUTO  Comfort  XL  80  not  available  Less  DORMOTION. 
Minimum  and  maximum  panel  widths  vaiy  by  MUTO  model. 
For  custom  199  or  399  finishes,  there  may  be  minimum  order 
quantities  based  on  minimum  lot  charges.  Lead  time  will  be 
octended. 

Dimensions  are  converted  from  millimeters  to  the  closest  1/16" 
where  possible.  Always  verify  with  Technical  Service  for  critical 
dimension  verifications. 


Laminated 

Glass 


Indicator 


Constructing  the  reference  number 


As  an  example,  Ref.  No.  8.36.100.150.99  shown  below 
denotes  a  MUTO  Comfort  M  50  DORMOTION  system, 
wall  installation,  in  Clear  Anodized  Aluminum  (150) 
finish. 

The  short  version  used  in  this  brochure  shows  only 
product  category,  group,  and  article  definition;  for 
example,  836.100. 

The  other  parts  of  the  reference  number  are  variable 
depending  on  the  particular  article  and  finish. 


Ref.  No. 

8.36.XXX.XXX.99 

Clear  anodized  aluminum 

150 

Anodized  similar  to  satin  stainless 

113 

Custom  anodized 

199 

Custom  powder  coat 

399 

Product  category  Product  group  Article  definition  Surface  finish  Article  status 


Code  8.36.100.150.99 

8 

36 

100 

150 

99 

AMFRICAN 

dormakaba  glass 
product 

MUTO  Comfort 
manual  sliding 
door  system 

MUTO  Comfort  M 

50  DORMOTION, 
wall  Installation 

Clear  anodized 
aluminum 

Saleable  article 

IAF-18-0224-A-001216 
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MUTO  Comfort  ordering  guide 


Installation  types 


Installation  types 


Installations 


Disclaimer 

When  sizing  MUTO  door 
panels,  maximum  weight 
capacity  is  key  When 
maximizing  door  panel 
width,  height,  or 
thickness,  one  or  more  of 
the  other  dimensions 
(width,  height,  or 
thickness)  will  require 
reductions  to  remain  at  or 
below  the  maximum 
allowable  weight  capacity 
of  the  specific  MUTO 
sliding  unit,  within 
industry  codes,  standards, 
or  specifications,  and 
within  door  manufacturer 
recommendations. 


With  one  sliding  panel 

With  two  sliding  panels 

s 

1 - m 

[  1 

Mounted  to  wall 

m 

^  . J 

Mounted  to  ceiling  with  optional  fixed  panel 
(sidelite) 

a 

1 - 

Functions 


Mounted  concealed  in  ceiling  with  optional 
fixed  panel  (sidelite) 


Mounted  to  glass  fixed  panels  (sidelites) 
&  transom 


Synchro  function 


Telescopic  function 

m 

1 

2 

1  i=>  <=1 

^11  J  LL  L 
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dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Installation  made  easy 


AME' 


pyERSIGHT 


Installation  Made  Easy 


TLG  Compatibility 


Retrofit  DORMOTION  in  the  field 

(minimum  door  panel  widths  must  be  considered) 


Optional  status  indicator 
retrofitted  in  field 


Adjustable  endstop 


TLG  compatibility 


dormakaba's  Clamp  &  Glue  technology  allows 
installation  to  tempered  laminated  glass.  This 
technology  allows  secure  holding  power  with 
minimal  clamping  force,  and  does  not  require 
special  glass  preparation. 


AMERiCAN 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  to  wall 


Mounted  to  wall  (W) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to  wall; 
for  5/16"-  1/2"  (8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22)  +  X 

(see  drawing) 

max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Ciear  opening  height 

CW  =  Clear  opening  width 

DT  =  Door  (glass)  thickness 

Y  =  2-7/8”  (72)  - 13/16“  (20)  -  DT 


XL  150  DM 

XL  150 

XL  80  DM 

8-0224-A-001220 

min  DW 

40-3/16"  (1020) 

26"  (660) 

31-7/8"(810) 

max  DW 

57"  (1448) 

57"  (1448) 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

2  X  57“  (1448) 

IAF-1 

2  X  57“  (1448) 

XL  150  DM  /XL150/XL80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  to  ceiling 


TL  =  2  X  DW 


, _ ^  *  If  Single  door  panel  closes  against 

*DW  =  cw  ■*  2-3/8"  (40)  Jamb  or  only  overlaps  on  one  side, 

subtract  1-3/16*  (30)  from  formula. 


Mounted  to  ceiling  (CE-S)  Mounted  in  drop  ceiling  (CE-C) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
ceiling  or  mounted  in  drop  ceiling; 
for  5/16"-  1/2"  (8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57”  (1448) 

XL  150 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

XL  80  DM 

min  DW 

31-7/8”  (810) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT  =  Door  (glasb^ffndi8id3224-A-001 221 

Y  =  2-7/8*  (72)  -  13/16"  (20)  -  DT 
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dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  one  sliding  panel  and  fixed  panel  on  one  side 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panel, 
mounted  to  ceiling  or  in  drop 
ceiling;  for  5/16"- 1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  +  1-3/16"  (30) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57"  (1448) 

XL  150 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

XL  80  DM 

min  DW 

31-7/8"(810) 

max  DW 

57"  (1448) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW  =  Fixed  panel  (sidelite)  width 

DT  =  Door  (glass)  thickness 

FPT  Fixed  panel  (glass)  thickness 

Y  I  =  2-7/8'  (72)  -  13/16"  (20)  -  DT 

pyERSIGHT 


TL  (if  incl.  wickaps,  2  x  3/32"  [2]> 

TL=2>DW 

H 

FPW  =  TL-CW 

1-3/14"  • 

(30)  j 

CW 

DW=CW»  1-3/16"  (30) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


XL  150  DM  /XL150/XL80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 


TL  (if  incL  endcaps,  2  «  3/32“  [2]) 


TL  =  DW  «  2  ♦  FPW2- 1-3/16"  (30) 


FPW2 


V3/16"  , 


(30) 


t 


FPW1 


1-3/16* 


(30) 


CW 


DW  =  CW*  2-3/8*  (60) 


Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


PVERSIGHT 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panel  on 
both  sides;  for  5/16"-  1/2" 

(8  -  13)  thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

max  DW 

57”  (1448) 

XL150 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

XL 80  DM 

min  DW 

31-7/8"(810) 

max  DW 

57"  (1448) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 

TH  »  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidelite)  width  1 
FPW2  =  Fixed  panel  (sidelite)  width  2 
DT  •  Door  (glass)  thickness 

FPl5^F-^  8E0£24afVO@<l>^Shickness 
Y  =2  7/8"  (72)  13/16"  (20)  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  with  two  sliding  panels  with  two  fixed  panels 


Features  and  data 

For  installation  with 
two  sliding  door  panels 
with  fixed  panel  on  each 
side;  for  5/16"-  1/2" 

(8  - 13)  thick  glass 


TL  (if  incl.  andcaps,  2  «  3/32”  [2]) 

TL  =  4x  0W+  1/2“  (12) 

r 

1 

FPW2 

T 

1 

1 

1 

1 

1 

1 

1 

1 

FPW1 

1 

J 

1-3/14“ 

1 

1 

J— 

1/4“  1 

,  1-3/14“ 

(30) 

T- - 

1 

1 

■  (4) 

(30) 

— 

. 

Max.  weight  of  door  panels 


cw 


330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 


DW  =  CWt2*V1/16‘(27)  DW=CWt2*1-1/16"(27) 


176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  width 

DW  =  CW  ^  2  +  1-1/16"  (27) 


XL150DM 

min  2P  DW 

2  X  40-3/16"  (1020) 

max  2P  DW 

2  X  57"  (1448) 

XL150 

min  2P  DW 

2  X  26"  (660) 

max  2P  DW 

2  X  57"  (1448) 

XL  80  DM 

min  2P  DW 

2  X  31-7/8"(810) 

max  2P  DW 

2  X  57"  (1448) 

DW 

= 

Glass  width 

TL 

= 

Track  length 

GH 

= 

Glass  height  sliding  door 

FPH 

= 

Fixed  panel  (sidelite)  height 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

FPW1 

= 

Fixed  panel  (sidelite)  width  1 

FPW2 

= 

Fixed  panel  (sidelite)  width  2 

DT 

= 

Door  (glass)  thickness 

FPT 

= 

Fixed  panel  (glass)  thickness 

Y 

2-7/8"  (72)  - 13/16"  (20)  -  DT 

pyERSIGHT 


Mounted  to  ceiling  (CE-S) 


Calcuiation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1^.®.o224-A-001224 
max  118-1/8"  (3000) 


XL  150  DM  /XL150/XL80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  for  wood  doors 


(30) 


TL  =  2  X  DW 


*  If  Single  door 
panel  closes 
against  Jamb  or 
only  overlaps  on 
one  side,  subtract 
1-3/16"  (30)  from 
formula. 


•DW-CWt  2-3/8"  (40) 


TL  =  2  X  DW 


1-3/16", 

(30) 


II 


•DW  =  CW  4.  2- V8“  C40)~ 


*  If  Single  door 
panel  closes 
against  Jamb  or 
only  overlaps  on 
one  side,  subtract 
1-3/16"  (30)  from 
formula. 


Mounted 


Mounted 
to  ceiling 
(CE-S) 

Features  and  data 

For  installation  with  wood  door; 
mounted  to  wall  or  ceiling;  for 
1-1/8"-  1-31/32“  (28  -  50)  thick 
wood  doors 


Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  door  height 

DH  =  CH  -  3/4"  (18)  -t  X  (wall) 
DH  =  TH  -  3-7/16"  (87)  (ceiling) 
max  118-1/8"  (3000) 

Calculation  of  door  width 

DW  =  CW  +  2-3/8"  (60) 


DW  =  Glass  width  DT  = 

TL  =  Track  length  CH  = 

^  .  TH  =  Total  height  CW  = 

^  I X/ 1  DH  =  Door  height  Y  = 


PVERSIGHT 


Door  (wood)  thickness 
Clear  opening  height 
Clear  opening  width 
2-7/8"  (72)  -  5/16"  (7)  -  DT 


XL  150  DM 

XL  150 

XLSODM 

min  DW 

40-3/16"  (1020) 

26"  (660) 

31-7/8"  (810) 

max  DW 

60"  (1524) 

60"  (1524) 

60"  (1524) 

max  2P  DW 

2  X  60"  (1524)  (1524) 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


TL  =  2  «  DW  1-  2-S/8"  (671 


Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


Glass 

preparation 


XL  150  DM 

min  DW 

40-3/16"  (1020) 

min  CW 

37-13/16"  (960) 

max  DW 

57“  (1448) 

max  CW 

54-3/4"  (1390) 

XL  150 

min  DW 

26"  (660) 

min  CW 

23-5/8"  (600) 

max  DW 

57“  (1448) 

max  CW 

54-3/4"  (1390) 

XL  80  DM 

min  DW 

31-7/8"  (810) 

min  CW 

29-9/16"  (750) 

max  DW 

57“  (1448) 

max  CW 

54-3/4“  (1390) 

See  next  page 
forX  Detail 


‘  DD  =  (CW  -  4-3/16")  +  T  =  _” 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (31-1/2"-  4-3/16")  -  2  =  13-11/16" 
DD  =  (800  -  106)  ^  2  =  347 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of  holes 
(Z)  depends  on  clear  opening 
width  (CW)  and  determines 
the  final  drilling  distance 
(DD). 


T 

Z 

CW  2 

< 

23-5/8"  (600) 
31-1/2"  (800) 

2 

8 

CW  > 

< 

31-1/2"  (800) 

39-3/8"  (1000) 

3 

10 

CW  > 

i 

39-3/8"  (1000) 
47-1/4"  (1200) 

4 

12 

CW  > 

47-1/4"  (1200) 

54-5/8"  (1388) 

5 

14 

•  Use  the  equation  to 
determine  (DD)  drilling 
distance  (hole  spacing) 
at  defined  (DD) 
locations. 

•  Provide  (CW)  clear 
opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to 
formula  equation  to 
calculate  (DD)  drilling 
distance. 


IAF-18-0224-A-001226 


XL  150  DM  /XL150/XL80  DM 


Typical  assemblies 


XL  150  DM  /  XL  150  /  XL  80  DM 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


Tl  =  »»  DW*  1/2* tm 


cw 


Refer  to  Elevation  drawing  on  previous  page. 

Glass  4-1/16''  6-11/16"  4-1/16"  4-1/16" 


preparation 

DD* 

DO 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

(103) 

See 

X  Detail 

-H- 

below  L 

X 

FPW2 

CW 

FPW1 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  - 170)  +  T  =  _  mm 


Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

330  lb  (150  kg)  for 
Comfort  XL  150  DM/XL  150 

176  lb  (80  kg)  for 
Comfort  XL  80  DM 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  ^  2  +  1-1/16"  (27) 


XL  ISO  DM 

XL  ISO 

XL  80  DM 

min  DW 

40-3/16" (1020) 

26" (660) 

31-7/8“ 

min  CW 

78-3/16"  (1986) 

47-1/2“  (1207) 

61-11/16“ 

max  DW 

S7“  (1448) 

57“  (1448) 

57“ 

max  CW 

112- V16“  (2846) 

112-V16"  0846) 

112-1/16“  0846) 

Calculation  example 

DD  =  (55-1/8"  -  4-3/16“-  6-11/16)  ^  4  =  11-1/16" 
DD  =  (1400  - 106  - 170)  ^  4  =  281 


T  Z 


CW 

S 

47-1/4“  (1200) 
59-1/16"  (1500) 

4 

14 

CW 

> 

59-1/16"  (1500) 

6 

18 

< 

78-3/4"  (2000) 

CW 

> 

78-3/4"  (2000) 

8 

22 

< 

112-1/16"  (2846) 

DW  =  Glass  width 

Z  =  Quantity  of  drillings 

TL  =  Track  length 

DD  =  Drilling  distance 
TH  =  Total  height 

CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
GH  =  Door  (glass)  height 
FPW  =  Fixed  panel  (glass)  width 
T  =  Set  formula  value  derived 

from  CW 

DT  =  Door  (glass)  thickness 
3/8"  -  3/4“  (10  -  19) 

FPT  t=  Fixed  panel  (sidelite)  thickness 
2-7/8"  (72)  - 13/16"  (20)  -  DT 


X  detail 


2" 

2' 

(50) 

(50) 

013/16 

1/8' 

013/16 

(020) 

(020) 

< 

a 

A 

T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

•  Insert  value 

calculate  (DD)  drilling  distance. 


17 


dormakabo 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels, 
ceiling  surface  installation 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops, 
roller  carriers,  DORMOTION’,  DM  starVstops’,  floor  guide, 
sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 
endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 
hardware.  (Sidelite  view  profile  included  if  appropriate.) 


Complete  accessories  for  5/16"-1/2''  (8-13)  thick  glass. 

XL  150  DM  /  XL  150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

’XL  150  set  does  not  include  DORMOTION  or  DM  stort/stops. 


Sidelite  view 
protection  profile 
not  included  in  kits 
for  single  fixed  panel 
(IP  Ceiling  Surface  by  1FP) 


Note:  Refer  to  Component  parts  section  for  wood  door 


adapter js^tioQi^  .  . 

dIGHT 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  one  fixed  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width^ 

Max 

track 

length’ 

Ref. 

No. 

IP  XL  150  DMCE-S1FP 

MTO 

40-3/16" 

(1020) 

37-13/16“ 

(960) 

57“ 

(1448) 

54-5/8“ 

(1388) 

157-1/2“ 

(4000) 

236.589 

1PXL150CE-S1FP 

I4TO 

26“ 

(660) 

23-5/8“ 

(600) 

57“ 

(1448) 

54-5/8" 

(1388) 

157-1/2“ 

(4000) 

236.588 

IP  XL  80  DM  CE-S1FP 

MTO 

31-7/8" 

(810) 

29-1/2" 

(750) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2“ 

(4000) 

236.583 

IP  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel  and  two  fixed  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref. 

No. 

1PXL150DMCE-S  2FP 

MTO 

40-3/16“ 

(1020) 

37-13/16“ 

(960) 

57" 

(1448) 

54-5/8“ 

(1388) 

157-1/2" 

(4000) 

236.591 

1PXL150CE-S  2FP 

MTO 

26“ 

(660) 

23-5/8“ 

(600) 

57“ 

(1448) 

54-3/8" 

(1381) 

157-1/2" 

(4000) 

236.590 

IP  XL  80  DM  CE-S2FP 

MTO 

31-7/8“ 

(810) 

29-1/2" 

(750) 

57“ 

(1448) 

54-3/8" 

(1381) 

157-1/2" 

(4000) 

236.585 

2P  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  two  sliding  panels  and  two  fixed  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref. 

No. 

2PXL150  DM  CE-S  2FP 

MTO 

40-3/16" 

(1020) 

78-3/16“ 

(1986) 

57" 

(1448) 

111-7/8“ 

(2842) 

157-1/2“ 

(4(X)0) 

236.587 

2PXL150CE-S2FP 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8“ 

(2842) 

157-1/2“ 

(4(X)0) 

236.592 

2P  XL  80  DM  CE-S  2FP 

MTO 

31-7/8“ 

(810) 

59-1/4" 

(1505) 

57“ 

(1448) 

111-7/8“ 

(2842) 

157-1/2“ 

(4CX)0) 

236.587 

^  For  157-1/2“  track  lengths, IAfi^15f‘Q224sAit901 228 
Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


XL  150  DM /XL  150 /XL  80  DM 


Sliding  door  sets 


AMERICAN 

PVERSIGHT 


18-0224-A-001229 

19 


dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  one  sliding  panel 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller 
carriers,  DORMOTION’,  DM  start/stops’,  and  floor  guide. 
Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 


XL  150  DM  /  XL  150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

’XL  150  set  does  not  include  DORMOTION  or  DM  start/stops. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

panel 

width 

Min  ciear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width* 

Max 

track 

length* 

Ref.  No. 

IP  XL  150  DM  W 

STK 

40-3/16" 

(1020) 

37-13/16" 

(960) 

56-11/16" 

(1440) 

54-5/16“ 

(1380) 

113-3/8“ 

(2880) 

836.510 

MTO 

40-3/16“ 

(1020) 

37-13/16" 

(960) 

57“ 

(1448) 

54-5/8" 

(1388) 

157-1/2“ 

(4000) 

836.521 

IP  XL  150 W 


STK  26“ 

23-5/8" 

56-11/16" 

54-5/16" 

113-3/8" 

236.510 

(660) 

(600) 

(1440) 

(1380) 

(2880) 

26" 

23-5/8" 

57” 

54-5/8“ 

157-1/2“ 

236.521 

(660) 

(600) 

(1448) 

(1388) 

(4000) 

IP  XL  80DMW 


STK  31-7/8“ 

29-1/2" 

56-11/16“ 

54-5/16" 

113-3/8“ 

836.502 

(810) 

(750) 

(1440) 

(1380) 

(2880) 

31-7/8" 

29-1/2" 

57" 

54-5/8" 

157-1/2“ 

836.520 

(810) 

(750) 

(1448) 

(1388) 

(4000) 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width* 

Max  clear 

opening 

width* 

Max 

track 

length* 

Ref.  No. 

IP  XL  150  DM  CE-S 

STK 

40-3/16" 

(1020) 

37-13/16" 

(960) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

836.512 

MTO 

40-3/16" 

(1020) 

37-13/16" 

(960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.523 

1PXL150CE-S 

STK 

26" 

(660) 

23-5/8" 

(600) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

236.512 

MTO 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.523 

IP  XL  80  DM  CE-S 

STK 

31-7/8" 

(810) 

29-1/2" 

(750) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

836.505 

MTO 

31-7/8" 

(810) 

29-1/2" 

(750) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.522 

IPgl 

ass  installation  -  Set  for  glass  installation  with  one  sliding  panel. 

Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width* 

Max  clear 

opening 

width* 

Max 

track 

length* 

Ref.  No. 

IP  XL  150  DMG 

MTO 

40-3/16" 

(1020) 

37-13/16" 

(960) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.525 

IP  XL  150  G 

MTO 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.525 

IP  XL  80  DM  G 

MTO 

31-7/8" 

(810) 

29-1/2" 

(750) 

57” 

(1448) 

8-0222PAV(301  524 

(1388)  (4000) 

^  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


XL  150  DM /XL  150 /XL  80  DM 


Sliding  door  sets 


XL  150  DM  /  XL  150  /  XL  80  DM 

Sliding  door  sets  with  two  sliding  panels 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller 
carriers,  DORMOTION’,  DM  stort/stops’’,  and  floor  guide. 
Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 


XL150  DM  /XL150  max  330  lb  (150  kg). 

XL  80  DM  max  176  lb  (80  kg). 

^  XL  150  set  does  not  include  DORMOTION  or  DM  stort/stops. 


2P  wall  installation  -  Set  for  wall  installatian  with  twa  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width^ 

Max 

track 

length^ 

Ref.  No. 

2PXL150  DMW 

40-3/16" 

MTO 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.527 

2PXL150  W 

26" 

MTO 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.527 

2PXL  80DM  W 

31-7/8" 

MTO 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.526 

Note:  Refer  to  Component  ports  section  for  wood  door 
odopter  options. 


2P  ceiling  surface  installation  -  Set  far  ceiling  surface  installatian  with 
two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width^ 

Max  clear 

opening 

width^ 

Max 

track 

length^ 

Ref.  No. 

2PXL150  DMCE-S 

MTO 

40-3/16" 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.529 

2PXL150CE-S 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.529 

2P  XL  80  DM  CE-S 

MTO 

31-7/8" 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.528 

2P  glass  installation  -  Set  far  glass  installation  with  two  sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width^ 

width^ 

length^ 

Ref.  No. 

2PXL150  DMG 

MTO 

40-3/16" 

(1020) 

78-3/16" 

(1986) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.531 

2PXL150G 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.531 

2PXL  80  DM  G 

MTO 

31-7/8" 

(810) 

61-5/8" 

(1566) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.530 

^  For  157-1/2"  trock  lengths,  only  154"  ore  useoble. 

Max  wood  door  sizes  con  be  increased  by  3"  (76),  MTO  only. 

IAF-18-0224-A-001231 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  to  wall 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


(30)  from  formula. 


Mounted  to  wall  (W) 


13/iIT 

(20) 


Y 


X 


AITIERICAN 


pyERSiGHT 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"-  1/2"  (8  -  13)  thick 
glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22)  +  X 

(see  drawing) 

max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"(850) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Gloss  width 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT  =  DotAE^<1&)0Mi4^s001232 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

T)'pical  assemblies  mounted  to  ceiling 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


•DW  =  CWt  2-3/8"  (60) 


*  If  single  door  panel  closes 
against  Jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16”-  1/2"  (8  -  13)  thick 
glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  -r  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2  "(850) 

max  DW 

57"  (U48) 

max  2P  DW 

2  X  57“  (1448) 

Mounted  to  ceiling  (CE-S)  Mounted  in  drop  ceiling  (CE-C) 


DW  =  Glasswidth 

TL  =  Track  length 

GH  =  Glass  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

DT I  AFBl)8r(3^(24)^hi0lOit233 

Y  =  3-15/16"  (100)  -  13/16'  (20)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  one  sliding  panel  and  fixed  panel  on  one  side 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


Features  and  data 

For  installation  with  one  sliding 
door  panel  and  one  fixed  panel, 
mounted  to  ceiling  or  in  drop 
ceiling;  for  5/16"-  1/2"  (8  -  13) 
thick  glass. 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 


DW  =  CW  +  1-3/16”  (30) 

XL  120  SC 

min  DW 

33-1/2"  (850) 

max  DW 

57"  (1448) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH=TH- 2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height  sliding  door 
FPH  =  Fixed  panel  (sidelite)  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
FPW  =  Fixed  panel  (sidelite)  width 
DT  =  Door  (glass)  thickness 
FPT  =  Fixed  panel  (glass)  thickness 
Y  _  3i!5/W  OOQL- 1^  6"  (20)  -  DT 


PyERS 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 

Note:  XL  120  SC  includes  DORMOTION  standard  in  the  closing  cycle. 


TL  (if  incL  endcaps,  2  «  3/32“  [2]) 
TL  =  DW  «  2  ♦  FPW2- 1-3/16"  (30) 


CW 


DW  =  CW*  2-3/8*  (60) 


Features  and  data 

For  installation  with  one  sliding 
door  panel  and  fixed  panels  on 
both  sides,  mounted  to  ceiling  or 
in  drop  ceiling;  for  5/16"-  1/2" 

(8  -  13)  thick  glass. 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"  (850) 

max  DW 

57"  (1448) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPWl  =  Fixed  panel  (sidelite)  width  1 

FPW2  =  Fixed  panel  (sidelite)  width  2 

DT  =  Door  (glass)  thickness 

fptIAR^I  §ix0224nA-<@(3i1336ickness 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  with  twa  sliding  panels  with  fixed  panels  an  bath  sides 


Note: 

XL120  SC  includes 
DORMOTION 
standard  in  the 
closing  cycle. 


TL  Of  incl.  «ndcap».  2  x  3/32"  [2]) 


TL  =  4  X  DW  +  1/2”  (12) 


1-3/U" 


(30) 


FPW1 


,  1-3/16“ 


(30) 


DW  =  CWt2<-1-1/16”(27) 


DW  =  CW  2  ♦  1-1/16"  (27) 


Features  and  data 

For  installation  with  two 
sliding  door  panels  with  fixed 
panels  on  each  side;  for 
5/16"-  1/2"  (8  -  13)  thick  gloss 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  width 

DW=CW^2  + 1-1/16"  (27) 


Mounted  to  ceiling  (CE-S) 


XL  120  SC 

min  2P  DW 

2  X  33-1/2" (850) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidelite)  height 
TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidelite)  width  1 
FPW2  =  Fixed  panel  (sidelite)  width  2 
DT  =  Door  (glass)  thickness 

FPT  -  Fixed  panel  (glass)  thickness 

Y  =  3-15/16"  (100)  -  13/16"  (20)  -  DT 


Calculation  of  glass  height  (CE-S) 

GH  =TH  -1-7/8"  (47) 

FPH  =  TH  -  2-5/8"  (67) 
max  118-1/8"  (3000) 
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Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  13/16"  (21) 

FPH  =  CH  +  W-(©-0224-A-001236 

max  118-1/8"  (3000) 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  for  wood  doors 


Note: 

XL  120  SC  includes 
DORMOTION  standard 
in  the  closing  cycle. 


TL  =  2xDW 


a 


.  ^  *  If  single  door  panel  closes  against 

‘DW  *  CW  ^  2-3/8"  (60)  Jamb  or  only  overlaps  on  one  side, 


TL  =  2  X  DW 


■ST 


1-3/16' 

(30) 


u 


,  ^  *  If  single  door  panel  closes  against 

*DW  «  CW »  2-3/8"  (60)  Jamb  or  only  overlaps  on  one  side, 


subtract  1-3/16"  (30)  from  formula. 


subtract  1-3/16"  (30)  from  formula. 


Features  and  data 

For  installations  with  wood 
doors;  mounted  to  wall  or 
ceiling;  for  1-1/8"- 1-31/32" 

(28  -  50)  thick  wood  doors 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  door  height 

DH  =  CH  -  3/4"  (18)  -t-  X  (wall) 
DH  =  TH  -  3-7/16"  (87)  (ceiling) 
max  118-1/8"  (3000) 


Calculation  of  door  width 

DW  =  CW  -I-  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"  (850) 

max  DW 

60"  (1524) 

max  2P  DW 

2  X  60"  (1524) 

A 


PVE 


DW  =  Door  width 
TL  =  Track  length 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 
DH  =  Door  height 
DT  =1  Door  (wood)  thickness 
Y  3-15/16"  (100)-  5/16"  (7)-  DT 

o 


Mounted  to  wall  (W) 


Mounted  to  ceiling  (CE-S) 


X 


X 

H 

ti 

X 

a 


IAF-18-0224-A-001237 


27 


dormakaba 


MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


Note:  XL  120  sc  includes 
DORMOTION  standard  in 
the  closing  cycle. 


cw 


1-3/16"  V3/16* 

(30)  (30) 


« 


DW  =  CW*  2-3/8”  (60) 


FPW 


Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height 

GH  =CH  -r7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  -r  2-3/8"  (60) 


XL  120  SC 

min  DW 

33-1/2"  (850) 

min  CW 

31-1/8"  (790) 

max  DW 

57"  (1448) 

max  CW 

54-5/8"  (1388) 

Glass 

preparation 


See  next  page 
for  X  Detail 


Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


*  DD  =  (CW  -  4-3/16")  +  T  =  _" 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (35-7/16"  -  4-3/16")  ^3  =  10-7/16" 
DD  =  (900  -  106)  -i-  3  =  265 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of 
holes  (Z)  depends  on 
clear  opening  width 
(CW)  and  determines 
the  final  drilling 
distance  (DD). 


T 

Z 

CW  2 

< 

23-5/8" 

31-1/2" 

(600) 

(800) 

2 

8 

CW  > 

< 

31-1/2" 

39-3/8" 

(800) 

(1000) 

3 

10 

cw  > 

39-3/8" 

hlA/k" 

(1000) 

(1200) 

4 

12 

cw  > 

WJA/U" 

54-5/8" 

(1200) 

(1388) 

5 

14 

•  Use  the  equation  to  determine  (DD)  drilling  distance 
(hole  spacing)  at  defined  (DD)  locations. 

•  Provide  (CW)  clear  opening  width  to  determine  value 
for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to  calculate 
(DD)  drilling  distance. 


IAF-18-0224-A-001238 


XL  120  Self-Closing  (SC) 


Typical  assemblies 


XL  120  Self-Closing  (SC) 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


Note:  XL  120  SC  includes 
DORMOTION  standard  in 
the  closing  cycle. 


Refer  to  Elevation  drawing  on  previous  page. 


Glass 

preparation 


4-1/16"  6-11/16"  4-1/16"  4-1/16" 


DD* 

DD 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

(103) 

-1-4-  - 

X 

FPW2 

CW 

FPW1 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  -  170)  +  T  =  _  mm 


DW 

= 

Glass  width 

Z 

= 

Quantity  of  driliings 

TL 

= 

Track  length 

DD 

= 

Drilling  distance 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

GH 

= 

Door  height 

FPW 

= 

Fixed  panel  (glass)  width 

T 

= 

Formula  value  to  determine  DD 

DT 

= 

Door  (glass)  thickness 

FPT 

Fixed  panel  (sidellte)  thickness 
3/8"  -  3/4"  (10  -  19) 

Y 

= 

3-15/16"  (100)  - 13/16"  (20)  -  DT 

X  detail 


2" 

2 

1 

(50) 

(50) 

013/16 

1/8* 

013/16 

(020)  ^ 

(020) 

Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
glass;  for  5/16"- 1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

264  lb  (120  kg) 

Calculation  of  glass  height 

GH  =  CH  +  7/8"  (22) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW^2  +  1-1/16"  (27) 


XL  120  sc 

min  DW 

33-1/2“  (850) 

min  CW 

64-13/16"  (1646) 

max  DW 

57"  (1448) 

max  2P  DW  2  X  57"  (1448) 

max  CW 

111-7/8"  (2842) 

T 

Z 

CW  a 

s 

47-1/4"  (1200)  4 

59-1/16"  (1500) 

14 

CW  > 

s 

59-1/16"  (1500)  6 

78-3/4"  (2000) 

18 

CW  > 

< 

78-3/4"  (2000)  8 

111-7/8"  (2842) 

22 

Calculation  example 

DD  =  (55-1/8"-  4-3/16"-  6-11/16")  h-  4  =  11-1/16" 
DD  =  (1400  -  106  -  170)  ^  4  =  281 

T  =  Formula  Value 
Z  =  Quantity  of  holes  to  drill 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to 
calculate  (DD)  drilling  distance. 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels,  ceiling 
surface  installation 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  XL  120  DM  max  264  lb  (120  kg). 

roller  carriers,  DORMOTION ,  DM  start/stops,  floor  guide, 

sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 

endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 

hardware.  (Sidelite  view  profile  included  if  appropriate.) 


Sidelite  view 
protection  profile 
not  included  in  kits 
for  single  fixed  panel 
OP  Celling  Surface  b/  1FP) 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  one  fixed  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

Opening 

panel 

Opening 

track 

width 

width 

width' 

width’ 

length' 

1PXL120SCCE-S1FP 


33-1/2" 

31-1/8“ 

57" 

54-5/8" 

157-V2" 

RH  236.690 

(850) 

(790) 

(1448) 

(1388) 

(4000) 

LH  236.692 

IP  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  one  sliding  panel  and  two  fixed  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width’ 

length' 

Ref.  No. 

IP  XL  120  SC  CE-S2FP 


33-1/2“ 

31-1/8" 

57“ 

54-5/8“ 

157-1/2“ 

(850) 

(790) 

(1448) 

(1388) 

(4000) 

2P  selling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  two  sliding  panels  and  two  fixed  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width' 

length' 

Ref.  No. 

2PXL120  SCCE-S  2FP 


33-1/2“ 

64-13/16" 

57“ 

111-7/8“ 

157-1/2“ 

(850) 

(1646) 

(1448) 

(2842) 

(4000) 

’  For  1S7-1/2"  track  lengths,  only  154"  ore  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 
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XL  120  Self-Closing  (SC) 


Sliding  door  sets 


AMERICAN  IAF.18.0224-A-001241 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  one  sliding  panel 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  XL  120  DM  max  264  lb  (120  kg), 
roller  carriers,  DORMOTION,  DM  stort/stops,  and  floor 
guide.  Complete  accessories  for  5/16"-  1/2"  (8-13)  thick  gloss. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width^ 

width' 

length' 

Ref.  No. 

IP  XL  120  sew 


STK 

33-1/2" 

(850) 

31-1/8" 

(790) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

RH  836.602 

LH  836.603 

MTO 

33-1/2" 

(850) 

31-1/8" 

(791) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.620 

LH  836.621 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width' 

width' 

length' 

Ref.  No. 

IP  XL  120  SCCE-S 


STK 

33-1/2" 

(850) 

31-1/8" 

(790) 

56-11/16" 

(1440) 

54-5/16" 

(1380) 

113-3/8" 

(2880) 

RH  836.606 

LH  836.607 

MTO 

33-1/2" 

(850) 

31-1/8" 

(790) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.622 

LH  836.623 

IP  glass  installation  -  Set  for  gloss  installation  with  one  sliding  panel. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width' 

Max  clear 

opening 

width^ 

Max 

track 

length' 

Ref.  No. 

IP  XL  120  SCO 

MTO 

33-1/2" 

(850) 

31-1/8" 

(790) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

RH  836.624 

LH  836.625 

''  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  Increased  by  3"  (76),  MTO  only. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 
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XL  120  Self-Closing  (SC) 


Sliding  door  sets 


XL  120  Self-Closing  (SC) 

Sliding  door  sets  with  two  sliding  panels 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  XL  120  DM  max  264  lb  (120  kg), 
carriers,  DORMOTION,  DM  start/stops,  and  floor  guide. 

Complete  accessories  for  5/16"-  1/2"  (8  -  13)  thick  glass. 


2P  wall  installation  -  Set  for  wall  installation  with  two 
sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width' 

Max  clear 

opening 

width' 

Max 

track 

length' 

Ref.  No. 

2P  XL  120  sew 

MTO 

33-1/2" 

(850) 

64-13/16" 

(1646) 

57“ 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.626 

2P  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
two  sliding  panels 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width' 

Max 

track 

length' 

Ref.  No. 

2P  XL  120  SC  CE-S 

MTO 

33-1/2" 

(850) 

64-13/16“ 

(1646) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.627 

2P  glass  installation  -  Set  for  glass  installation  with  two  sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width' 

length' 

Ref.  No. 

2P  XL  120  SC  G 

MTO 

33-1/2" 

64-13/16" 

57" 

111-7/8" 

157-1/2" 

836.628 

(850) 

(1646) 

(1448) 

(2842) 

(4000) 

’  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  Increased  by  3"  (76),  MTO  only. 


IAF-18-0224-A-001243 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  to  wall 


Mounted  to  wall  (W) 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"- 1/2"  (8  - 13)  thick 
gloss 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height 

GH  =  CH  +  3/4"(18)+X 

(see  drawing) 

max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57“  (1448) 

max  2P  DW 

2  X  57"  (1448) 

AMERICAN 


11/t6” 

(17) 


I 

U 


X 

+ 

eo 


z 

u 

II 

z 

o 


z 
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PyERSIGHT 


DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Ciear  opening  width 

DT  =  Door  (giass)|Ja(Fkif9s0224-A-001 244 

Y  =  2-13/16"  (71)  - 11/16"  (17)  -  DT 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  to  ceiling 


TL  =  2  X  DW 


*DW  =  CW4  2-3/8'’(40) 


*  If  Single  door  panel  closes  against 
Jamb  or  only  overlaps  on  one  side, 
subtract  1-3/16"  (30)  from  formula 


Mounted  to  ceiling  (CE-S) 
2-13/16"  (71) 


Mounted  to  ceiling  (CE-C) 


AMERICAN 

PVERSTGHT 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16”-  1/2"  (8  -  13)  thick 
glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-9/16"  (40) 
max  118-1/8"  (3000) 

Calculation  of  glass  height  (CE-C) 

GH  =  CH  +  11/16"  (17) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

max  2P  DW 

2  X  57"  (1448) 

DW  =  Glass  width 
TL  =  Track  length 
GH  =  Glass  height 
TH  =  Total  height 
CH  =  Clear  opening  height 
CW  =  Clear  opening  width 

DT  =  Door  (glas^fil«|l®£@224-A-001 245 

Y  =  2-13/16”  (71)  -  11/16"  (17)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  with  one  sliding  panel  and  fixed  panel  on  one  side 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panel  on  one 
side,  mounted  to  ceiling  or  in  drop 
ceiling;  for  5/16"-  1/2"  (8  -  13) 
thick  glass. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW  +  1-3/16"  (30) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

TL(!f  incl.  endcgpa,  2  »  3/32“  [21) 


TL=2x  DW 

FPW  =  TL-CW 

1-3/16”  ' 

(30)  j 

CW 

DW  «  CW  +  1-3/16''  (30) 

DW 

= 

Glass  width 

XL 

= 

Track  length 

GH 

= 

Glass  height  sliding  door 

FPH 

= 

Fixed  panel  (sidelite)  height 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

FPW 

= 

Fixed  panel  (sidelite)  width 

DT 

= 

Door  (glass)  thickness 

FPT 

D 

Fixed  panel  (glass)  thickness 

Y 

l= 

2-13/16"  (71)  - 11/16"  (17)  -  DT 

T  1=  13/10  I/-  11/10  tl/J 

P3yERSIGHT 


Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-  9/16"  (40) 

FPH  =  TH  -  2-3/16"  (56) 
max  118-1/8"  (3000) 


Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  11/16"  (17) 

FPH  =  CH  +  j'X^'l-f§)o224-A-001246 
max  118-1/8"  (3000) 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  with  one  sliding  panel  and  fixed  panels  on  both  sides 


_ cw _ 

DW  =  CW  *2-3/8*  (60) 


Features  and  data 

For  installation  with  one  sliding 
door  panel  with  fixed  panels  on 
both  sides,  mounted  to  ceiling  or 
in  drop  ceiling;  for  5/16"-  1/2" 

(8  -  13)  thick  glass. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80DM 

min  DW 

39“  (990) 

max  DW 

57"  (1448) 

L80 

min  DW 

26"  (660) 

max  DW 

57"  (1448) 

Mounted  to  ceiling  (CE-S) 


Mounted  in  drop  ceiling  (CE-C) 


Calculation  of  glass  height  (CE-S) 

GH  =  TH  -  1-  9/16"  (40) 

^  FPH  =  TH  -  2-3/16"  (56) 

A  max  118-1/8"  (3000) 

PVERSIGHT 


Calculation  of  glass  height  (CE-C) 
GH  =  CH  +  11/16"  (17) 

FPH  =  CH  +  1/8"  (3) 
max  118-1/8"  (3000) 


DW  =  Glass  width 

TL  =  Track  length 

GH  =  Glass  height  sliding  door 

FPH  =  Fixed  panel  (sidellte)  height 

TH  =  Total  height 

CH  =  Clear  opening  height 

CW  =  Clear  opening  width 

FPW1  =  Fixed  panel  (sidellte)  width  1 
FPW2  =  Fixed  panel  (sidellte)  width  2 
DT  =  Door  (glass)  thickness 

FPTAF^  g=jg^24u/i{i0j)c|^g4^hlckness 
Y  =  2-13/16"  (71)  -  11/16"  (17)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  with  two  sliding  panels  with  fixed  panels  on  both  sides 


Features  and  data 


TL  (If  incl.  «ndcap«.  2  x  3/32“  [ZD 

TL=4.  DW*  1/2" (12) 


a 

FPW2 

FPW1 

1-3/M"  , 

1/A" 

,  1-3/16" 

(30) 

(6)  ■  ' 

(30) 

1 

cw 

DW  =  cw  +  2  +  Vl/M*  (27) 

DW=  CW  +  2  ♦  1-1/16"  (27) 

For  installation  with  two  sliding 
door  panels  with  fixed  panels 
on  both  sides;  for  5/16“-  1/2" 

(8  - 13)  thick  gloss. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  width 

DW  =  CW^2  +  1-1/16"  (27) 


L80  DM 

min  DW 

2  X  39"  (990) 

max  DW 

2  X  57"  (1448) 

L80 

min  DW 

2  X  26"  (660) 

max  DW 

2  X  57"  (1448) 

DW 

= 

Glass  width 

TL 

= 

Track  length 

GH 

= 

Glass  height  sliding  door 

FPH 

= 

Fixed  panel  (sidelite)  height 

TH 

= 

Total  height 

CH 

= 

Clear  opening  height 

CW 

= 

Clear  opening  width 

FPW1 

= 

Fixed  panel  (sidelite)  width 

FPW2 

= 

Fixed  panel  (sidelite)  width 

DT 

= 

Door  (glass)  thickness 

FPT 

Fixed  panel  (glass)  thickness 

Y  d  2-13/16“  (71) -11/16"  (17) -DT 

P.  ERSIGHT 


Calculation  of  glass  height 

GH  =  TH  -  1-9/16"  (40) 

FPH  =  TH  -  2-3/16"  (56) 
max  118-1/8"  (3000) 


Calculation  of  glass  height 

GH  =  CH  +  11/16"  (17) 


max  118-1/8"  (30 


^24-A-001248 

00) 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  for  wood  doors 


TL  =  2  x  DW 


^*DW=  CW  ♦  2-3/8“  (ioT 

*  If  Single  door  panel  closes  against  Jamb  or  only  overlaps  on 
one  side,  subtract  1-3/16"  (30)  from  formula. 


TL  =  2  X  DW 


M 


•DW  =  CW  ♦  2-3/8“  [60)~ 

*  If  Single  door  panel  closes  against  Jamb  or  only  overlaps  on 
one  side,  subtract  1-3/16"  (30)  from  formula. 


Features  and  data 

For  installation  with  wood  door; 
mounted  to  wall  or  ceiling; 
for  1-1/8"-  1-31/32"  (28  -  50)  thick 
wood  doors. 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  door  height 

DH  =  CH  -I-  3/4"  (18)  -r  X  (wall) 
DH  =  TH  -  3"  (76)  (ceiling) 
max  118-1/8"  (3000) 

Calculation  of  door  width 

DW  =  CW  -I-  2-3/8"  (60) 


L80  DM 

min  DW 

39"  (990) 

max  DW 

60"  (1524) 

max  DW 

2  X  60"  (1524) 

L80 

min  DW 

26"  (660) 

max  DW 

60"  (1524) 

max  DW 

2  X  60"  (1524) 

PVERSIGHT 


Mounted  to  wall  (W) 


Mounted  to  ceiling  (CE-S) 


DW  =  Door  width  CW 

TL  =  Track  length  DH 

TH  =  Total  height  DT 

CH  =  Clear  opening  height  Y 


Clear  opening  width 
Door  height 

Door  (wood)  thickness  I AF-1 8-0224-A-001 249 
2-13/16"  (71)  -  9/32"  (7)  -  DT 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  on  glass  with  one  sliding  panel 


XL  =  2  «  DW  1-  2-S/8"  (67) 


CW 


1-3/16"  V3/16* 


(30) 


(30) 


FPW 


DW  =  CW*  2-3/8”  (60) 


Note:  To  ensure  a  correct  and  aligned  mounting  of  the 
track  rail,  a  full  supporting  fixed  panel  must  be  installed. 


Features  and  data 

For  installation  with  one 
sliding  panel  mounted  on 
glass;  for  5/16"-  1/2"  (8  - 
13)  thick  glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 


Calculation  of  glass  height 

GH  =  CH  +  3/4"  (18) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW  +  2-3/8"  (60) 


L80  DM 

L80 

min  DW 

39"  (990) 

26"  (660) 

min  CW 

36-5/8"  (930) 

23-5/8"  (600) 

max  DW 

57"  (1448) 

57"  (1448) 

max  CW 

54-5/8"  (1388) 

54-5/8"  (1388) 

*  DD  =  (CW  -  4-3/16")  +  T  =  _" 
DD  =  (CW  - 106)  +  T  =  _  mm 


Calculation  example 

DD  =  (27-9/16"-  4-3/16")  ^  2  =  11-11/16" 
DD  =  (700  -  106)  ^  2  =  297 


T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of 
holes  (Z)  depends  on 
clear  opening  width 
(CW)  and  determines 
the  final  drilling 
distance  (DD). 


T 

Z 

CW  > 

23-5/8“  (600) 
31-1/2"  (800) 

2 

8 

CW  > 

i 

31-1/2"  (800) 
39-3/8"  (1000) 

3 

10 

CW  > 

< 

39-3/8"  (1000) 
47-1/4"  (1200) 

4 

12 

CW  > 

< 

47-1/4"  (1200) 
54-5/8"  (1388) 

5 

14 

•  Use  the  equation  to  determine  (DD)  drilling  distance 
(hole  spacing)  at  defined  (DD)  locations. 

•  Provide  (CW)  clear  opening  width  to  determine  value 
for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to  calculate 
(DD)  drilling  distance.  IAF-18-0224-A-001250 


L  80  DORMOTION  (DM)  /  L  80 


Typical  assemblies 


L  80  DORMOTION  (DM)  /  L  80 

Typical  assemblies  mounted  on  glass  with  two  sliding  panels 


Features  and  data 

For  installation  with  two 
sliding  panels  mounted  on 
glass;  for  5/16"-  1/2"  (8  -  13) 
thick  glass 

Max.  weight  of  door  panels 

176  lb  (80  kg) 

Calculation  of  glass  height 

GH  =  CH  +  3/4"  (18) 
max  118-1/8"  (3000) 

Calculation  of  glass  width 

DW  =  CW^2  +  1-1/16"  (27) 


L80DM 

L80 

min  DW 

39"  (990) 

26"  (660) 

min  CW 

75-13/16"  (1926) 

49-13/16"  (1266) 

max  DW 

57"  (1448) 

00 

max  CW 

111-7/8"  (2842) 

111-7/8"  (2842) 

Refer  to  Elevation  drawing  on  previous  page. 


Glass 

preparation 


4-1/16"  6-11/16"  4-1/16"  4-1/16" 


DD* 

DO 

003) 

DD  DD 

070) 

DD  DD 

003) 

DD  DD 

(103) 

-w-  - 

X 

FPW2 

CW 

FPW1 

Calculation  example 

DD  =  (55-1/8"  -  4-3/16"  -  6-11/16)  ^  4  =  11-1/16" 
DD  =  (1400  - 106  - 170)  ^  4  =  281 


T  Z 


CW 

49-13/16" 

59-1/16” 

(1266) 

(1500) 

4 

14 

CW 

> 

59-1/16" 

(1500) 

6 

18 

< 

78-3/4" 

(2000) 

CW 

> 

78-3/4" 

(2000) 

8 

22 

< 

111-7/8" 

(2842) 

*  DD  =  (CW  -  4-3/16"  -  6-11/16")  +  T  = 
DD  =  (CW  -  106  - 170)  +  T  =  _  mm 


DW  = 

Glass  width 

Z 

Quantity  of  drillings 

TL 

Track  length 

DD  = 

Drilling  distance 

TH 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

GH  = 

Door  height 

FPW1  = 

Fixed  panel  (glass)  width  1 

FPW2  = 

Fixed  panel  (glass)  width  2 

T 

Formula  value  to  determine 

DD 

DT 

Door  (glass)  thickness 

3/8"  -  3/4"  (10  - 19) 

FPT  = 

Fixed  panel  (glass)  thickness 

.  .  .  Y  „  =  2-13/16"  (71)  -  11/16"  (17)  -  DT 

Aivi  _R'0Ai 

PVERSIGHT 


X  detail 


2" 

2" 

(50) 

013/16 

(020) 

1/8' 

) 

013/16 

(020) 

rL 

T  =  Formula  Value 
Z  =  Quantity  of  holes 
to  drill 

The  total  quantity  of  holes  (Z)  depends  on 
clear  opening  width  (CW)  and  determines  the 
final  drilling  distance  (DD). 

•  Use  the  equation  to  determine  (DD)  drilling 
distance  (hole  spacing)  at  defined  (DD) 
locations. 

•  Provide  (CW)  clear  opening  width  to 
determine  value  for  (T). 

•  Insert  value  for  (T)  to  formula  equation  to 
calculate  (DD)  drilling  distance. 

IAF-18-0224-A-001251 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Sliding  door  sets  with  one  sliding  panel  and  one  or  two  fixed  panels,  ceiling 
surface  installation 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops, 
roller  carriers,  DORMOTION’,  DM  start/stops’,  floor  guide, 
sidelite  profile  and  gasket,  sidelite  filler  profile,  sidelite 
endcaps,  U-Channel  and  gasket,  and  sidelite  mounting 
hardware.  (Sidelite  view  profile  included  if  appropriate.) 


Complete  accessories  for  5/16"-1/2"  (8-13)  thick  glass. 
L  80  DM  /  L  80  max  176  lb  (80  kg). 

’  L  80  set  does  not  Include  DORMOTION  or  DM  start/stops. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 


IP  ceiling  surface  by  1FP  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel  and  one  fixed  panel. 


Min 

panel 

width 

Min  ciear 

opening 

width 

Max 

panei 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

iength’ 

Ref.  No. 

IP  L  80  DM  CE-S1FP 

39" 

MTO 

(990) 

36-5/8" 

(930) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.389 

1PL80CE-S1FP 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.388 

IP  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel  and  two  fixed  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

IP  L  80  DM  CE-S2FP 

39" 

(990) 

36-5/8" 

(930) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.391 

1PL80  CE-S  2FP 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.390 

2P  ceiling  surface  by  2FP  -  Set  for  ceiling  surface  installation 
with  two  sliding  panels  and  two  fixed  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

2P  L  80  DM  CE-S  2FP 

MTO 

39" 

(990) 

75-13/16" 

(1926) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.393 

2PL80CE-S2FP 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

236.392 

^  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


AMERICAN  IAF.18.0224-A-001252 

pyERSIGHT 


L  80  DORMOTION  (DM)  /  L  80 


Sliding  door  sets 


AMERICAN 

PVERSIGHT 


IAF-18-0224-A-001253 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


L  80  DORMOTION  (DM)  /  L  80 

Sliding  door  sets  with  one  sliding  panel 


Note;  Refer  to  Component  parts  section  for  wood  door 
adapter  optio^  ||* 

H  I 


/ 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  carriers, 
DORMOTION’,  DM  start/stops’,  and  floor  guide.  Complete  accessories 
for  5/16"-  1/2"  (8  -  13)  thick  glass. 

L  80  DM  /  L  80  max  176  lb  (80  kg) 

’  L  80  set  does  not  include  DORMOTION  or  DM  start/stops. 

IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

IP  L  80  DM  W 


39" 

^  (990) 

36-5/8“ 

(930) 

57“ 

(1448) 

54-5/8" 

(1388) 

113-3/8" 

(2880) 

836.326 

39" 

(990) 

36-5/8" 

(930) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.326 

IP  L  SOW 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

114-3/16" 

(2900) 

836.301 

26" 

(660) 

23-5/8" 

(600) 

57“ 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.320 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

width 

opening 

width 

panel 

width’ 

opening 

widtM 

track 

length’ 

Ref.  No. 

1PL80  DMCE-S 

39“ 

(990) 

36-5/8“ 

(930) 

57“ 

(1448) 

54-5/8" 

(1388) 

113-3/8" 

(2880) 

836.327 

39" 

(990) 

36-5/8" 

(930) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.327 

1PL80CE-S 

STK  26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

114-3/16" 

(2900) 

836.303 

26" 

(660) 

23-5/8" 

(600) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.321 

IP  glass  installation  -  Set  for  glass  installation  with  one  sliding  panel. 

Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

width 

opening 

width 

panel 

width’ 

opening 

width^ 

track 

length’ 

Ref.  No. 

IP  L  80  DM  G 

39" 

(990) 

36-5/8“ 

(930) 

57" 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

236.328 

1P  L  80  G 

I 

o 

23-5/8“ 

(600) 

57“ 

(1448) 

54-5/8" 

(1388) 

157-1/2" 

(4000) 

836.322 

2 


IAF-18-0224-A-001254 

For  157-1/2"  track  lengths,  only  154"  ore  useable 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


L  80  DORMOTION  (DM)  /  L  80 


Sliding  door  sets 


L  80  DORMOTION  (DM)  /  L  80 

Sliding  door  sets  with  two  sliding  panels 


Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  roller  carriers, 
DORMOTION’,  DM  start/stops’,  and  floor  guide.  Complete  accessories 
for  5/16"-1/2"  (8-13)  thick  glass. 

L  80  DM  /  L  80  max  176  lb  (80  kg) 

’  L  80  set  does  not  include  DORMOTION  or  DM  stort/stops. 

2P  wall  installation  -  Set  for  wall  installation  with  two  sliding  panels. 


Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

2P  L  80  DM  W 

MTO 

39" 

(990) 

75-13/16" 

(1926) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.329 

2P  L  80  W 

MTO 

26" 

(660) 

49-13/16" 

(1266) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.323 

2P  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
two  sliding  panels. 


Min 

Min  clear 

Max 

Max  clear 

Max 

panel 

Opening 

panel 

Opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

2P  L  80  DM  CE-S 


39" 

(990) 

75-13/16' 

(1926) 

•  57" 

(1448) 

00 

157-1/2" 

(4000)  836.330 

2P  L  80  CE-S 

MTO  26" 

49-13/16' 

57" 

111-7/8“ 

836.324 

(660) 

(1266) 

(1448) 

(2842) 

(4000) 

2P  glass  installation  - 

Set  for  glass  installation  with  two  sliding  panels. 

Min 

panel 

width 

Min  clear 

opening 

width 

Max 

panel 

width’ 

Max  clear 

opening 

width’ 

Max 

track 

length’ 

Ref.  No. 

2P  L  80  DM  G 

39" 

(990) 

75-13/16“ 

(1926) 

57" 

(1448) 

111-7/8" 

(2842) 

157-1/2" 

(4000) 

836.331 

2P  L  80  G 

26" 

MTO 

49-13/16" 

57" 

111-7/8" 

157-1/2" 

836.325 

(660) 

(1266) 

(1448) 

(2842) 

(4000) 

^  For  157-1/2"  track  lengths,  only  154"  are  useable. 

Max  wood  door  sizes  can  be  increased  by  3"  (76),  MTO  only. 


Note:  Refer  to  Component  parts  section  for  wood  door 
adapter  options. 


PVERSIGHT 


IAF-18-0224-A-001255 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


M  50  DORMOTION  (DM)  /  M  50 

Typical  assemblies  maunted  ta  wall  and  ta  ceiling 


1-3/16” 


(30) 


TL  =  2  X  DW 


CW 


*DW  =  CW  ♦  2-3/8"  (60) 


1-3/16" 


(30) 


1-3/16", 


(30) 


'  If  single  door  panel  closes 
against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


TL  s  2  X  DW 


CW 


•DW  s  CW  ♦  2-3/8"  (60) 


1^3/16" 

(30) 


'  If  single  door  panel  closes 
against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 
(30)  from  formula. 


Features  and  data 

For  installation  with  one  or  two 
sliding  door  panels  mounted  to 
wall;  for  5/16"-  3/8"  (8-10)  thick 
gloss 

Max.  weight  af  door  panels 

110  lb  (50  kg) 

Calculatian  of  glass  width 

DW=  CW+  2-3/8"  (60) 


M50  DM 

M  50 

min  DW 

35-5/8"  (905) 

26" 

(660) 

max  DW 

42"  (1067) 

42" 

(1067) 

DW  = 

Glass  width 

TL  = 

Track  length 

GH  = 

Glass  height 

TH  = 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

DT  = 

Door  (glass)  thickness 

Y  = 

2-1/4"  (57)  -1"  (25)  -  DT 

46 


Mounted  to  wall  (W) 


Calculation  of  glass  height 

GH  =  CH  -t  3/4"  (18)  -t  X 
max  84"  (2134) 


Mounted  to  ceiling  (CE-S) 


Calculation  of  glass  height 

GH  =  TH  -  1-I^61^40:§24-A-OO1256 

max  84"  (2134) 


M  50  DORMOTION  (DM)  /  M  50 


Typical  assemblies 


M  50  DORMOTION  (DM)  /  M  50 

Typical  assemblies  far  waad  dears 


, _ ^  *  If  single  door  panel  closes 

*DW  =  CW  <•  2-3/8"  (60)  against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16“ 


TL  =  2  X  DW 


B 

— 

1-3/1^ 

(30) 


.  J-3/16" 
(30) 


,  _  _ ^  *  If  single  door  panel  closes 

•DW  =  CW ♦  2-3/8"  (60)  against  jamb  or  only  overlaps 
on  one  side,  subtract  1-3/16" 


(30)  from  formula. 


(30)  from  formula. 


Features  and  data 

For  installation  with  wood 
door  sliding  panel;  mounted 
to  wall  or  ceiling; 
for  1-1/8"-  1-31/32"  (28  -  50) 
thick  wood  doors 

Max.  weight  of  door  panels 

110  lb  (50  kg) 

Calculation  of  door  width 

DW  =  CW  -t  2-3/8"  (60) 


M  50  DM 

M  50 

min  DW 

35-5/8"  (905) 

26" 

(660) 

max  DW 

42"  (1067) 

42" 

(1067) 

DW  = 

Door  width 

TL  = 

Track  length 

TH  = 

Total  height 

CH  = 

Clear  opening  height 

CW  = 

Clear  opening  width 

DH  = 

Door  height 

DT  = 

Door  (wood)  thickness 

Mounted  to  wall  (W)  Mounted  to  ceiling  (CE-S) 


Calculation  of  door  height 

DH  =  CH  -  11/16"  (17)  -t  X 
max  84"  (2134) 


Calculation  of  door  height 

DlAE-t8F0224-7^)001 257 

max  84"  (2134) 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


M  50  DORMOTION  (DM)  /  M  50 

Sliding  door  sets  with  one  sliding  panel 

Incl.  track/endcaps,  cover,  cover  clips,  gasket,  end  stops,  M  50  DM’  /  M  50  nnax  110  lb  (50  kg) 
roller  carriers,  and  floor  guide.  Complete  accessories  for 
5/16" -1/2"  (8  -13)  thick  glass. 


IP  wall  installation  -  Set  for  wall  installation  with  one  sliding  panel. 


Min 

Min  ciear 

Max 

Max  ciear 

Max 

panel 

Opening 

panei 

Opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

1P  L  80  DM  W  (DM  optional)’ 


STK 

35-5/8" 

33-1/4" 

42" 

39-5/8" 

113-3/8" 

836.101 

(905) 

(845) 

(1067) 

(1007) 

(2880) 

MTO 

35-5/8" 

(905) 

33-1/4" 

(845) 

42" 

(1067) 

39-5/8" 

(1007) 

157-1/2' 

(4000) 

836.106 

IP  L  SOW 


STK 

26" 

(660) 

23-5/8" 

(600) 

42" 

(1067) 

39-5/8" 

(1007) 

113-3/8" 

(2880) 

836.101 

MTO 

26" 

(660) 

23-5/8" 

(600) 

42" 

(1067) 

39-5/8" 

(1007) 

157-1/2' 

(4000) 

836.106 

IP  ceiling  surface  installation  -  Set  for  ceiling  surface  installation  with 
one  sliding  panel. 


Min 

Min  ciear 

Max 

Max  clear 

Max 

panel 

opening 

panel 

Opening 

track 

width 

width 

width’ 

width’ 

length’ 

Ref.  No. 

IP  L  80  DM  CE-S  (DM  optional)’ 


STK 

35-5/8" 

(905) 

33-1/4" 

(845) 

42" 

(1067) 

39-5/8" 

(1007) 

113-3/8" 

(2880) 

836.104 

MTO 

35-5/8“ 

33-1/4" 

42" 

39-5/8" 

157-1/2' 

836.107 

(905) 

(845) 

(1067) 

(1007) 

(4000) 

1PL80CE-S 


STK 

26" 

23-5/8" 

42" 

39-5/8" 

113-3/8" 

836.104 

(660) 

(600) 

(1067) 

(1007) 

(2880) 

MTO 

26" 

(660) 

23-5/8" 

(600) 

42" 

(1067) 

39-5/8" 

(1007) 

157-1/2" 

(4000) 

836.107 

’  For  MUTO  Comfort  M  50  with  DORMOTION,  accessory  option:  Ref.  #  836153  must 
be  added  to  either  the  STK  or  MTO  package  as  an  add. 

^  For  157-1/2"  track  lengths,  only  154“  are  useable. 

’  For  MUTO  Comfort  M  50  wood  door  kit,  order  accessory  option:  Ref  #  836157. 


MERICAN 

I  ERSIGHT 


IAF-18-0224-A-001258 


Component  parts 


Component  parts 


Roller  accessory  kit,  complete 


Comfort  XL 
150/120/80  roller 
carriers 

Accessory  set  for 
XL150  DM,  XLISO.XL 
120  SC,  XL  80  DM 

Consisting  of: 

2  clamp  carriers, 

2  endstops,  1  floor 
guide,  and  non-DM 
hooks. 

Ref.  No.  836.550 


Comfort  L  80  roller 
carriers 

Accessory  set  for  use 
with  L  80  DM  and 
L80. 

Consisting  of: 

2  clamp  carriers,  2 
endstops,  non-DM 
hook,  and  1  floor  guide 

Ref.  No.  36.349 


Comfort  M  50 
accessory  set 

For  use  with  M  50  or 
M  50  with  optional  DM 

Consisting  of  2  clamp 
carriers,  2  endstops,  1 
floor  guide,  and  hooks 
for  non-DM  units 

Ref.  No.  836.150 

Gasket  sets 

Comfort  L  80  roller 
gasket  set 

Gasket  set  to  service 
roller  carriers 

Ref.  No.  836.251 


Comfort  XL 
150/120/80 
roller  gaskets 

Gasket  set  to  service 
roller  carriers  for  XL  150 
DM,  XL  150,  XL  120  SC, 
XL  80  DM 

Ref.  No.  836.451 


Comfort  M  50  roller 
carrier  gasket  set 
For  use  with  M50  or  M 
50  with  optional  DM 

Ref.  No.  836.151 


MUTO  glass  door 
floor  guide 

Adjustable 

5/16"  -  17/32"  (8  -  13) 

Ref.  No.  807.316 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Track  and  cover  extrusions  -  XL  150/80  Systems 

Comfort  XL  150/80  wall 
track 

Track  rail  for  wall 
installation  for 
XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.552 

Specify  length  (by  ft.) 

Ref.  No.  836.553 

Comfort  XL  150/80 
ceiling  track 

Track  rail  for  ceiling, 
surface  mount  for 
XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.554 

Specify  length  (by  ft.) 

Ref.  No.  836.555 


Comfort  XL  150/80  cover 

Cover  profile  for 
DORMOTION  front  cover 
for  XL  150  DM,  XL  150, 

XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.566 

Specify  length  (by  ft.) 

Ref.  No.  836.567 


Comfort  XL  glass  mount 
profile 

Glass  mount  profile 
installation  on  glass  for 
XL  150  DM,  XL  150, 

XL  120  SC,  XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  236.568 

Specify  length  (by  ft.) 

Ref.  No.  836.568 


Comfort  XL  150/80 
ceiling  fixed  panel 
track 

Track  rail  for  ceiling, 
fixed  panel  surface 
mount  for  XL  150  DM, 
XL  150,  XL  80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.562 

Specify  length  (by  ft.) 

Ref.  No.  936.563 
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Component  parts 


Component  parts 


Track  and  cover  extrusions  -  XL  120  Systems 

Comfort  XL  120  SC 
wall  track 

Track  rail  for 
XL  120  Self-Closing 
(SC)  function  for  wall 
installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.850 

Specify  length  (by  ft.) 

Ref.  No.  836.651 


Comfort  XL  120  SC 
ceiling  track 

Track  rail  for  ceiling 
surface  mount  for 
XL  120  Self-Closing 
(SC)  function 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.852 

Specify  length  (by  ft.) 

Ref.  No.  836.653 


Comfort  XL  120  cover 
profile 

Cover  profile  for 
XL  120  Self-Closing 
function  front  cover 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.854 

Specify  length  (by  ft.) 

Ref.  No.  836.655 


Comfort  XL  120  SC 
ceiling  fixed  panel 
track 

Track  rail  for  ceiling, 
fixed  panel  surface 
mount  XL  120  Self- 
Closing  (SC) 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.856 

Specify  length  (by  ft.) 

Ref.  No.  936.857 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Track  and  cover  extrusions  -  L  80  Systenns 


Comfort  L  80  wall 
track 

Track  rail  for 
L  80  DM  and  L  80 
wall  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.350 

Specify  length  (by  ft.) 

Ref.  No.  836.351 


Comfort  L  80  ceiling 
track 

Track  rail  for 
L80  DM  and  L  80 
ceiling  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.352 

Specify  length  (by  ft.) 

Ref.  No.  836.353 


Comfort  L  80  cover 

Cover  profile  for 
L80  DM  and  L80 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.359 

Specify  length  (by  ft.) 

Ref.  No.  836.360 


Comfort  L  80  ceiling 
fixed  panel  track 
Track  rail  for  ceiling, 
fixed  panel  surface 
mount  for 
L80  DM  and  L  80 
ceiling  installation 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.361 

Specify  length  (by  ft.) 

Ref.  No.  936.362 


Comfort  L  80  glass 
mount  profile 

Glass  mount  profile  for 
installation  on  glass 
for  L  80  DM  and  L  80 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  236.318 

Specify  length  (by  ft.) 

Ref.  No.  836.218 
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Component  parts 


Component  parts 


Wood  adopter  sets 


Comfort  XL  150  wood 
door  kit 

Wood  door  adapter  set 
for  use  with  all  XL 
systems;  incl.  mounting 
screws,  wood  door 
guide(s),  and  shim  for  XL 
mount 

Profile: 

V2"  X  1-7/16” +1/2"  X  3/16” 
(12.5x36  +  12.5x4) 

Fixed  full  length 
157-1/2"  (4000) 

Ref.  No.  936.463 

Fixed  half  length 
78-3/4"  (2000) 

Ref.  No.  936.461 

Specify  length  (by  ft.) 

Ref.  No.  936.464 


Comfort  L  80  wood 
door  kit 

Wood  door  adapter 
set  for  L  80  DM  and 
L80;  incl.  mounting 
screws  and  wood  door 
guide(s) 

Profile: 

1/2"  X 1-7/16"  (12.5x36) 

Fixed  full  length 
157-1/2"  (4000) 

Ref.  No.  936.262 

Fixed  half  length 
78-3/4"  (2000) 

Ref.  No.  936.261 

Specify  length  (by  ft.) 

Ref.  No.  936.263 


Comfort  M  50  wood 
door  kit 

Wood  door  adapter  set 
Profile: 

1/2"  X 1-3/8"  (10x35) 
incl.  mounting  screws, 
and  wood  door  floor 
guide 

Ref.  No.  836.157 


Wood  door  floor  guide 

MUTO  wood  door  floor 
guide 

Adjustable 

5/16"  -  17/32"  (8  -  13) 

Ref.  No.  836.148 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Endcaps 


Comfort  XL  150/80 
endcaps 

Set  endcaps  for  wall  and 
ceiling  installation  for 
XL  150  DM,  XL  150, 

XL  80  DM 

Ref.  No.  836.556 


Comfort  XL  150/80 
glass  mount  endcaps 

Set  endcaps  for 
installation  on  glass 
for  XL  150  DM,  XL  150, 
XL  80  DM 

Ref.  No.  836.460 


Comfort  XL  120  Self- 
Closing  endcaps 

Set  endcaps  for  XL  120 
SC  for  wall  and  ceiling 
installation 

Ref.  No.  836.656 


Comfort  L  80  endcaps 

Set  endcaps  for  wall  and 
ceiling  installation  for 
L80  DM  and  L80 

Ref.  No.  836.354 


Comfort  L  80  glass 
mount  endcaps 

Set  endcaps  for 
installation  on  glass 
for  L  80  DM  and  L80 

Ref.  No.  836.260 


Comfort  M  50  endcaps 

Endcaps  set  for  use  with 
M50  or  M  50  with 
optional  DM 

Ref.  No.  836.152 
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Component  parts 


Component  parts 


DORMOTION  accessory  and  start/stop  kits 


Comfort  XL  150 
DORMOTION  unit 

DORMOTION  unit  for 
max.  330  lb  (150  kg), 
with  set  of  DM  start/ 
stops  (min  glass  width 
40-1/8"  [1020]) 

Ref.  No.  836.558 


Comfort  XL  120 
DORMOTION  unit 

for  Self-Closing  function 
(closing  direction  only) 
for  max  264  lb  (120  kg) 
with  DM  start/stop 

Opening  to  right  side  (RH) 

Ref.  No.  836.660 

Opening  to  left  side  (LH) 

Ref.  No.  836.661 


Comfort  M  50  DM  set 

Optional  DORMOTION 
unit,  incl.  DM  start/stop 

Ref.  No.  836.153 


Comfort  XL  120  Self- 
Closing  start/stop 

For  Self-Closing 

DORMOTION 

One  piece  service  part 

Ref.  No.  836.662 


Comfort  M  50  DM  start/ 
stop  set 

Service  part 

Ref.  No.  836.154 
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Comfort  XL  80 
DORMOTION  unit 

DORMOTION  unit  for 
max.  176  lb  (80  kg), 
with  set  of  DM  start/ 
stops  (min  glass  width 
31-7/8"  [810]) 

Ref.  No.  836.557 

Comfort  L  80 
DORMOTION  unit 

L80  DORMOTION 
spring  cushioning  unit 
for  max  176  lb  (80  kg) 
with  set  of  start/stops 

Ref.  No.  836.355 


Comfort  XL  DM 
starter  set 

DORMOTION  start/ 
stop  set 

Ref.  No.  836.559 


Comfort  L  80  DM 
start/stop  set 

L80  DORMOTION 
starter  set 

Ref.  No.  836.356 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Synchro  accessories 

Comfort  XL  150 
Synchro  set  (wire, 
pulley  etc.) 

Synchro  set  complete 
with  accessories  (Not 
compatible  with 
XL  150  DM) 

Ref.  No.  836.560 

Comfort  L  80  Synchro 
set  (wire,  pulley  etc.) 

Synchro  set  complete 
with  accessories 

Ref.  No.  836.357 


Self-Closing  accessories 

Comfort  XL  120 
Self-Closing  assembly 

Flexi-cable  unit  for 
Self-Closing  function, 
complete  with  acces¬ 
sories 

Opening  to  right  side  (RH) 

Ref.  No.  836.657 

Opening  to  ieft  side  (LH) 

Ref.  No.  836.658 

Comfort  brush  profile 

Brush  profile  (slides 
into  cover  groove) 

Specify  length  (by  ft.) 

for  5/16"-  3/8" 

(8  - 10)  glass 

Ref.  No.  836.912 

for  1/2"  - 17/32" 

(12  - 13)  glass 

Ref.  No.  836.913 


Brush  profiles 


Comfort  Synchro 
service  wire 

Replacement  wire  for 
Synchro  set 

Ref.  No.  836.358 


Comfort  XL  120 
Self-Closing  flexi-cable 

Flexi-cable  for 
Self-Closing  function 

Service  part 

Ref.  No.  836.659 


Comfort  cover  brush 

Brush  profile  for 
5/16"  -  3/8"  (8  -  10) 

Ref.  No.  836.912 

Note:  For  M  50,  brush 
attaches  to  track. 
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Component  parts 


Component  parts 


Endstops 

Comfort  XL  150/120/80 
Eendstops 

Endstop  set,  2  pieces,  for 
use  with  XL  150  DM, 

XL  150,  XL  120  SC, 

XL  80  DM 

Ref.  No.  836.465 


Holder  hook  sSets 


Comfort  M  50  endstops 

Endstop  set,  2  pieces  for 
use  with  M  50  or  M  50 
with  optional  DM 

Ref.  No.  836.158 


Comfort  XL  150  hook  set 

Hook  set,  2  pieces,  for 
use  with  XL  150;  attaches 
to  roller  carrier 
(Not  compatible  with 
XL  150  DM  or  XL  80  DM) 

Ref.  No.  836.467 


Sidelite  (fixed  panel)  extrusions  and  accessories 

Comfort  XL  sidelite 
profile 

Sidelite  profile  (2-3/4" 

[69]  high)  for  sidelite 
connection  at  top. 

Complete  with  all 
gaskets 

For  use  with  XL  150  DM, 

XL  150,  XL  120  SC, 

XL80  DM 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.469 

Specify  length  (by  ft.) 

Ref.  No.  836.474 


AMERICAN 

PVERSIGHT 


Comfort  L  80 
endstop  set 

Endcap  set 
2  pieces  for  use  with 
L80  DM  or  L  80 

Ref.  No.  836.267 


Comfort  L  80  hook  set 

Hook  set,  2  pieces,  for 
use  with  L  80  (not 
compatible  with  DM) 

Ref.  No.  836.269 


Comfort  sidelite  view 
protection  profile 

Use  sidelite  profile 
with  XL  or  L  systems 
2-5/16"  +  2-3/4" 

(58  +  69)  high 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.800 

Specify  length  (by  ft.) 

Ref.  No.  836.801 
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MUTO  Comfort  Multifunction  Manual  Sliding  Door  System 


Component  parts 


Sidelite  (fixed  panel)  extrusions  and  accessories  (cont.) 


Comfort  sidelite  filling 
profile 

For  use  with  XL  or  L 
sidelite  profile 

2-5/16"  +  2-3/4" 

(58  +  69)  high 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.802 

Specify  length  (by  ft.) 

Ref.  No.  836.803 


Comfort  L  80  sidelite 
profile 

Sidelite  profile  for 
sidelite  connection  at 
top  for  use  with 
L80  DM  and  L  80, 
2-5/16"  (58)  high, 
complete  with  all 
gaskets;  for 
5/16"- 1/2"  (8-13) 
thick  glass. 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  936.272 

Specify  length  (by  ft.) 

Ref.  No.  836.274 


Comfort  XL  sidelite 
endcaps 

Set  endcaps  for  sidelite 
profile  for  use  with  all  XL 
systems 

2-3/4"  (69)  high 

Ref.  No.  836.471 


Comfort  L  80  sidelite 
endcaps 

Set  endcaps  for 
sidelite  profile 

2-5/16"  (58)  high 

Ref.  No.  836.273 


Comfort  150/120/80 
drop  ceiling  connector 
profile 

(Incl.  extrusion  and 
fasteners) 

Fixed  length 
157-1/2"  (4000) 

Ref.  No.  836.821 

Specify  length  (by  ft.) 

Ref.  No.  836.820 


U-Channel  gaskets 

Gasket  for  1/2"  (13) 
thick  glass 

Specify  length  (by  ft.) 

Ref.  No.  925.147 

Gasket  for  3/8"  (10) 
thick  glass 

Specify  length  (by  ft.) 

Ref.  No.  925.148 
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Dri-Fit®  p re- drilled 
U-Channel 

Connecting  profile  for 
fixed  panel  (sidelite) 
fixing 

Profile  for  3/8"  -  1/2" 
(10  - 13)  thick  glass 

Specify  length  (by  ft.) 

Ref.  No.  925.447 


U-Channel  endcaps 

Set  endcaps  for  Ref 
No.  925.447 

Ref.  No.  925.121 
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Component  parts 


Status  indicator 


Comfort  status 
indicator 

Status  indicator  set, 
complete  with  accesso¬ 
ries  (sensor,  cable,  etc.) 

Ref.  No.  836.840 


Tempered  Laminated  Glass  (TLG)  accessories 


TLG  applicator  (LGAA) 

3M~  Scotch-Weld™ 
EPX™  plus  II  applicator 
with  2:1  and  1:1  plunger 

Ref.  No.  934.801 


TLG  adhesive  (LGA) 

3M™  Scotch-Weld™ 
EPX™  plus  II  mixing 
square  nozzle,  5.3  mm 
(4  tips  per  set) 

Ref.  No.  934.800 


Comfort  XL  150 
Tempered  Laminated 
Glass  (TLG)  roller 
gasket 

Accessory  set  for  use 
with  TLG  for  one  pair  of 
clamp  carriers 

Requires  optional 
adhesive  components 

Ref.  No.  836.468 

Installation  accessories 


Comfort  carrier 
locating  tool 

Accessory  tool  for 
quickly  and  easily 
locating  roller  carrier  on 
top  of  moving  panel 

Ref.  No.  936.999 
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TLG  mixing  nozzle 
(MTIPS) 

3M™  Scotch-Weld™ 
Urethane  Adhesive,  DP 
605  NS,  off  white, 

1  tube  per  4  roller 
carriers 

Ref.  No.  934.805 


Comfort  L  80 
Tempered  Laminated 
Glass  (TLG)  roller 
gasket 

Accessory  set  for  use 
with  TLG  for  one  pair 
of  clamp  carriers 

Requires  optional 
adhesive  components 

Ref.  No.  836.270 

Comfort  tool  kit 

Accessory  tool  kit, 
incl.  typical  tools  used 
for  installation  and 
adjustment  of  MUTO 
Comfort  systems 

Ref.  No.  936.996 
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DORMA 


MULTIFUNCTION 
MANUAL  SLIDING 
DOOR  SYSTEM 


Featuring  self-closing 
action,  DORMOTION 
damping  mechanism, 
and  telescopic  sliders 


MUTO  COMFORT 


NEW 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


COMPACT,  VERSATILE, 


MULTIFUNCTION 


Introducing  MUTO  Comfort,  a  new  manual  sliding  door 
system  from  DORMA.  MUTO's  deceptively  simple, 
clean  design  conceals  a  range  of  optional  features  that 
enhance  ease  of  operation  and  convenience. 

■  Self-closing  action 

■  DORMOTION  damping  mechanism 
(DORMA  SoftClose*) 

■  Door  position  status  indicator 


MUTO  COMFORT 


Versatile  MUTO  Comfort  delivers  multifaceted  solutions: 

■  Suitable  for  glass,  wood,  and  other  types  of  door 
applications 

■  Supports  doors  weighing  up  to  330  lb  (150  kg) 

■  Easily  installed  and  adjusted,  with  a  removable 
front  cover 

■  Unparalleled  design  in  multiple  finishes;  choose  from 
aluminum,  similar  to  satin  stainless,  or  over  200 
custom  RAL  colors 

■  Single  or  double  panel,  synchro,  self-closing,  and 
telescopic  models 


I 


Advanced  convenience 
MUTO  Comfort  functions  and 
benefits  to  make  life  easier 
4 

AMERICAN 

PVERSIGHT 


Elegant  design 

New  compact  class 

Choice  of  finishes  and  configurations 

5 


MUTO  Comfort 

Versatile  system  with  user-friendly 
optional  features 
6 
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INTRODUCTION 


Easy  installation 
Simple  handling 
Precise  installation 
7 
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COMING  SOON 


MUTO  Basic 
Manual  Sliding 
Door  System 

A  simple,  elegant 
sliding  door 
system  designed 
for  wood  doors 
weighing  up  to 
440  lb  (200  kg) 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


MAJORING  IN  CONVENIENCE 


MUTO  Comfort  -  user-friendly  models  and  options,  individually  configurable  systems 


Extraordinary  convenience 
housed  in  a  siim  profiie 

The  MUTO  Comfort  system 
impresses  by  virtue  of  its 
compact  eiegance  and 
extensive  functionality, 
creating  a  sliding  door 
system  vYith  enhanced 
user-friendliness. 

Even  tailored  solutions  come 
easily 

The  fully  integrated  MUTO 
Comfort  offers  a  choice  of 
models  and  optional 
functions,  all  controlled  by 
mechanisms  housed  out  of 
sight  behind  the  compact 
header.  The  XL  120  Self- 
Closing  model  offers  the 
convenience  of  povirer-free 
self  closing. 

Optional  convenience  feature 

A  convenient  option  is  the 
MUTO  status  indicator,  which 
allows  the  door  to  be 
monitored  from  anywhere  in 
the  building. 

Glass,  wood,  or  metal 
applications 

MUTO  Comfort  is  particularly 
suitable  for  glass  applications, 
but  can  be  adapted  for  wood, 
metal,  or  other  door  material 
solutions. 
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Self-closing.  Hassle-free. 


The  MUTO  Comfort  XL  120  Self- 
Closing  model  automatically  closes 
the  door  once  It  has  been  opened; 
the  quiet  action  operates  without  a 
power  supply  -  an  enhancement  to 
any  Interior. 


DORMOTION  -  the  elegant  DORMA  Softclose®  damping  mechanism. 


The  epitome  of  elegant  convenience, 
the  optional  DORMOTION  function 
gently  decelerates  the  door  panel 
over  the  last  few  Inches,  taking  It 
automatically  and  quietly  to  Its 
end  opened  or  closed  position. 


Status  indicator  -  everything  under  control. 


The  optional  status  Indicator  ensures 
that  the  sliding  door  can  be  monitored 
with  remarkable  ease.  As  soon  as 
the  door  opens  or  closes,  a  status 
signal  Is  transmitted  to  the  building 
management  system  or  an  Indicator 
lamp  -  an  important  benefit  in 
buildings  requiring  professional 
facility  management  capability. 
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CONVENIENT  ELEGANCE 


COMPACT  CONSTRUCTION, 
ELEGANT  FUNCTIONALITY 


Refer  to  the  MUTO  Comfort 
publication  #07000475  for 
details  regarding  the  Comfort 
models  and  configurations 
described  in  this  brochure. 


MUTO  -  multiple  design  options. 


H-l  ww 
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•  113  Similar  to  Satin  Stainless 
(Available  2016) 

Color  scheme 

For  that  extra  bit  of  individuality. 
The  aluminium  MUTO  profile  can  be 
provided  in  150  Satin  Aluminum  or 
113  Similar  to  Satin  Stainless. 
Special  powder-coated  finishes  are 
also  available  upon  request. 


Sophisticated  technoiogy  Multipie  models  and  — 

enclosed  in  compact  header  configurations  to  choose  from  Single  panel 


Double  panel  Double  panel 

with  Synchro  without  Synchro 


MUTO  systems  conceal 
complex  technology  within  a 
compact  header  case,  a 
clever  design  that  allows 
MUTO  to  match  and  enhance 
any  project's  d6cor.  The 
removable  logo  clip  and  the 
choice  of  finishes  are 
characteristic  of  DORMA’s 
integrated  approach  to  design. 


DORMA  quality 

The  DORMA  logo  clip  on  the  MUTO 
header  is  a  marker  of  DORMA 
quality.  If  preferred,  the  logo  clip 
can  be  easily  removed. 
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•  Single  panel 

•  Double  panel  with  Synchro. 
The  second  door  panel 
opens  and  closes 
automatically  as  the  first 
one  moves.  (Not  available 
with  DORMOTION.) 

•  Double  panel  without 
Synchro.  The  two  panels 
open  and  close  indepen¬ 
dently  of  each  other. 

■  Telescopic.  For  single  or 
bi-directional  panels  where 
space  is  limited  at  either  or 
both  ends  of  door  travel 
(Available  2016). 


Single  panel,  Double  panel, 

telescopic  telescopic 


MUTO  MANUAL  SLIDING  DOOR  SYSTEM 


VERSATILE  MUTO  COMFORT  FOR  GLASS 
AND  WOOD  MANUAL  SLIDING  DOORS 


Optional  user-friendly  features  customize  MUTO  Comfort  for  individualized  solutions 


A  multifunction  sliding  door 
system,  adaptabie  to 
changing  needs 

User-friendly  MUTO  Comfort 
options  enable  customized 
solutions  with  the  door 
mechanisms  concealed 
behind  a  compact  header. 

Not  certain  what  features  you 
need?  No  problem.  Practical 
assembly  kits  allow  options  to 
be  retrofitted  as  your  needs 
change.  MUTO  Comfort 
supports  doors  weighing  up 
to  330  lb  (150  kg). 

MUTO  Comfort  options 


•  Door  position  status 
indicator  connecting  to 
your  facility  management 

■  DORMOTION  (DORMA 
SoftClose®)  damping 
mechanism;  no  giass 
preparation  required 


TLG-tested.  Transparent  safety. 
MUTO  has  been  successfully 
tested  to  assure  its  safety  when 
installed  with  tempered  laminated 
glass  (TLG)  using  DORMA's  clamp 
&  glue  technology. 
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Simple  precision 

Drop/suspended  ceilings?  No  problem. 
The  interconnecting  profile  means  that 
the  system  can  still  be  installed  with 
precision. 
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EASY  INSTALLATION 


THE  FAST  AND  EASY  TO  INSTALL 
MANUAL  SLIDING  DOOR  SYSTEM 


MUTO  -  the  new  standard  for  quick  and  hassle-free  installation  from  DORMA 


■  Quick  &  hassle-free  fitting 
and  adjustment  from  the 
front. 

■  Suitable  for  use  with  TLG 
(tempered  laminated  safety 
glass) 


DORMOTION  starter 


■  Prepared  for  both  glass  and 
wood  door  applications 

•  Adapter  profile  for 
drop/suspended 
ceiling  installation 


Installing  the  MUTO  manual 
sliding  door  system  is  easy;  all 
the  relevant  functions  can  be 
set  from  the  front.  Height 
adjustment  is  remarkably 
simple,  and  no  additional 
glass  preparation  is  needed 
to  incorporate  the  DORMOTION 
damping  function. 


Even  drop/suspended  ceilings 
are  not  a  problem,  thanks  to 
the  adapter  profile  provided. 
MUTO  systems  installed  with 
tempered  laminated  glass 
have  undergone  testing  that 
assures  them  to  be  extra  safe. 

Mounting  options.  MUTO 
Comfort  systems  can  be  wall, 
ceiling,  or  glass  mounted. 


Mounted  on  the  track  rail  and 
secured  by  a  clamping  screw. 


Anti-jump  mechanism 
Simple  activation  of  the 
anti-jump  mechanism. 


DORMOTION 
(DORMA  SoftClose®) 

The  damping  mechanism  is 
simply  mounted  on  the  door 
panel  and  clamped  tight. 


AMERICAN 


Clip-on  mounting 

To  fit  the  cover  profile,  simply  twist 
the  clip-on  mounting  into  the  track 
rail,  then  clip  the  cover  profile  on 
from  below. 
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Height  adjustment 
Door  panel  height  adjustment  of  up  to 
+/-  3/16"  (5  mm)  possible  at  any  time. 
Simply  undo  the  fixing  screws  and  turn 
the  adjustment  setscrew  in  the 
appropriate  direction.  (Adjustment  may 
vary  by  MUTO  Model.) 


End  stops 

Clamp  fit  enables  the  end  stops  to 
be  installed  and  adjusted  with  ease. 
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DORMA 
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DORMA  USA,  Inc. 
Dorma  Drive,  Draw/er  AC 
Reamstown,  PA  17567 
800  523  8483 
ww/w.dorma.com 
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Davis  Tune 


DAVIS 

■::siin  !s  a  choic 


TU-4135 


74-3/4”  X  74-3/4”  Square 


□ak  veneer:  $6001 


Walnut  veneer:  $6001 


Zebrano  veneer:  $6301 


IAF-18-0224-A-001279 


